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Department of Public Buildings, Lighting 

AND Supplies. 



REPORT FOR THE QUARTER ENDING MARCH 31, 1899. 



Department ok Public Buildings, Lighting and Supplies, 1 
Commissioner's Office, No. 21 Park Row, r 

New York, April 5, 1899. ) 
//im. Robert A. Van Wyck. Mavor : 

Dear Sir — In accordance with the provisions of section 1544 of chapter 378, Laws of 1897, 
I have the honor to present the following; report of the transactions of the Department of Public 
Buildings, Lighting and Supplies, for the quarter ending March 31, 1899 : 

Statement of Requisitions Drawn on the Comptroller during the Quarter. 

Chargeable to Appropriations of 1899* 
General Administration — 

Salaries of Officers, etc ^5*837 46 

Boroughs of Manhattan and The Bronx — 

Salaries of Deputies, Clerks and Employees 91.836 16 

Supplies and Repairs 23,796 57 

Lamps and Lighting 16,339 89 

Contingencies 150 co 

Borough of Brooklyn — 

Salaries of Deputy, Clerks and Employees 37»377 97 

Supplies and Repairs 1)638 28 

Lamps and lighting 35»i25 29 

Contmgencies 162 42 

Borough of Queens — 

Salaries of Deputy and Employees 7.369 23 

Su pplies and Repairs 2,361 13 

Lamps and lighting 37*365 56 
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Borough of Richmond — 

Salaries of Deputy and Employees $3,126 76 

Supplies and Repairs 736 67 

Lamps and Lighting 200 00 

Chargeable to Trust and Special Accounts— 

Gouvemcur Slip Hospital Building Fund I3»9i8 60 

Public Building, Twenty-third and Twenty-fourth Wards, in Crotona Park, 

addition to 27,046 33 

Total $304.38832 



BOROUGHS OF MANHATTAN AND THE BRONX. 

Contract Entered Into during Quarter. 
Title. Estimated Cost. 

Coal to public buildings I9>9i5 45 

Contracts Completed during Quarter, 

Furnishing steam-heating apparatus in Zbrowski Mansion $1, 140 00 

Coal to public buildings 15,288 00 

During the quarter orders aggregating $80,894.53 for furnishing supplies and making repairs 
to the various public buildings and offices, were issued as follows : 

For carpets, linoleum, rugs, etc., to Commissioner of Jurors, Finance Department, 

Department of Taxes and Assessments, Board of Public Improvements, etc $435 52 

For carpentering work, etc., in Finance Department, Court of General Sessions, 
Civil Service Bureau, Armories of Eighth, Twelfth and Sixty-ninth Regiments, 
etc 3,818 34 

For coal to various public buildings, including Armories, etc I3>i78 58 

For electrical work, batteries, bells, etc., in City Paymaster's office. County Clerk's 
office. City Clerk's office. Criminal Court Building, Armories of Ninth, Twelfth 
and Twenty-second Regiments, etc i»759 '9 

For turniture to Law Department, Court of General Sessions, Register's office. Mayor's 
office, Board of Aldermen, Finance Department, Supreme Court, Department of 
Sewers, Municipal Assembly, Department of Highways, Commissioner of Jurors, 
Department of Water Supply, Department of Taxes and Assessments, etc 3»740 65 

For furniture repairs in various public buildings, courts, offices, etc 664 00 

For heatmg (steam) City Hall, County Court-house, City Paymaster's office. Fourth, 
Sixth and Eleventh District Municipal Courts and Public Comfort Station, City 
Hall Park 4,1 17 87 

For ironwork in armories of Eighth, Ninth and Seventy-first regiments, Fulton and 
West Washington markets, Collector of Assessments and Arrears' office, Criminal 
Court Building, etc., etc 2,41000 
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For law books for various courts, Finance Department, Commissioner of Accounts, 

Clerk of Board of Aldermen, Building Code Commission, office of City Clerk, etc. $i}S25 75 

For plumbing, steam and gas fitting, also plumber's supplies, in Finance Depart- 
ment, Criminal Court Building, Twenty-second Regiment Armory, Civil Service 
Bureau, etc., etc 4*638 c6 

For painting, etc., in armories of Eighth, Ninth, Twelfth and Seventy-hrst regi- 
ments and Squadron " A,*' New York County Jail, Office of Commissioner of 
Jurors, etc 1,519 25 

For roofing in markets, armories, free ^floating baths. Hall of Records, Brownstone 

Building, Ludlow Street Jail, etc i»7^S 60 

For supplies to various public buildings (including armories), free floating baths, etc. 5*067 37 

For telephones, extension sets, etc., to Mayor's office. Bureau of Municipal Statistics, 
Register's office, County Clerk's office. Civil Service Board, Recorder's office, 
Commissioner of Jurors, Board of Aldermen, various armories, courts, etc 7*34^ co 

For typewriters, etc., to County Clerk's office. Department of Finance, Board of 

Public Improvements, Department of Water Supply, City Magistrates' courts, etc. 1*761 12 

For Welsbach lights, etc 1,610 00 

For electric current, lighting, etc., in various public buildings (including armories). . . 11,248 25 

For miscellaneous orders, such as awnings, ice, copying presses, directories, elevator 
repairs, etc., glazing, hardware, lumber, masonwork, oils, towel supply 
(cabinets, etc.), window shades, etc., etc I3>9^ 98 

The following is the number of lamps lighted at the close of the quarter : 

Gas lamps 25,037 

Naphtha lamps 1*979 

Electric lamps 4*353 

Total 3'.369 

Number of new gas lamps lighted during the quarter 17 

Number of new naphtha lamps lighted during quarter 177 

Number ot new electric lamps lighted during quarter 103 

Number of gas lamps discontinued during quarter 34 

During the quarter 1,193 Permits were granted tor electric-lighting and for telephone and 
telegraph aerial lines, etc., as follows : 

For telephone, telegraph and signal wires 408 

For electric Ught and power 317 

For rebuilding pole lines 6 

For resetting poles 10 

For city lamp-posts 15 

For subsidiary connections 437 



25t5^'^ feet (4.83 miles) of overhead wire were removed from various streets and avenues. 

2,824 certificates for interior wiring were issued. 

Certificates were granted for the installation of 85,966 new incandescent lights, 963 arc 
lightf, 35 generators of a total of 7,195 K.W. capacity ; 633 motors of a total of 3ti37|| H. P. 
capacity. 8,565 inspections were made on above work. 

Maps have been completed during the quarter showing the distribution of the gas-mains of each 
gas company in the streets of the Borough of Manhattan, and an extension of this work to other 
b:)roughs is in progress. 

8,442 gas-meters were tested and sealed. 



BOROUGH OF BROOKLYN. 

During the quarter orders aggregating $20,017.79 ^^^ books, carpenter work, carpets, clocks, 
copying presses, electrical supplies and repairs, elevator repairs, engineers', janitors' and painters' 
supplies, furniture, glazing, ice, lumber, masonworK, painting, plastering, plumbing, roofing, 
steam-fitting, steam-heating, telephones, typewriting machines, etc., were issued to the various 
public buildings, etc., as follows : 

Administration Building, Wailabout Market $293 19 

Borough Hall 3*042 99 

Bridges — Department of 105 75 

Disciplinary Training School for Boys 1,649 37 

Hall of Records 796 67 

Health— Department of 30 70 

Kings County Court-house 3,090 95 

Kings County Jail i»352 90 

Municipal Building 4,839 83 

Public Baths 506 23 

Public Buildings, Lighting and Supplies, Department of 729 12 

Street Cleaning, Department of 32 95 

Armory — Headquarters Second Brigade 22 00 

Thirteenlti Regiment 655 36 

Fourteenth Regiment 212 75 

Twenty-third Regiment 260 27 

Forty-seventh Regiment 415 02 

Troop "C" 66 00 

Second Signal Corps 143 67 

Third Catling Battery * 103 80 

" Second Naval Battalion 42 00 

Court — City Magistrates', First District 184 34 

Second District 138 54 

Third District 169 13 
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Court— City Magistrates*, Fourth District $195 33 

Fifth District 98 02 

Sixth District 1 14 00 

Seventh District 115 00 

Eighth District 175 79 

Coutt — Municipal, First District 49 95 

5)econd District 58 00 

Third District 194 22 

Fourth District 35 50 

Fifth District 98 45 
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Number of lamps (gas and electric) lighted March 31, 1899 ; also the number of lamps added 
during the quarter : 

Gas lamps 6,810 

VVelsbach lamps i» 103 

Electric lamps — 

1,200 candle-power 4«oi2 

600 candle-power ...... 210 

Added during quarter : 

Gas lamps , 511 

Welsbach lamps *. 383 

Electric-lights 46 

Permits were granted for overhead, underground conductors and subways, as follows : 

Amsterdam Electric Light, Heat and Power Company 3 

Brooklyn Heights Railroad Company 10 

Citizens' Electric Illuminating Company 62 

Coney Island and Brooklyn Railroad Company I 

Department of Water Supply i 

Edison Electric Illuminating Company 91 

Flatbosh Gas Company 18 

Municipal Electric-light Company 19 

Nassau Electric Railroad Company 5 

New York and New Jersey Telephone Company 459 

Postal Telegraph Cable Company i 

Stock Quotation Telegraph Company 8 

Western Union Telegraph Company 11 



202 miles of overhead wire wer^ removed. Certificates were granted for the installation of 
10,035 incandescent lamps, 332 arc lamps, 120 K. W. of generators and 382 H. P. of motors ; 712 
interior wiring inspections were made ; 4,527 meters were certified. 
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BOROUGH OF QUEENS. 

Orders aggregating $6,cx)9.90 were issued for furnishing supplies and making repairs to the 
various public buildings, offices, etc., as follows : 

For carpets, linoleum, etc $65 00 

For fuel 781 50 

For furniture 856 40 

For Janitor's supplies 184 00 

For typewriters 175 00 

For fitting-up offices 939 65 

For lighting public buildings, etc 918 00 

For repairs to buildings i.033 00 

For miscellaneous supplies, etc i»057 35 

The following is a list of permits issued for erecting, replacing and resetting poles, stringing 
wires, etc., as follows : 

Electric Illuminating and Power Company 44 

L. Faber i 

New York and New Jersey Telephone Company 103 

Queens Borough Electric Light and Power Company 38 

Fire Department 33 

Jamaica Electric-light Company 9 

New York and Queens Light and Power Company 20 

Newtown Light and Power Company i 

New York and Queens County Railway Company 25 

New York Sugar Refining Company I 

Long Island Railroad Company 2 

Richmond Hill and Queens County Gas Company i 

Total 278 



BOROUGH OF RICHMOND. 

Orders aggregating $11295.97 were issued as follows : 

For office iiimitureno Department of Street Cleaning and Finance Department $612 30 

For fuel to Edgewater Village Hall, Surrogate's Office, Richmond, and New- 
Brighton Village Hall 226 82 

For typewriter and cabinet to Surrogate's Office, St. George 1 17 00 

For miscellaneous supplies, etc., such as cartage, cleaning supplies, repairing 

typewriter, installing electric lamps, etc 339 85 
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The following is a list of permits issued dunng the quarter for telephone and telegraph lines, 
etc., viz. : 

Western Union Telegraph Company I 

Staten Island Electric Railroad Company 2 

American Telegraph and Telephone Company S 

Staten Island Midland Railroad Company S 

New York and Staten Island Electric Company 50 

New York and New Jersey Telephone Company 134 

Richmond County Gas-light Company 34 

Total 232 

Further and detailed information in regard to the operations and transactions of the Depart- 
ment will be found in the following documents attached hereto : 

Document ** A"— Statement of Appropriations and Expenditures. 

Document ** B'* — Statement in detail of Contracts, boroughs of Manhattan and The Bronx. 

Document *»C" — Report of Bureau of Repairs and Supplies, boroughs of Manhattan and 
The Bronx. 

Document ** D " — Report of Bureau of Lamps and Gas, boroughs ot Manhattan and The Bronx. 

Document *• E " — Report of Assistant Engineer, boroughs of Manhattan and The Bronx. 

Document " F *' — Report of Electrical Bureau, boroughs of Manhattan and The Bronx. 

Document "G" — Report of Chief Inspector of Meter Tests, boroughs of Manhattan and 
The Bronx. 

Document ** H " — Report of the Borough of Brooklyn. 

Document ** I " — Report of the Borough of Queens. 

Document ** K " — Report of the Borough of Richmond. 

Very respectfully, 

HENRY S. KEARNY, Commissioner. 
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DOCUMENT 

StattmttU of Appropriations, Trust and Special Accounts^ shewing the Total Expenditures 



Title or KftmotniKWis . 



Aphbopria- 
tions with 
Tkassfers, 

1898. 



Salaries. i\*:'.x*:T'A Adminittratioo. 



Bcrcughs 0/ MamkattaM and The Bronx. 

iiflUartet of I>efiUti«k. Ct«rks amd Employees 

Supplier and K epair \ 

Lamp« and Ughtirii; 

Furnishing, etc, and Two New Elevaton, Brownstone Building 

Altering Building on Southwest Comer of Prince and Wooster Streets. 
Contingcnci'e% 



Borough 0/ Brooklyn. 

Sabrie« cf Deput y , Clerks and Employees 

Supplies and Kepairi 

L4imps and Lighting 

Contingenci'-K 



Borough 0/ Queen*. 

Salaries o( Deputy and Flmployces 

Supplies and Repairs 

Lamp« and Lit;hting 

Lamps and Li-^hting, Long Island City 

Contingencies 



Borough 0/ Richmond. 

Salaries of Deputy and Employees 

Supplies and Repairs 

Lamps and Lighting 

Lighting in the former Village of Tottenville 

Coutingencies 



'i'ot»U 



iiE,2co 00 

333,967 00 

365,520 00 

1,353,236 CO 

15,000 00 

13,000 CO 



I30.0S2 00 

2IS,000 00 

776,012 67 



35,860 CO 
36,000 CO 

244,291 84 
73,800 00 



ZX.080 CO 

13,386 30 

124,328 75 

800 00 



13,621,864 56 



N ()TB.— Requisitions during first quarter of 1899 on liabilities of 1897 : " Public BuiWiing^ 



II 



«l A *' 



during the Quarter ending March 31, 1899, and the Balances <m April I, 1899. 



Rbquisitions 

from j *nuary 

X TO Decbm- 

BBX 31, 1893. 



$17,787 14 



330,920 9a 

290.849 47 

i,xo8,66o 63 

14,967 46 

ix,953 OD 



11,076 39 

J0.333 05 

47,566 67 

800 00 



|a,558,o75 88 



Rbquisitions 

ON LlADIUTIES 

of 1898 during 
First Quar- 

T«R OF 1899. 



♦136 00 

66,233 II 

109,179 87 



126,936 92 
tol.513 00 

291,7x9 07 


74 00 

67.591 72 

472.X22 51 


24,662 10 

ao.5«4 59 

106.894 83 

50,920 64 




4.479 71 
1x1,129 91 

4.833 54 



a.745 79 
48,118 76 



S886.644 92 



Balancbs of 
1898 ON 



April i 
1899. 


f 


«4«a 


86 


1,210 


08 


8,437 


4a 


34.395 50 


3a 54 


47 


00 


3.071 


08 


4»,895 


98 


12,171 09 


>.»97 90 


«.oo5 


70 


26,267" 


10 


18,045 


82 



3 61 

307 46 
28,643 32 



$177,143 76 



Appropria- 
tions WITH 
Transfers, 
1899. 



525,200 00 

362,715 00 
245,520 00 

1,340,236 CO 

1,503 00 



157,503 00 

111,000 00 

876,012 67 

1,000 00 



30,420 00 
30,000 00 

344,091 84 

5C0 00 

13,080 00 

8,ooo 00 

«as.5«8 75 

500 00 



$3,663,804 a6 



Rrquisitions 

DURING 

First 
quaktsr of 

1899. 



$5,837 46 

91,836 16 
23.796 57 
16,339 89 

150 00 



37.377 97 

1,638 28 

35.125 29 

162 43 

7.369 23 
2,361 13 

37.365 56 



3,126 76 

736 67 
200 00 



$96.;,423 39 



Balances of 

1899 ON 

April t, 

1899. 



$19,362 54 

270,878 84 

22X,7»3 43 
1,323.896 II 

1,350 00 



120,132 03 

109,361 7« 

840,887 38 
837 58 



23.050 77 

17.638 87 

306,736 28 
;oo 00 



9.953 24 

7.263 33 

125.328 75 

coo CO 

♦3.399.3^0 87 



Construction and Repairs," $385 ; " Supplies for and Cleaning Public Offices." $204.90. 
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Titles of Trust and Special Accounts. 



jANtAR\ X, Qj.^RTEKOF 
'^- X899. 



Construction of Seventh District Folic: Court and Prison, etc. 



18,566 21 



Gouverneur Slip Hospital Buildiog Fund 

Public Bcilding, Twenty-third and Twenty-fourth Wards, in Cro-) 
tona Park ) 

Public Building, Twenty-third and Twenty-fourth Wards, in Cro- I 
tona Park, Addition to ( 

Revenue Bond Fund — Alterations and Changes in the Ciiy Hall 

Revenue Bond Fund — Altering and Fitting up Brown Stone Building. 
Fund for Public Comfort Station 



Fund for Public Bath-house on Rivington Street 
Fund for Construction of the Hall of Records. . 

Totals 



X33i932 CO ' 5»3i9»8 Co , 



7.488 25 

29,x6o 08 

893 26 

462 75 
6o2 20 

99*307 50 
2,203,252 76 

52,483.665 01 



I 



37.046 33 



540,964 93 



liAl.ANCES ON 

Apxil X, 

1899. 


58,566 


ai 


120,013 40 


7,488 


25 


a.'>3 75 


893 


26 


46a 


75 


602 


20 


99.307 


50 


2.203,252 


76 


52,442.700 
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DOCUMENT "B." 

Boroughs of Manhattan and The Bronx. 

Contracts Entered Into during Quarter, 



Title. 



Cokl to public buildings. 



Coxtkactor. 



KsriMATED 

Cost. 



N'ew York Central Coal Company . . . . > 519.9x5 45 



Contracts Completed during the Quarter, 



Title. 


Co.VTRACTORS. 


Steam-heatinff auoaratus. Zbrowski Mansion 


William N. Tobin 


Coal to Dublic buildinizs .....••• 


Wvnn Bros 


Toul 









Cost. 



51.140 00 
15,288 00 



f 16 428 CO 



Contracts in Progress and Not Completed, 



Contractor. 



I 

' EISTIMAI ED 

I Cost. 



^'%'h;BSi"f..**!?^'^ Bronx Gasand Electric Company , 571,250 00 

Coal to public buildings New York Central Coal Company 1^.915 45 

Gas lighting streets. Borough of ITiel New York and New Jersey Globe Gas-) ; ^ ^^^ ,, 

Bronx ] ' light Company (Limited) J ! ?'°^^ '^ 



"'VIa^r«^ee\s':*^.'^^^^^^ ^'^^..co 

' John F. Johnson 



00 



Rivington street bath 

Gouverneur Slip Hospital ' Mapcs- Reeve Construction Company 

I 

lotal paid 



95,7co 00 
ii6,oc.o 00 



Amount 
Paid. 



^17.760 45 

1.369 as 

21,776 IS 

78.443 10 

«ii9.348 95 
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DOCUMENT "C." 

Department of Public Buildings, Lighting and Supplies, ) 
Nos. 13 TO 21 Park Row, New York, April 7, 1899. f 

//(fn.liE^KY S. Kearny, Commissioner of Public Buildings^ Lighting and Supplies : 

Sir — In accordance with your instructions, I have the honor to submit the following report 
of the transactions of this Bureau for the quarter ending March 31, 1899 : 

Criminal Court Building. 

The usual orders for cleaning glass in doors and windows were renewed. Plumber's supplies, 
carpenter's supplies, janitor's supplies, engineer's supplies and electrical supplies furnished. 2 
barrels soap powder, i barrel of boiler compound also furnished. 36 Welsbach lights, 36 green 
porcelain shades, 36 G. D. glass cups, 36 cup holders and 60 burners and tubes furnished and 
put in place. The damaged connections from water column were removed and repacked with 
new connections, including fittings, brass pipe, etc. 2 one and one-half water meters were 
furnished and connected with tK>ilers in above building. 4 helios arc lamps with necessary wiring 
and connections were furnished and installed on ground floor of rotunda of above building. The 
large skylight and dome light on roof of above building was reglazed where necessary, mosaic 
tiling and door saddles throughout building repaired where necessary, new parts replacing old 
and defective parts. The frames and wire screens of cold air ducts were repaired and frames 
covered with cloth. Around five radiators on ground floor galvanized iron screens were placed. 
Electric fans on White street side of engine-room were inclosed with galvanized iron screens. 
Defective copper in gutters on roof was removed and replaced with best quality i6-ounce copper 
properly soldered, and the following repairs were made and supplies furnished to range in 
janitor's apartments: 6 covers, 4 cross pieces, i set of bricks, I grate, grate rests, i elbow and 
14 feet 6 inches pipe. 6 pumps were overhauled and repaired, and the following new parts 
furnished: Piston rods coupled with a spool, set of rubber valves, set of gaskets, springs and 
valve-plates. 

The Elevators, 

Twelve compression grease cups were furnished and placed on traveling sheaves of elevators. 

No. I, safety apparatus and car platform repaired. 

No. 2, safety apparatus repaired. 

No. 3, safety apparatus repaired, cut-off adjusted, lever sheaves rebushed, pins in same 
renewed and new operating cable furnished. 

No. 4, safety apparatus repaired. 

Matron's Room- -Order was renewed for i toilet cabinet with a supply of clean towels 
weekly. 

Recorder's Room — Order was renewed for i set of telephone instruments connected with 
exchange. 

Superior Court, Part I. — Order was renewed for i toilet cabmet, with a supply of clean towels 
weekly. 
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Gtand Jury Room — 2^ leather chairs were re-opbolstered, vamUhed and rubbed down. 

CoK/otr** fHhce — Order was renewed for a supply of clean towels weekly. 

Health iJepartmenl — i quartered oak desk with filing compartment famished, and 23 yards 
of be»t qoality Wiiton velret carpet furnished and laid. 

Utstrkt Attorney's Oflice — 4 co- partnership directories 2 oak Ropp top desks, ^ revolving 
'le%k chairs, I six-foot standing deUc and i revolving high stool furnished. 

Court of Special Sev»ionf —Order was renewed for 3 towel cabinets, with a supply of clean 
towels weekly ; 26*4 yards of best quality Wilton velvet carpel furnished and Uid ; ceilings, walls 
and worxlwork of above court and offices washed off, walls and ceilings painted and woodwork 
varnished and rubbed down. 

Court of General Sessions — Order was renewed for 5 toilet cabinets, with a supply of clean 
towels weekly; 5 oak wardrobes, a supply of law books, 3 Japanese screens, 3 ivory gavels, 2 sanitary 
washstandH and 36 files for newspapers were furnished ; the centre-piece on ceiling of Part III. 
was taken down and new centre-piece put in place of same. 

Clerk Court of General Sessions — Order was renewed for one towel cabinet, with a supply of 
clean towels weekly. 

Civil Service Board— One roll-top desk and three water coolers famished, 35^^ feet of quartered 
oak partitirm furnished and put up ; a new w&ter -closet, urinal and wash basin, properly connected, 
was furnished and put in place. 

Civil Service Board (Labor Bureau) — Order was renewed for telephone and extension desk set, 
I Eureka blotter bath and pads, I letter press and stand, furnished. Partition was removed and a 
doorway, made to connect Examination Room with Gymnasium, was cut through. 

County Court-house. 

The usuil orders for supplying steam and cleaning glass in windows and doon> were renewed. 
Cleaning and engineers' supplies were furnished. Defective parts of Welsbach lights replaced with 
new parts ; three car))et sweepers, i barrel of soap powder, and 300 ktt of rubber hose with coup- 
linKS, nozzle and reel complete furnished. 

Platform and steps leading to main entrance were recut and all joints pointed up ; also side- 
walls and ceilings of passageway under steps cleaned off and all joints pointed up. 

County Clerk — The usual orders were renewed for telephone connected with exchange and 
extension desk set and for electric current to operate fan motors, 2 trolley ladders, 5 eight-foot ladders 
5 book typewriters, I door mat and I revolving high chair furnished. 

Surrogates' Court — 2 protective ventilators were furnished and put up, and i six-foot book- 
case furnished. 

Supreme Court — The order for ui»e of telephone instruments was renewed ; i telephone booth, 
I stenographer's table, I clock, I swivel chair, 6 revolving desk chairs, i leather lounge were 
furnished, and fender in Judge Frecdnian's private room altered and repaired and new fender 
furnished in Part V.; i volume of Law Jcumals bound. 



IS 

City Hall, 

The usual orders for supplying steam, furnishing current to operate electric motor, and clean- 
ing glass in windows and doors of above building, were renewed. Cleaning supplies also furnished. 
Defective tin on roof of above building cut out and replaced with new tin of best quality, painted 
bottom and top. 

The pump at above building was overhauled, repaired and put in first-class order, new parts 
replacing old and worn parts. 

Reporters* Room — i dozen chairs furnished. 

Councilmanic Committee Room — The order for telephone for the year was renewed, and i 
toilet cabinet with a supply of clean towels weekly furnished. 

Board of Aldermen — Order for use of 2 sets of telephone instruments was renewed ; 2 toilet 
cabinets with a supply of clean towels weekly, furnished. 

Clerk of the Board of Aldermen — A supply of law books, I toilet cabinet and a supply of clean 
towels weekly, furnished. Order was renewed for the use of 2 telephones in above ofHce. 

City Record Office — i toilet cabinet and a supply of clean towels weekly, furnished, i oak 
roll-top desk, 2 revolving chairs, i oak high standing desk and i revolving stool with back 
furnished. 

President of the Borough of Manhattan — Order was renewed for I telephone and 2 extension 
desks sets, i blotter, bath and pads, I business directory and I toilet cabinet, with a supply of 
clean towels weekly ; i rotary neostyle complete and i Kinsman electric light desk-lamp furnished. 

City Clerk— I rotary neostyle complete, 2 Century stapling nfiachines, 2 Century postal scales, 
I toilet cabinet, with a supply of clean towels weekly ; 35 copies of Jefllerson's Manual, i table» 
I roll-top desk, 2 revolving desk chairs and i wardrobe furnished. 

Order for telephone in above office was renewed, 2 Kinsman electric desk lamps furnished and 
bell outfit furnished and installed. 

Bureau of Licenses — Order for telephone connected with exchange was renewed. 

Mayor's Office— 2 toilet outfits with a supply of clean towels, weekly ; i blotter bath and 
pads complete, i oak 4-fold screen with leather panels, a supply of law books, i club directory 
and I United Charities Directory furnished. One Mayor's flag, 45 by 36, made of banner silk, 
with silk fnnge, furnished. Old and wornout parts of VVelsbach lamps replaced with new parts. 
Orders were renewed for telephone ; 2 extension desk sets and cherry booth. 

Brownstone Building. 

Defective tin roof of above building cut out and replaced with new tin of best quality, painted 
bottom and top ; I water-meter was connected to boiler in above building. The marble tiling 
throughout the building where defective was removed and replaced with new tiling. 

City Court — The order was renewed for switch-board set of telephone instruments, also sani- 
tAry washstand ; i wooden armchair ; i toilet cabinet, with a supply of clean towels weekly, 
furnished. 
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Hall of Records. 

The usual cleaning supplies were furnished. Order was renewed for the use of one set of 
telephone ins' rumen ts connected with exchange, and one desk set of inslrumenls connected with 
telephone in above office, i Century postal scale, l8 desk chairs, 9 revolving desk chairs, i 
lettei-press and stand and i barrel soap powder furnished ; old and worn parts of Welsbach lights 
removed and replaced with new parts. 

Defective tin on roof of above building cut out and replaced with new tin of best quality, 
painted bottom and top, tiling repaired and all joints cemented and pointed up in toilet room floor. 
New closet on top floor was rubbed down and varnished, 

Harlem Court-house. 

The usual cleaning and engineers* supplies were furnished. Old and worn parts f«ir Welsbach 
lights were replaced with new parts. A new handrope was put in elevator. Plastering in above 
buildings repaired, new plaster caps and bases furnished and put in place where necessary. 

West Fifty-fourth Street Court-house. 

The usual cleaning and engineers* supplies furnished. Old and worn parts of Welsbach lights 
replaced with new parts. Defective tin on roof of above building cut out and replaced with new 
tin, painted bottom and top. 

Third District Court-house. 

The usual cleaning supplies were furnished, including i barrel of soap powder and i barrel of 
disinfectant ; i i-inch water meter was furnished and connected to boiler at above building. 

Seventh District Court-house. 

The usual cleaning supplies were furnished. Old and worn parts of Welsbach lights were 
replaced with new parts, I barrel soap powder furnished. One 48-foot flag pole with gilt ball on 
top, properly braced, was furnished and erected on roof of above court-house, two sets of halyards 
and one United States flag, 10 by 15, furnished. 

Markets. 

Fulton — Old and worn parts of Welsbach lights replaced with new parts. Defective tin on 
roof of above market cut out and replaced with new tin of best quality, painted bottom and lop. 
All galvanized iron on roof of awnings, extending from curb to house-line on Fulton, South and 
Beekman street. Sides of above market was removed and recovered with 26-gauge galvanized 
iron. All skylight frames removed and recovered with same material ; iron rafters, rivets, purl 
lines, braces, etc. repaired and where necessary replaced with new parts. 

Centre — Old and worn parts of Welsbach lights replaced with new parts. Defective tin on 
roof of above market cut out and replaced with new tin of best quality, painted bottom and top. 

Tompkins — Old and worn parts of Welsbach lights replaced with new parts. 

Washington— Old and worn parts of Welsbach lights replaced with new parts. 

Clinton — Old and worn parts of Welsbach lights replaced with new parts. Defective tin on 
roof of above market cut out and replaced with new tin of best quality, painted bottom and top. 
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West Washington Market — Defective tin on roof of above market cut out and replaced with 
new tin of best quality, painted bottom and top. The steel rolling shutters at above market were 
entirely overhauled and repaired, new shutters replacing defective and worthless shutters ; new 
spring shafts, etc., also furnished. 

Jeflferson — Old and worn parts of Welsbach lights replaced with new parts. 

Armories. 

Fifth Brigade Headquarters — Order was renewed for use of telephone connected with exchange 
in above office. 

Seventh Regiment Armory— Cleaning and engineer's supplies were furnished. 

Eighth Regiment Armory — Order was renewed for use of telephone connected with exchange 
in above armory. Old and worn parts of Welsbach lights replaced with new parts, i barrel of 
disinfectant, I swing crane with winch attached having necessaty wire cable having a capacity of 
2,000 pounds, were furnished. For the use of Commissary and Ordnance Officer the rooms on the 
top floor of above armory were altered and fitted as directed, new partitions, shelving, etc., all 
properly painted, varnished, etc. 

Ninth Regiment Armory — Old and worn parts of Welsbach lights replaced with new parts. 
Order was renewed for use of telephone connected with exchange in above armory ; 455 feet of 
f^-inch wire cable for use of electric-lights was furnished and put up. All chandeliers throughout 
building were repaired, caps and sockets soldered, defective wiring removed and replaced, 
defective brass tubes in cellar replaced with iron pipe and grounded sockets, switches and cut-outs 
where defective replaced. New lockers in above armory were filled, rubbed down and varnished. 

Twelfth Regiment Armory — Order was renewed for use of telephone with exchange in above 
armory ; old and worn parts of Welsbach lights replaced with new parts ; 2 barrels disinfectant 
fumbhed. Order was renewed for electric current to operate motor at above armory. A storm- 
door, built in sections so as to make same portable, was erected at main entrance of al>ove armory ; 
said storm-door was painted inside and outside three coats of best quality paint. ^ 

Twenty.second Regimen^ Armory — Old and worn parts of Welsbach lights replaced with new 
parts ; 6 leader-heads at above armory were repaired and one new leader, properly secured, was 
furnished and put upon Boulevard side of above armory. The order was renewed for furnishing 
electric current to operate motor. Main steam line was overhauled and repaired ; 5-inch tee was 
drilled and tapped, new valves provided and radiators connected. 

Sixty-ninth Regiment Armory — Order was renewed for use of telephone connected with 
exchange in above armory. Old and worn parts of Welsbach lights replaced with new parts. 
Leader on Hall place side of above armory was repaired and made good, i one and one-half- 
inch water meter was furnished and connected to boiler in above armory. Company Rooms A, B, 
C and D were entirely overhauled and repaired, 5 new revolving galvanized-iron chimney tops 
and bases, properly secured and braced, were furnished and put up. 

Seventy-first Regiment Armory — Old and worn parts of Welsbach lights replaced with new 
parts. Cleaning supplies, also 9 dozen cuspidors, 2 dozen cans potash, % steel ice choppers, i 
dozen snow shovels furnished ; lOO four-inch tubes were taken out of boiler No. 2, inside of 
2 
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boiler cleaned out, new tubes beaded over at back ends put in, seams were caulked and re-riveted 
on outside. 

Squadron **A" Armory— Order was renewed for use of telephone connected with exchange 
in above ofiice. Old and worn parts of Welsbach lights replaced with new parts. 150 tons of tan- 
bark were furnished, reflectors at above armory were rearranged so as to permit of properly light- 
ing the ring. Plastering throughout the armory where necessary was entirely overhauled and 
repaired. The partition of gun cases io reception-room was refilled, stained and varnished, and in 
Troop •» 2 *' of above armory the 34 connecting lockers were filled, varnished and rubbed down, i 
two-inch and three-inch water meter were furnished and connected to boilers in above armory. 

First Battery — Order was renewed for use of telephone connected with exchange in above 
armory, i double pedestal flat-top desk furnished. Old and Worn parts of Welsbach lights 
were replaced with new paits. 

Second Battery — Old and worn parts of Welsbach lights replaced with new paits. i step- 
ladder and I double pedestal flat-top desk furnished. 

First Naval Battalion— Electric supplies, consisting of plugs, receptacles, sockets, etc., 
furnished. 

Municipal Courts. 

First District — Order was renewed for use of telephone connected with exchange in above 
court. I closet, 2 toilet cabinets, with a supply of clean towels weekly, and i barrel of soap 
powder furnished. Orders were renewed for cleaning glass in windows and doors of above court. 
There was also furnished and installed, complete, 2 pair ot push buttons on judge's desk, i bell in 
clerk's office, i buzzer in ante-ixK)m and 3 buttons over door in judge's office. 

Second District — % barrel disinfectant, a supply of law books and i toilet cabinet, with a 
supply of clean towels weekly, furnished. Stove-pipe of furnace was taken down and flue cleaned 
out from cellar to roof and one new shaker was furnished. Stove in clerks' office was overhauled 
and repaired, 48 feet of 5-inch stove-pipe, elbows, dampers, chimney tops, etc., furnished. Roof 
in Centre Market place side of above court was cut out and replaced with new tin of best quality, 
painted bottom and top. 

Third District— i toilet cabinet and a supply of clean towels weekly fiirnished. 

Fourth District — Old and worn parts of Welsbach lights replaced with new parts. Order for 
a supply of steam during the year was renewed, i toilet cabinet and a supply of clean towels 
furnished. 

Fifth District — I clock, a supply of law books, i ivory gavel, I barrel soap powder and 2 toilet 
cabinets, with a suppiy of clean towels weekly, furnished. The official seal of above court was 
repaired and put in first-class oider. The fronts of pigeon-hole and book-cases were painted, 
grained and varnished. 

Sixth District— Order for a supply of steam for use of above court during year was renewed . 
A supply of law books and I toilet cabinet, with a supply of clean towels weekly, was furnished. 

Seventh District — A supply of law books and i toilet cabinet, with a supply of clean towels 
weekly, furnished. 

Eighth District — I official seal press furnished. 
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Ninth District — A supply of law books consisting of New York Reports, Appellate Division 
Reports, Miscellaneous Reports, Lawyers Reports (annotated), New York Supplement and 
McCall's Clerk Assistant were furnished. 2 toilet cabinets, with a supply of clean towels weekly, 
furnished. 

Tenth Distrtet— Old and worn parts of Welsbach lights replaced with new parts. A supply 
of law books, i typewriter and i barrel of soap powder were furnished. 

Eleventh District — 22 yards of best quality carpet was furnished and laid, i rug, 2 umbrella- 
stands and a supply of law books furnished. Order for a supply of steam during the year was 
renewed, 14 window shades made of best quality Nonpareil shade cloth, hung on Hartshorn spring 
rollers, were furnished and put up on windows of above court. 

City Magistrates* Courts. 

First District — Order was renewed for use of telephone connected with exchange in above 
court. One typewriter and one toilet cabinet, with a supply of clean towels weekly, furnished. 
Old and worn parts of VVelsbach lights replaced with new parts. 

Second District — Order was renewed for use of telephone connected with exchange in above 
court. One typewriter was furnished. Old and worn parts of Welsbach lights replaced with 
new parts. One toilet cabinet and a supply of clean towels furnished. 

Third District — Order was renewed for use of telephone connected with exchange in abovtf 
court. One toilet cabinet, with a supply of clean towels, furnished. 

Fourth District— Order was renewed for use of telephone connected with exchange in above 
court. Old and worn parts of Welsbach lights replaced with new parts. Also one typewriter 
furnished. 

Fifth District — Order was renewed for use of telephone connected with exchange in above 
court. One toilet cabinet, with a supply of clean towels weekly, furnished. 

Sixth District — Order was renewed for use of telephone connected with exchange in above 
court. One toilet cabinet, with a supply of clean towels weekly, was furnished. 

County Jail. 

Thirty Welsbach lamps complete, with necessary burners, mantles, shades, chimneys, etc., were 
fiirnished and put up as directed ; new parts 10 keep the lamps in perfect order replaced old and 
worn parts after being in use ; 2 large mats were furnished and delivered ; one i^-inch water meter 
was furnished and properly connected to boiler in cellar of above jail. 37 window shades made of 
best quality Nonpareil shade cloth, hung on Hartshorn spring rollers, were furnished and put up on 
windows of above jail ; on federal side of above jail 28 cells on upper tiers, all lime and whitewash 
was cleaned off, ceilings and walls and all joints were pointed up. All ceilings and walls of above 
cells were painted three coats of best Atlantic lead paint ground in linseed oil, and in hall and 
vestibule at main entrance all tiling was repaired, damaged tiling removed and new tiling of 
similar design substituted in place of same. 
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boiler cleaned out, new tubes beaded over at back ends put in, seams were caulked and re-riveted 
on outside. 

Squadron ** A" Armory— Order was renewed for use of telephone connected with exchange 
in above office. Old and worn parts of Welsbach lights replaced with new parts. 150 tons of tan- 
bark were furnished, reflectors at above armory were rearranged so as to permit of properly light- 
ing the ring. Plastering throughout the armory where necessary was entirely overhauled and 
repaired. The partition of gun cases io reception-room was refilled, stained and varnished, and in 
Troop •* 2 " of above armory the 34 connecting lockers were filled, varnished and rubbed down, i 
two-inch and three-inch water meter were furnished and connected to boilers in above armory. 

First Battery — Order was renewed for use of telephone connected with exchange in above 
armory. I double pedestal flat-top desk furnished. Old and Worn parts of Welsbach lights 
were replaced with new paits. 

Second Battery — Old and worn parts of Welsbach lights replaced with new paits. i step- 
ladder and I double pedestal flat-top desk furnished. 

First Naval Battalion— Electric supplies, consisting of plugs, receptacles, sockets, etc., 
furnished. 

Municipal Courts. 

First District — Order was renewed for use of telephone connected with exchange in above 
court. I closet, 2 toilet cabinets, with a supply of clean towels weekly, and i barrel of soap 
powder furnished. Orders were renewed for cleaning glass in windows and doors of above court. 
There was also furnished and installed, complete, 2 pair ot push buttons on judge's desk, i bell in 
clerk's office, i buzzer in ante-ix>om and 3 buttons over door in judge's office. 

Second District — ^ barrel disinfectant, a supply of law books and i toilet cabinet, with a 
supply of clean towels weekly, furnished. Stove-pipe of furnace was taken down and flue cleaned 
out from cellar to roof and one new shaker was furnished. Stove in clerks' office was overhauled 
and repaired, 48 feet of 5-inch stove-pipe, elbows, dampers, chimney tops, etc., furnished. Roof 
in Centre Market place side of above court was cut out and replaced with new tin of best quality, 
painted bottom and top. 

Third District— i toilet cabinet and a supply of clean towels weekly fiirnished. 

Fourth District — Old and worn parts of Welsbach lights replaced with new parts. Order for 
a supply of steam during the year was renewed, I toilet cabinet and a supply of clean towels 
furnished. 

Fifth District — i clock, a supply of law books, I ivory gavel, I barrel soap powder and 2 toilet 
cabinets, with a suppiy of clean towels weekly, furnished. The official seal of above court was 
repaired and put in first-class order. The fronts of pigeon-hole and book-cases were painted, 
grained and varnished. 

Sixth District — Order for a supply of steam for use of above court during year was renewed. 
A supply of law books and i toilet cabinet, with a supply of clean towels weekly, was furnished. 

Seventh District — A supply of law books and I toilet cabinet, with a supply of clean towels 
weekly, furnished. 

Eighth District — I official seal press furnished. 
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Ninth District — A supply of law books consisting of New York Reports, Appellate Division 
Reports, Miscellaneous Reports, Lawyers Reports (annotated). New York Supplement and 
McCall's Clerk Assistant were furnished. 2 toilet cabinets, with a supply of clean towels weekly, 
furnished. 

Tenth Distrfct — Old and worn parts of Welsbach lights replaced with new parts. A supply 
of law books, i typewriter and i barrel of soap powder were furnished. 

Eleventh District — 22 yards ot best quality carpet was furnished and laid, I rug, 2 umbrella- 
stands and a supply of law books furnished. Order for a supply of steam during the year was 
renewed, 14 window shades made of best quality Nonpareil shade cloth, hung on Hartshorn spring 
rollers, were furnished and put up on windows of above court. 

City Magistrates* Courts. 

First District — Order was renewed for use of telephone connected with exchange in above 
court. One typewriter and one toilet cabinet, with a supply of clean towels weekly, furnished. 
Old iand worn parts of Welsbach lights replaced with new parts. 

Second District — Order was renewed for use of telephone connected with exchange in above 
court. One typewriter was furnished. Old and worn parts of Welsbach lights replaced with 
new parts. One toilet cabinet and a supply of clean towels furnished. 

Third District — Order was renewed for use of telephone connected with exchange in above 
court. One toilet cabinet, with a supply of clean towels, furnished. 

Fourth District— Order was renewed for use of telephone connected with exchange in above 
court. Old and worn parts of Welsbach lights replaced with new parts. Also one typewriter 
furnished. 

Fifth District — Order was renewed for use of telephone connected with exchange in above 
court. One toilet cabinet, with a supply of clean towels weekly, furnished. 

Sixth District — Order was renewed for use of telephone connected with exchange in above 
court. One toilet cabinet, with a supply of clean towels weekly, was furnished. 

County Jail. 

Thirty Welsbach lamps complete, with necessary burners, mantles, shades, chimneys, etc., were 
furnished and put up as directed ; new parts 10 keep the lamps in perfect order replaced old and 
worn parts after being in use ; 2 large mats were furnished and delivered ; one i)^-inch water meter 
was furnished and properly connected to boiler in cellar of above jail. 37 window shades made of 
best quality Nonpareil shade cloth, hung on Hartshorn spring rollers, were furnished and put up on 
windows of above jail ; on federal side of above jail 28 eel Is on upper tiers, all lime and whitewash 
was cleaned off, ceilings and walls and all joints were pointed up. All ceilings and walls of above 
cells were painted three coats of best Atlantic lead paint ground in linseed oil, and in hall and 
vestibule at main entrance all tiling was repaired, damaged tiling removed and new tiling of 
similar design substituted in place of same. 
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Department of Buildings. 

Sixty-five VVelsbach lamps, with necessary burners, mantles, shades, etc., for the proper light- 
ing of above building, were furnished and put up as directed ; old and worn parts for lamps were 
replaced with new parts ; i barrel of soap powder was furnished. 

Bureau of Municipal Statistics. 

Old and worn parts of Welsbach lights replaced with new parts ; also order for extension set 
of desk telephone instruments connected with telephone in above office was renewed. Typewriter 
was entirely overhauled and repaired, new parts replacing old and worn parts ; i bottle of type- 
writer oil and 2 toilet cabinets, with a supply of clean towels weekly, furnished. 

Finance Department. 

87^ yards of linoleum was furnished and laid. Order for rapid safety filters was renewed for 
the year ; i rubber mat, 34 by 60; i clock ; i nine double drawer index cabinet, made of quartered 
oak, with base, desk top and roil curtain ; i quartered oak cabinet, 7 feet 6 inches by 3 feet 4 mches 
by 22 inches, with glass doors on top, panel doors at bottom, top part divided in spaces 3 inches by 
9 inches by 6 j^ inches, bottom part having shelves hung on brass hinges and having Yale locks and 
keys ; i atlas, 2 5-feet quartered oak double desks, i oak table, 2 typewriting chairs, i Reming- 
ton typewriter, i tabulator, I book typewriter, 9 bent-wood cane-seat chairs, 8 high desk chaiis, 6 
high stools, 6 revolving desk chairs were furnished ; 9 sets of Springfield sliding fixtures, with cords, 
etc., complete, were furnished and attached to window shades in above office. All shades were 
repaired where necessary ; I desk was entirely overhauled and repaired and put in first-class order ; 
34 awnings were repaired and covered with best quality awning covering, and together with pulleys, 
ropes, etc., complete, were put up on windows of above Department ; 3 protective ventilators were 
furnished and placed in windows of above Department ; 42 tin cylinder cases, 3 feet 8 inches long, 
2^ diameter, were also furnished. 

City Chamberlain — One toilet cabinet, with a supply of clean towels weekly, furnished. 

Receiver of Taxes —The order for a supply of electric current to operate motor in above office 
during year 1899 was renewed and one revolving desk chair furnished. 

Collector of Assessments and Arrears — 30 feet of partition railing 6 feet high, having two' 
opemngs with gate hand holes, glass shelves and brackets, made of ^-inch No. 14 flat wire, 2* inch 
mesh with scrolls and pickets on top, together with locks, spring hinges, all finished in gold bronze, 
was furnished and put up in above office ; 6 bentwood cane seat chairs, 6 high de^ik chairs and 6 
high stools furnished. 

City Paymaster— Orders were i-enewed to connect above office with the burglar-alarm service 
of Holmes Electric Protective Company, to keep in repair signal boxes, cleaning glass in windows 
and doors of above office and a necessary supply of sieam for heating, etc. ; i barrel of soap powder, 
I double desk, i flat top desk and i toilet cabinet, with a supply of clean towels weekly, furnished. 

Department of Taxes and Assessments. 

Three Corporation Directories, I round top desk, 3 chairs, I mahogany table and i clock 
furnished and laid in above office. 



21 

Surveyor's OflSce — One toilet cabinet, with a supply of clean towels weekly, one 4-foot clothes 
closet, I coat and hat tree with umbrella stand combined, 2 oak revolving chairs, 6 bentwood 
cane chairs and 4 revolving high chairs were furnished. 

Board of Assessors. 

Order was renewed for the use of 2 telephones connected with exchange in above office. Also 
1 extension set of desk telephone instruments connected with telephone in above office and a supply 
of law books was furnished. 

South Gate-house, Central Park. 

Ten Welsbach lights complete, with necessary burners, mantles, chimneys, shades, etc., were 
furnished and put up. 

Engine-house, Central Bridge. 

Ten Welsbach lights complete, with necessary burners, mantles, chimneys, shades, etc., were 
furnished and put up. 

Gate-house, Convent Avenue, One Hundred and Fifty-fifth Street. 

Fifteen Welsbach lights complele with necessary burners, mantles, chimneys, shades, elc, 
were furnished and put up. 

Commissioner of Jurors. 

Order was renewed for use of telephone connected with exchange in above office. 27^^ yards 
of best quality carpet and 71)^ yards of linoleum were furnished and laid in above office, i six-foot 
quartered oak high standing desk, I letter-press and stand, 1 1 window shades made of best quality 
Nonpareil shade cloth, hung on Hartshorn spring rollers, were furnished and put up complete in 
above office ; 28 feet of paneled partition, made of quartered oak, upper panels glazed with D. T. 
crystalline glass doors, hung on bronze butts, with mortise locks, bronze knobs and elongated 
escutcheons, was furnished and erected in above office ; base and chair railing in above office 
altered and repaired ; large wardrobe moved and placed as directed ; all the above painted, 
varnished and rubbed down ; stationary desks and partition in adjoining office was painted, 
grained, varnished' and rubbed down. 

Commissioners of Accounts. 

Orders were renewed for the year for use of i set of telephone instruments connected with 
exchange, and i extension desk set connected with telephone in above office, i cherry, sound proof, 
telephone booth, and 4 copies of the Charter of Greater New York furnished. 

Sheriff's Office. 
Order was renewed for use of telephone connected with exchange in above office. 

Supreme Court, Appellate Division. 
Orders were renewed for use of 2 telephones connected with exchange in above office. 
The order was renewed for a supply of clean towels weekly during the year. 
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Corporation Counsel's Office. 

49 yards of best quality velvet carpet, with best paper lining, was furnished and laid 
in above office ; 4 dozen hand-towels, 8 typewriter chairs, i 5-foot 6-inch roll-top desk, 1 1 
Bank of England chairs, and i oak chair was furnished. 114 window shades, made of best quality 
Nonpareil shade cloth, hung on Hirlshorn rollers, were furnished and put up complete in above 
office. Closets in Chief Clerk's and Record rooms were filled, stained, varnished and rubbed 
down, and shelves in Library were painted, grained and varnished. 

Bureau of Street Openings — i Kinsman electric desk light, with necessary winng, etc., was 
furnished and installed in above office. 

Exempt Firemen's Association. 
Old and worn parts of VVelsbach lights replaced with new parts. 

Volunteer Fireman's Association. 

20 Welsbach lights, with necessary burners, mantles, shades, globes, etc., were furnished and 
put up complete in above Association. Old and worn parts as required were renewed. 

Public Administraix>r. 

Store-room, No. 5 Duane street — Defective tin on roof of atx)ve building was cut out and 
replaced with new tin of liest quality, painted bottom and top, remainder of roof was painted with 
bast quality metallic paint. Old leader on front of building was taken down and new galvanized - 
iron leader properly secured was furnished and put up. 

Building Code Commission. 
12 copies each of Building Code of New York and Building Code of Brooklyn were furnished. 

Engine House— Central Bridge. 
Old and woni parts of Welsbach lights replaced with new pans. 

South Gate-house. 
(Central Park.) 
Old and worn parts of Welsbach lights replaced with new parts. 

President Board of Public Improvements. 

Order was given for use of switch-board set of telephone instruments, havmg 2 trunk lines 
connected with exchange and 4 extension stations connected with switch-boar, during the year. 

Order was given for seven toilet sets, with a supply of clean towels weekly, i typewriter 
desk, I typewriter chair, i five-foot roll-top desk, a revolving desk chair, 2 oak hat and coat trees, 
I revolving b(:K)kcase, I paper file cabinet, containing 18 paper files, were furnished, also 17J4 yards 
of rubber runner was furnised and laid. 
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Department of Street Cleaning. 

I Eureka blotter bath, with a supply of pads complete, was furnished and in office of Snow 
Department, No. 28 Chambers street. All the old stoves and flues were cleaned and repaired ; 
new stovepipe, elbows, shakers, etc., were furnished and placed, replacing worn and defective 
parts. 

Department of Bridges. « 

Order was renewed for i toilet cabinet, with a supply of clean towels weekly. 

Department of Water Supply. 

Order was renewed for 5 toilet cabinets, with a supply of clean towels weekly. 2 type- 
writer chairs ; i revolving chair and 2 roll-top desks were furnished ; i set of rubber keys for 
typewriter were furnished and put on typewriter at above office. 

Department of Sewers. 

Order was renewed for 4 toilet cabinets, with a supply of clean towels weekly, i copy of 
Charter of (ireater New York, and 6 B. B. letter files, for use of above office, were furnished. 

Department of Highways. 

6 toilet cabinets, with a supply of clean towels weekly, were furnished. 3 Century stapling 
machines, 2 Century postal scales, and i 5-foot roll-top desk were furnished. 

Corporation Yard, One Hundred and Twenty-third Street — 2 rubber door mats, each 4 feet by 
2 feet 6 inches, were furnished. 

Department of Public Buildings, Lighting and Supplies. 

The order was renewed for the year for use of i switch-board set of telephone instruments, 
having 2 trunk wires connected with exchange, and 4 extension stations connected with switch- 
board. A supply of rubber stamps and self-inking pads and a supply of printed forms furnished. 

Commissioner's Office — Toilet cabinet and a supply of clean towels were furnished ; i set of 
Springfield sliding fixtures, with cords, etc., complete, attached to widow shade, was furnished 
and put up; i> typewriter for use of Stenographer, and i oak combination document file case, 
with base, containing 12 document files and 3 drawers, were furnished. 

Deputy Commissioner's Office — Toilet cabinet and a supply of clean towels week, furnished. 

Chief Clerk's Office — Toilet cabinet and a supply of clean towels weekly furnished. 

General Bookkeeper's Office — Toilet cabinet and a supply of cleaft towels weekly furnished ; 
4 sets of Springfield sliding fixtures, with cords, etc., complete, attached to window shades, were 
furnished and put up. 

Electrical Bureau — Toilet cabinet and a supply of clean towels weekly furnished ; i Kureka 
blotter bath, with a supply of pads complete ; 2 nickel stop-watches, for testing electric meters ; 
2 Weston volt meters (double scale instrument with the necessary key). Scale o to 150, and o to 
300; I Weston No. 4 Watt meter, with 300 volt multiplier; 12 wiremen's knives, 12 rolls of 
mimeograph paper, 12 tubes of mimeograph ink, 60 blue mimeograph blotters, 9 by 13, and i bottle 
of benzine were furflished ; letter press was entirely overhauled, repaired and put in first-class 
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order ; also i oak cabinet, 2 feet lO inches by 4 feet 8 inches by 2 feet, containing nine drawers, 
was furnished. 

Bureau of Meter Tests—Order was renewed for use of telephone connected with exchange in 
above office. 2 toilet cabinets, with a supply of clean towels weekly. 2 sieel dies and 4,000 
12-inch wires were furnished. 

• Bureau of Engineer Inspector — 125 blue prints, 125 black prints ; 14 camel's hair brushes ; 2 
rolls of excelsior tracing cloth ; i fifty-foot steel tape ; 12 celluloid triangles ; 3 rubber triangles ; 
4 wood curves ; i proportional divider ; I drop spring bow pen ; I german-silver parallel ruler ; 
2 steel straight edges ; 2 triangular paragon scales ; 2 triangular scale guards ; 2 map measures ; 
6 maps of Manhattan and the Bronx, 4 mounted on cloth and 2 unmounted ; lOo prints of maps, 
I map of Brooklyn, uncolored, mounted; 2 maps of Brooklyn, colored, mounted ; 9 maps of 
Queens, uncolored, 4 mounted and 5 unmounted, and 2 maps of Manhattan, i unmounted and 
I mounted, were furnished. 

Bureau of Repairs and Supplies — 4 sets of Springfield sliding fixtures, with cords, etc., com- 
plete, attached to window shades, were furnished and put up. Typewriter in above office was 
entirely overhauled and repaired and put in first-class order ; 30 paper files ; 6 Century stapling 
machines and a supply of stationery, including books, printed forms, etc., furnished. Coal scale 
was overhauled, repaired and put in first-clas^ order. A supply of coal and wood for heating, 
etc., and a supply of ice was furnished the different public buildings, courts and offices in care of 
this Department. 

2 toilet cabinets, with a supply of clean towels, were furnished. Cleaning supplies, such 
as pails, brooms, mops, dusters, ash-cans, metal polish, soap, sapolio, scrub brushe>. etc., were 
received, stored and furnished to the different buildings as required. Orders were renewed for 
winding and repairing clocks, repairing call-bells, annunciators, etc. ; horse and wagon for use 
of Superintendent, and insurance and inspection of elevators. A supply of lumber, paints, hard- 
ware, etc., for use of mechanics in employ of this Department was furnished. Repairs of a gen- 
eral nature to public buildings, courts and offices not hereinbefore mentioned, were made to the 
plumbing, gas-fitting, steam-fitting, mason work, plastering, woodwork, painting, tinwork, fur- 
niture, etc. 

Free Floating Baths — On Bath No. 9 16 feet of smoke pipe, with cap and tee joint, was 
furnished and put up. Coal and woo<l for heating, etc., was also furnished. The baths are now 
in winter fjuarters and are being entirely overhauled and repaired, so that they wil! be in first- 
class condition for the bathing season. 

Public Comfort Stations — Order was renewed for supplying electric current to operate motor ; 
plumbing work at above stations is kept in first-class order, smair repairs being made as often as 
necessary. 

BOROUGH OF THE BRONX. 

Mlnicipal Buildlnc;. 

Coal and wood for heating, etc., and janitor's and engineer's supplies, includinij i oil-tank, 
were furnished. 12 window shades, made of best quality Nonpareil shade cloth, hung on 
Hartshorn spring rollers, were furnished and put up complete on third floor of above liuilding. 
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Coroners* Office. 

I toilet cabinet, with a supply of clean towels weekly, was furnished ; furnace was over- 
hauled and repaired, and i quartered oak cabinet (glazed), 3 feet 6 inches by 6 feet 6 inches, was 
furnished. 

Department of Finance. 

Auditor's Office — 2 toilet cabinets, with a supply of clean towels weekly, were furnished. 
Order was renewed for use of telephone connected with exchange in above office. 3 ward- 
robes, 2 roll-top desks, 2 umbrella stands, i typewriter chair, 3 revolving desk chairs, 2 revolving 
high stools, with backs, 1 6-foot oak table and i 4-gallon porcelaine-lined water cooler, with stand, 
furnished. 

Department of Taxes and Assessments. 

1 toilet cabinet, with a supply of clean towels weekly, furnished, i extension set of telephone 
instruments connected with telephone furnished. 

First District Municipal Court. 
A supply of law books were furnished. 

Second District Municipal Court. 

A supply of law books were furnished. Furnace was entirely overhauled and repaired and 
new parts furnished to replace defective parts. Chimney flues in above building were cleaned 
down and 2 galvanized iron chimney tops, properly braced, were furnished and put up. 

Deputy Receiver of Taxes. 

Order was renewed for use of telephone connected with exchange in above office. 2 toilet 
cabinets, with a supply of clean towels weekly, was furnished. 20 yards of best quality carpet 
was furnished and laid and i wardrobe was furnished. To connect bill room with main office a 
well hole was cut and i flight of stairs erected. 14 silver-plated signs were furnished and placed 
as directed. 

Board of Public Improvements. 

Topographical Bureau — i No. 7 typewriter, 2 tabulators, 2 sets of rubber keys and i table 
furnished. 

Department of Highways. 

2 toilet cabinets, with a supply of clean towels weekly, furnished. 

Department of Sewers. 

An oak and glass paneled partition was furnished and erected ; 2 oak tables, 4 feet by 2 
feet 6 inches, with 2 drawers and bottom book shelf, also furnished, and i safe was moved and 
placed as directed. 

Department of Bridges. 

2 toilet cabinet?, with a supply of clean towels weekly, furnished. 
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Dki'ARtment of Public Buildings, Lighting and Supplies. 

Toilet cnlfinet, with a supply of clean towels weekly, furnished. Order was renewed for 
UHc of teleplu 'lie connected witli exchange in alx)ve office. Also I extension set of telephone 
inHtrufnents connecti'<l with exchange furnished. Bicycle was overhauled and repaired and i 
roll-top desk and desk chair furnished. Cleaning supplies, coal and wood for heating, etc., a 
-supply of ice, and general repairs not otherwise mentioned were furnished and performed. 

Very respectfully, 

BARTHOLOMEW DONOVAN, Superintendent of Repairs and Supplies. 



DOCUMENT "D." 

Department of Public Buildings, Lighting and Supplies, J 

Bureau of Lamps and Gas, [• 

New York, April lo, 1899. ) 

/iOm. IIenkv S. Kkarny, Commissiomr : 

Dear Sir— In compliance wilh the directions contained in your letter of 23d ultimo, I herein 
bubmit a icport of the transactions of the Bureau of Lamps and Gas for the boroughs of Manhattan 
and The Bronx, for the quarter ending March 31, 1899 : 

Kxhibit ** \ '* is a statement showing the amounts on vouchers for gas and electric currents 
supplied to the various public markets, otlices, armories, etc., and for lighting public lamps. 

Kxhibit *' B " is a summary of the appropriation for ** Lamps and Lighting," 1899, showing 
vouchers ilrawn during the quarter, amounting lo thirty thousand eight hundred and ninety-three 
dollars and forty-nine cents (130,893.49), with liabilities amounting to two hundred and ninety 
thousand six hundred and twenty dollars and thirty-six cents ($290,620.36). These liabilities 
consist ot claims irom the various gas and electric -light companies for the lighting and maintenance 
of the public lamps, and for gas to llie various public markets, offices and armories for the 
months of January, February and March, which claims cannot be audited for the reason that 
contracts have not a?» yet Ixjcn entered into for said work. 

Kxhibii »• C '' is a summary of the appropriation for •* Lamps and Lighting,*' 1898, and this 
shows vouchcis drawn during the quarter, amounting to one thousand three hundred and twenty- 
eight dollais and seventy-three cents ($1,328.73), wilh liabilities amounting to six thousand eight 
hundred and twenty-three dollars and ninety-tive cents ($6,823.95), leaving a balance of twenty- 
seven thous,\nil one hundaul and twenty-nine doll.ars and five cents ($27,129.05). 

Kxhibii ** D *' is a summary of the lamp account, and this shows the number of new lamps 
lighletl, old lamps relighted and lamps discontinued during the quarter ; 17 new gas-lamps, 165 
new nAphth.i lamps, 12 new Welsl>ach naphtha lamps and 103 new electric lamps having been 
lighted, 42 k;a>-lamps rclighteil. and 76 gas-lainiv> discontinuc<l. The total number of lamps 
lighted tMi M.uvh 31 was 31*369, of which 25,037 were gas, 1,580 were naphtha, 399 were Wels- 
kich naphtha and 4.353 were electric. The total number of lamps in the Borough of Manhattan 
Is 23,211. and in the Rirough of The BrvMix 8,158. 
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Exhibit »* E " is a statement showing the candle-power of the gases supplied to the city by 
such of the gas companies as are within reach of our photometric stations. 

The following statement will show the average amount of impurities found in the gases of ihe 
several gas companies, as determined by E. G. Love, Ph.D., the Gas Examiner at the labora- 
tories of this Department. 



Of What Company. 



Sulphur. 

(Grains in 

loo Cubic 

Feci). 



Consolidated Gas Company — 

Branch i 

Branch 3 

Branch 3 

Branch 4 

Branch 6 

New York Mutual Gas-light Company 

Equitable Gas-light Company 

Standard Gas-light Company 

East River Gas Company t 



9.18 
17.04 

8. 03 
17.84 

7-«4 
8.06 
8.60 
8.34 
7.96 



Ammonia. 

(Grains in 

100 Cubic 

Feet). 



0.40 
1.60 
0.30 
1.88 
0.36 
0.38 
0.36 
0.44 
0.26 



SULPHVR- 
ETTBD 

Hydrogen. 



Trace. 



Trace. 
Trace. 



The following will show the specific gravity of the gases : 

Consolidated Gas Company — 

Branch I , 

Branch 2 

Branch 3 , 

Branch 4 

Branch 6 

New York Mutual Gas-light Company 

Equitable Gas-light Company 

Standard Gas-light Company 

East River Gas-light Company 



.652 

•558 
.704 

.540 
.666 
.721 
.696 
.651 
.661 



The following statement will show the average maximum and minimum pressure on the mains 
of such companies as connect with our photometric stations, as recorded on the pressure registers 
during the quarter, the average being made for the time during which the public lamps are 
required to be kept lighted : 
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Of What Company. 



6 tJ 



Consolidated Gas Company — 
Branch i 



V t: t» I V B 6 
2.§2 1 2.6 5 

Inches. 
2.3a 



Branch 2 - 3.71 

Branch 3 ' 4.14 

I 

Branch 4 1 3.18 

Branch 6 J 3.17 

I 

New York Mutual Gas Company | 3.88 

Equitable Ga« Company 2.69 

1 

Standard Gas Company ' 1.83 

Cast River Gas Company 1 3 . 76 



Inches. 

a.o5 
3.c6 
2.15 

1.86 I 
3.71 
a. 06 



Wherk Takbn. 



560 

^ 6 



Comer Eowery and Grand street | 1 .66 



Seventy-ninth street, between Second and Third 
avenues 

Seventy-ninth street, between Second and Third 
avenues 

Comer Bowery and Grand street 



1.80 



a. as 



Seventy-ninth street, between Second and Third } 
avenues f 

Seventy-ninth street, between Second and Third ) 
avenues I 



1.66 

3.84 

3-35 
1.05 

X.61 

9.ltf 
1.05 
1.39 



Yours respectfully, 

S. McCORMICK, Superintendent Lamps and Gas. 



Exhibit *«A." 

Statement showing the amounts on vouchers drawn for gas, etc., to the various public offices, 

markets, armories, etc., and for Btting up, lighting, maintenance, etc., of the public lamps for 
first quarter of the year 1899. 

Pay-roll, lamp-lighters, etc $240 00 

Gas examinations 324 00 

Cartages 511 00 

Rents of photometric stations 240 00 

Drawing materials. 9 55 

Fire alarm glass lamp lights 105 00 

Central Bridge Tender's house 5 52 

Branch Department of Buildings, No. 2775 Third avenue 35 82 

Repair Shop, Water Supply, No. 3366 Third avenue '3 77 

Second District Municipal Court, Borough of The Bronx I 80 

Sixth District City Magistrate's Court 26 31 

Municipal Building, Borough of The Bronx ... 207 86 

Repair Shop, Water Supply, Third avenue, between One Hundred and Eighty-eighth 

and One Hundred and Eighty-ninth streets 10 83 

Chief Engineer Water Supply, Highbridge 16 44 

Keeper's house. East Side, Highbridge 25 94 

Municipal Building, Borough of The Bronx, electric-lighting 509 88 

Branch Municipal Building, Williamsbridge, electric-lighting 19 74 

Law Department— Electric-lighting 357 32 
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City Hall -Electric-lighting $609 68 

Department of Sewers — Electric-lighting 91 93 

City Paymaster — Electric-lighting 369 28 

Public Comfort Station — Electric -lighting 132 01 

Receiver Department of Taxes — Electric-lighting 3 91 

Sheriff's Office— Electric-lighting 75 26 

Department of Bridges — Electric-lighting 87 89 

Surveyor, Department of Taxes —Electric-lighting 14 52 

Seventh Regiment Armory — Electric-lighting 2,964 96 

Ninth Regiment Armory — Electric-lighting 466 13 

Twenty-second Regiment Armory — Electric-lighting lOi 84 

Armory Ship •* New Hampshire **— Electric-lighting ^ 575 12 

Lighting public naphtha lamps, Williamsbridge l»3^ 25 

Lighting public naphtha (Welsbach) lamps, Manhattan 2,917 98 

Lighting public electric lamps, Manhattan 236 25 

Lighting public electric lamps, The Bronx 18,216 70 

530*893 49 



Exhibit *'B.*' 

Summary of the appropriation for "Lamps and Lighting,'* for 1899, boroughs of Man- 
hattan and The Bronx, showing the amounts drawn on vouchers during quarter ending March 31, 
1899, with balance to credit of appropriation : 

Amount of appropriation ** Lamps and Lighting," 1899 $1,340,236 00 

Amount of vouchers drawn during quarter 30*893 49 

Balance against which no vouchers have been drawn $1*309,342 51 

Outstanding Liabilities. 

Consolidated Gas Company, lighting public lamps, January, February and March. . $80,292 58 

Equitable Gas-light Company, lighting public lamps, January, February and March 10,887 87 

Standard Gas-light Company, lighting public lamps, January, February and March. 6,487 94 

Central Union Gas Company, lighting public lamps, January, February and March 10, 189 75 

Northern Union Gas Company, lighting public lamps, January, February and March 20,047 49 

Yonkers Gas-light Company, lighting public lamps, January, February and March. . 5*144 84 
New York and New Jersey Globe Gas-light Company, lighting public lamps, January, 

February and March I.S34 SO 

New York and New Jersey Globe Gas-light Company, lighting public lamps, January, 

February and March (The Bronx) 5*697 31 

Brush Electric Illuminating Company, lighting public lamps, January, February and 

March 31*442 10 

Edison Electric Illuminating Company, lighting public lamps, January, February 

and March .' 17*844 30 
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Harlem Lighting Company, lighting public lamps, January, February and March. . $3*227 So 
Manhattan Electric-light Company, lighting public lamps, January, February and 

March 25,954 80 

Mount Morris Electric-light Company, lighting public lamps, January, February and 

March l8,8i6 40 

Pelham Electric Light and Power Company, lighting public lamps, January, February 

and March 3*og6 00 

North River Electric Light and Power Company, lighting public lamps, January, 

February and March 38,692 80 

Equitable Gas-light Company, lighting armories, January, February and March. . . 3*090 16 

East River C^as-light Company, lighting armories, January, February and March. . 2,353 37 

Consolidated Gas Company, gas to public offices, January, February and March . . . 4*377 40 

Equitable Gas-light Company, gas to public offices, January, February and March. 1,200 42 

East River Gas Company, gas to ])ublic offices, January, February and March 217 44 

Standard Gas-light Company, lighting headquarters Volunteers Seventy-third 

Regiment, January, February and March 25 09 

$290,620 36 

SUMMARY. 

Balance against which no vouchers were drawn $i*309»342 51 

Outstanding liabilities 290*620 36 

Balance available $1,018,722 15 

Exhibit **C.** 

Summary of the appropriation for ** Lamps and Lighting — Boroughs of Manhattan 

and The Bronx," 1898 $1,290,236 00 

Amount of vouchers drawn to December 31, 1898 $1,216,954 27 

Amount of vouchers drawn to March 31, 1899 1*328 73 

1,218,283 00 

Balance ^7i*953 00 

Of which there has been transferred to the account of — 

Salaries of Clerks, etc.,** 1898 $18,000 00 

* Supplies and Repairs, etc.,*' 1898 20,000 00 



it 



38,000 00 

Balance $33»953 «> 

Outs landing Liabilities. 

Bronx Gas and Electric Company, lighting additional lamps, April I to December 

31, "898 6,823 95 

Balance $27, 129 05 
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Exhibit **D." 

buromary of the Lamp Account, showing the number of new lamps lighted, old lamps 
elighted and lampa* discontmued by each gas and electric-light company during the quarter 
nding March 31, 1S99 : 



Borough 0/ Manhattan. 
Consolidated Gas Company, Branch i — 

Number of lamps lighted December 31, 1898 

Number ot new himps lighted during the quarter... 
Number of old lamps relighted during the quarter., 



Less la Tips discontinued during the quarter 

Less gas lamps discontinued on account of electric-tights. 



Number of lamps lighted March 31, 1899. 



^nsolidated Gas Company, Branch 2 — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter. . 
Number ot old lamps relighted during the quarter. 



Less lamps discontinued during the quarter 

Less lamps discontinued on account of electric-lights. 



Number of lamps lighted March 31, 1899. 



Consolidated Gas Company, Branch 3 — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter. . 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the qusuter 

Less gas lamps discontinued on account of electric-lights. 



Number of lamps lighted March 31, 1899. 



Consolidated Gas Company, Branch 4 — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter. 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter 

Less lamps discontinued on account of electric- lights. 

Number of lamps lighted Maich 31, 1899 



2,004 



1,085 



3.53t i 

I 

3 ! 





a 


2,006 








1,016 






2 






5 


1,023 










4 




1 



1,090 



3.535 



2,006 



1,019 



1,090 



3.534 
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Consolidated Gas Company, Branch 6 — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter . . 
Number of old lamps relighted during the quarter. 



6,875 

X 

»3 



Less lamps discontinued during the quarter 

Less lamps discontinued on account of electric-lights. 



Number of lamps lighted March 31, 1899. 



Equitable Gas-light Company — 

Number of lamps lighted December 31. 1898 

Number of new lamps lighted during the quarter. 
Number of old lamps relighted during the quarter 



3.433 



Less lamps discontinued during; the quarter 

Less gas lamps discontinued on account of electric-lights 



Number oi lamps lighted March 31, 1899. 



Standard Ci.as-light Company, Madison Sx]u;tre Branch— 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter . . . 



648 



Less lamps discontinued durinjr the quarter 

Less lamps discontinued on account of electric-lights, 



Number of lamps lighted March 31, 1899. 



Sundard Gas-light Company, Hariem Branch- 
Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter. . . 
Number of old lamps relighted during the quarter. 



i,a6i 



I^ss lamps discontinued during the quarter 

Less lamp^ discontinued on account of electric-lights. 



Number of lamps lighted March 31, 1899 

Toul number of lamps lighted by Standard Gas-light Company, March 31, 1899. 

Borough 0/ Th* Bronjc. 
Central Union Gas Company — 

Number of lamps lighted December 31, 1898 

Number ofnew lamps lighted during the quarter 

Number of old lamps relighted during the quarter 



1,630 
9 



6.889 
«3 



3.447 
la 



648 



648 



r,36i 



t,a6i 



1,639 



6.676 



3.43 



1,9c 
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Central Union Gas Company — 

Less lamps discontinued during ihe quarter. 

Less lamps discontinued on account of electric-lights. 



Number of lamps lighted March 31, 1899. 



Northern Union Gas Company — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quaurter.., 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter 

Less lamps discontinued en account of electric 'lights. 



Number of lamps lighted March 31, 1899. 



Vonkers Gas-light Company— 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter.. 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter 

Less lamps discontinued on account of electric-ltghts. 



Number of lamps lighted .March 31, 1899. 



Total number of gas-lamps lighted March 31, 1899. 



1,633 



8,836 

4 



735 



Borough 0/ Manhattan. 

Naphtha Lamps. 
New York and New Jersey Globe Gas-light Company — 

N umber of lamps lighted December 31, 1898, Central Park 

Number of lamps lighted December 31, 1898, Riverside drive 

Number of lamps lighted December 31. 1898, Momingside Avenue, West, 
Number of lamps lighted December 31, 1898, Momingside Park 

New lamps lighted in quarter 

Old lamps relighted in quarter 

Lamps discontinued in quarter 

Number of lamps lighted March 31, 1899 

3 



Z8X 

13a 

«5 

IX 



8,840 
38 



a,8o3 



735 

a 



733 



«5.o37 



979 



879 
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Borough of Th* Bronx. 
New York and New Jersey Globe Gas-light Company— 

Number of lamos lufhted December xx. x8o8. ^Voodlawn Heiehts 


33 
M5 

88 
256 

»S9 

131 

9 

18 

45 
34 
67 
7» 

94 

56 






Number of lamos lishted December ^i . x8o8. Wakefield « 




Number of lamos lishtcd December ^i. 1808. Eastchester 




Number of Inmns lighted December "^i. r8o8. Williamsbridve. ... . ,.,,, .%,,■!,-■, 




Number of lamps lighted December 31. 1898, Bronx and Pelham parkway 

Number of lamos liehted December ^i. 1808. Bronx Park 




Number of lamns lighted December ii. 1808. Cfdar Park. ............tt. 




Number of lamos lishted December w. x8o8. Claremont Park ••■■■..•••• 




Miimhpr nf lamn* 1ioht<>rl lJ«»r<>tnTw>r or. vfinR f^n^tona Park 




Number of lamos lighted December ?i. x8o8. Oun Hill road ....,.,,,-,-,^ 




Number of lamos Iiorhted December 11 1S08 Mosholu oarkwav 


1 


Number of lamos lighted December 11. 180S. Mosholu avenue 




Number of lamos lifihted December •ji. i8q8. St. Marv's Park. 


1,136 
165 




Number of lamos lii?hted December at. 1808. Van Cortlandl Park 




Number of lamps lighted December 3X, 1898, Washington Bridge Park 




Nitmher of new lamns litrhted durincr the oiiarter. William shridflre. .tr.i..r..rT. 


2 

9 
36 
53 

X 

35 

5 

24 

379 
8 




'Miimli^r nf n«>iv lamn« licrht^H Hiirincr tVi«> niiarr^r. Pf>dar Parle 




Number of new lamos liffhted durinfir the Quarter. Claremont Park 




Number of new lamos lighted durins the Quarter. Crotona Park 




Number of new lamos liffhted durine the auaiter. Mosholu avenue 




Number of new lamos lishted durinsr the Quarter. St. Marv's Park. 




Number of new l^mos liffhted durinv the otiarter. Van Corilandt PsrK . . 




Number of new lamps lighted during the quarter, Washington Bridge Park 




Total number of lamps lighted March 31, 1899, Borough of The Bronx. . 


387 
12 


t.30» 


Total number of naohtha lamos. March ix. x8oo. 


x.sSo 






Borough of Manhattan* 

Welsbach Naphtha Lampf. 
Welsbach Street Lighting Company of America — 

Number of lamos lishted December ii. x8q8. Central Park.... ■•<.. .«•.■« 




Number of lamos lishted December it. i8c8. Riverside Drive..* 








Number of new lamos liffhted durinsr the Quarter. 










Less lamos discontinued durinff the Quarter 


399 








Number of lamos liffhted March xi. 1800 




399 
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Borough of Manhattan, 
Electric Lamps. 
Brush Electric Illuminating Company — 

Number of lamps lighted December 31. 1898 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Less gas lamps discontinued on account of electric lights 

Number of lamps lighted March 31, 1899 

Edison Electric Illuminating Company— 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Less lamps discontinued on account of electric lights 

Number of lamps lighted March 31, 1890 

Harlem Lighting Company — 

Number of lamps lighted December 31, 1898 

» Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Less lamps discontinued on account of electric lights 

Number of lamps lighted March 31, 1699 

Manhattan £lectric*Ught Company — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued dunng the quarter 

Less gas lamps discontinued on account of electric lights 

Number of lamps lighted March 31, 1899 

Mount Morris Electric-light Company — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quat ter 

Less lamps discontinued on account of electric lights 

Number of lamps lighted March 31, 1899 

Total number of electric lamps. Borough of Manhattan, March 31, 1899 



863 



864 



864 



444 



444 



444 



85 



85 



85 



73Z 



7ax 



721 



5*4 
s6 



550 



550 

2,664 
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Boroi^k of Tht Bronx. 

North River Electric-light and Power Company — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Less lamps discontinued on account of electric lights 

Number 0! lamp^ lighted March 31, 1899 

Bronx Gas and Electric Company- 
Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Less gas lamps discontinued on account of electric lights 

Number of lamps lighted March 31 , 1899 

Pelham Electric-light and Power Company ~ 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quaner 

Less lamps discontmued on account of electric lights 

Number of lamps lighted March 31, 1899 

Eastchester Electric Company — 

Number of lamps lighted December 37, 2898 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Less lamps discontinued on account of electric lights 

Number of lamps lighted March 31, Z899 

Total number of electric lamps in Borough of The Bronx 

Total number of electric lamps. Boroughs of Manhattan and The Bronx 



96a 

a 



964 



964 



496 
74 



570 



570 



86 



86 



86 



69 



69 



69 
1,689 



4>353 
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RECAPITULATION. 



Number of gas lamps lighted December 31, 1898 

Number of naphtha lamps lighted December 31, 1898 

Number of Welsbach naphtha lamps lighted December 31, 1898 . . . . 

Number ot electric lamps lighted December 31, 1898 

Number of new gas lamps lighted during the quarter 

Number of new naphtha lamps lighted during the quarter 

Number of new Welsbach naphtha lamps lighted during the quarter 

Number of new electric lamps lighted during the quarter 

Number of old gas lamps relighted during the quarter , 

Number of old naphtha lamps relighted during the quarter 

Number of old electric lamps relighted during the quarter 

Less gas lamps discontinued during the quarter 

Less naphtha lamps discontinued during the quarter 

Less gas lamps discontinued on account of electric lights 

Total number of lamps lighted March 31, 1899. . . 



as.054 

387 
4.950 



>7 
X65 

12 

103 

42 



76 



31.106 



297 



42 



3'.445 



3«»369 
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Exhibit 



Statement giving the illuminating power, in candles, of the gases supplied to the city by 
weekly observations at the Photometrical Rooms of the Department of Public Buildings, 



Month of— 



Januuy 

February 

March 

Distance from ) 
gas works . . . f 

Testing burner < 



East Rivbr Gas 
Company. 



Illuminating Power 
in Candles. 



n 

> 
< 





• 


a 


*rf 


M 


8 


V 


je 


> 


M 


.2 


X 


34.10 


a6.84 


36.24 


38.48 


«4.83 


37.46 



35.79 

37-34 
36.48 



z . 39 miles. 

Bray's Slit Union 
No. 7. 



CONSOUDATBD GaS 

Company. 
Branch x. 



llluminaring Power 
in Candles. 




*5-M I 24 56 
33.70 

as -50 



Z.86 miles. 

Bray's Slit Union 
No. 7. 



CONSOLIDATBD GaS 

Company, 
Branch 3. 



Consolidated Gas 
Company, 
Branch 3. 



Illuminating Power Illuminating Power 
in Candles in Candles. 



41 

2 



30.80 
19.52 

31. 10 



M 

V 

je 



> 
< 



■I" 



33.13 
30.88 
23-08 



21.38 
30.37 
23. ZO 



1.60 miles. 

Bray's Slit Union 
No. 7 



• 

> 

2 


M 
V 

JS 
60 

£ 


95.08 


35.38 


33.68 


37.80 


23-74 


36.33 



> 

< 



35.18 
35.41 
35.30 



3.84 miles. 

Bray's Slit Union 
No. 7. 
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««E.'' 



the several gas-light companies during the quarter ending March 31, 1899, as shown by the 
Lighting and Supplies. 



CcNSOLtDATED GaS 

Company, 
Branch 4. 



lUaminating Power 
in Candles. 



Consolidated Gas 
Company, 
Branch 6. 



Illuminating Power 
in Candles. 



New York 

Mutual Gas-light 

Company. 



Illuminating Power 
in Candles. 



• 

2 


Highest. 


0^ 

V 

> 

< 


Lowest. 


31.60 


33.0 


32. x6 


20.34 


18.64 


«3-35 


ai.6o 


X9.18 


ao.i6 


aa.34 


31.48 


19. 83 



M 

M 
b0 






> 
< 



M-54 : ax. 74 



o 



37.36 



33.84 
32.06 



3.38 miles 

Bray's Slit Union 
No. 7. 



30.86 I 37.04 



30.76 



X.05 miles. 

Bray's Slit Union 
No. 7. 



36.76 






be 

(3 

> 
< 



39.00 I 38.13 



39.56 
39.48 



28.43 



EQUrrABLB 

Gas-light Company. 



Illuminating Power 
in Candles. 



M 



1^. 

ji 
be 



34.83 
34.93 



a8.oi I 33. 60 



M 

> 
< 



36.13 
38.83 



a5-<4 
36.89 



36.73 I 25.06 



X.60 miles. 

Bray's Slit Union 
No. 7. 



3.79 miles. 

Bray':! Slit Union 
No. 7. 



Standard 
Gas-light Company. 



Illuminating Power 
in Candles. 



2 



(A 

0; 

je 



> Si 

> 



33.98 25.9a 



23 -55 
24- 5a 



37.30 



34.73 
35.48 



a5-44 a4'9a 



x.05 miles. 

Bray's Slit Union 
No. 7. 
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DOCUMENT "E." 

City of New York, 
Department of Public Buildings, Lighting and Supplies, 
Office of Assistant Engineer, No. 346 Broadway, 

New York, April 10, 1899. 
Hon, Henry S. Kearny, Commissioner : 

Sir — In accordance with your instructions I submit herewith a report of the transactions of 
this office for the quarter ending March 31, 1899. 

Men have been employed outside in the general work of checking the number, location and 
character of new street lamps and of lamps shown on maps of Manhattan, Brooklyn and Queens, 
which were compiled during the year 1898. This work is still in progress. 

An index map of the Borough of Queens has been prepared and a copy furnished the General 
Office of this Department, showing areas lighted by each company under each existing contract. 

Maps have been completed during the quarter showing the distribution of the gas-mains of 
each gas company in the streets of the Borough of Manhattan, and an extension of this work to 
other boroughs is in progress. 

Plans have been drawn for remodeling the basement of the Seventh Regiment Armory, pro- 
viding bathing accommodations for seventy-five men at a time in dressing-rooms, steam-room, 
shower-baths and swimming-baths. 

From time to time 24-hour records of gas pressure in various public buildings are taken with 

m 

a Bristol recording gauge to ascertain that an economical and effective pressure is being main- 
tained in each place. 

Personal inspections have been made at night of the lighting of armories and markets in the 
Borough of Manhattan, and a marked improvement -noted where the Welsbach system has been 
adopted. The following table shows by comparison with the corresponding quarter of 1898 the 
saving in public buildings lighted with Welsbach incandescent gas lamps. 

Cost of Lighting by Gas during First Quarter of 1898 and 1899. 



County Court-house 

Register's Oflfice 

County Jail 

Eighth Regiment Armory 

Twelfth Regiment Armory 

Twenty-second Regiment Armory 
Sixty -ninth Regiment Armory. . . . 
Seventy-firtt Regiment Armory. . . 

Second Battery Armory 

Squadron "A" Armory 

Washington Market 



1898. 


1899. 


$1,613 8x 


$996 79 


266 Al 


an 75 


381 6a 


239 97 


1,040 61 


61J 51 


680 36 


347 70 


1,373 88 


959 03 


237 3« 


165 68 


3,034 88 


z,i8i 61 


1.336 53 


781 00 


810 13 


383 30 
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Fulton Market 

Centre Market 

Clinton Market 

Tompkins Market/ 

Jeffenon Market 

Fifty -seventh Street Court-house 

Fifty- fourth Street Court-house , 

Harlem Court-house 

Gate>house at One Hundred and Thirty-fifth street. 

Gate-house at Central Park 

Volunteer Firemen's Headquarters 



Total. 



1898. 

|6o8 80 

»77 75 
X2S 77 

294 65 
219 38 

13a 02 

448 50 

304 00 

38 66 

47 67 

55 97 



1899. 

*I53 4a 

69 8a 

107 54 
45 aa 

146 87 
81 60 

335 54 

217 46 

21 08 

35 58 
34 10 



|xa,2o8 77 



S7."9 57 



Gross saving in 1899 $5,079 20 

Due to change in price of gas 313 04 



Total cost of all mantles, chimney^, globes and other repairs during the quarter 



$4,766 16 
1,194 76 



Net saving in first quarter of 1899 $3,57i 4o 

The net saving is over 29 2-10 per cent. 

At the Jefferson Market clock tower an automatic device has been placed in service to light 
and extinguish the gas, and superfluous jets have been removed. 

The cost of lighting this clock tower during the first quarter of 1898 was $262 27 

The cost for the first quarter of 1899 was 127 49 



Saying during the first quarter of 1899 was, 
Due to change in price of gas , 



$134 78 
6 72 



$128 06 



The saving is over 48 per cent., and no expense has been incurred. 

Very respecthilly, 

FRANK D. LEFFINGWELL, Assistant Engineer. 
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DOCUMENT "F." 

City of New York, 
Department of Public Buildings, Lighting and Suppues, 

Office, No. 346 Broadway, 

New York, April 10, 1899. 
Hon, Henry S. Kearny, Commissioner: 

Dear Sir — I submit herewith a report of work done by the Electrical Bureau of this Depart- 
ment, Manhattan, for quarter ending March 31, 1899 : 

Permits granted for telephone, telegraph and signal wires 408 

Permits granted for electric light and power 317 

Permits granted for rebuilding pole lines 6 

Permits granted for resetting poles 10 

Permits granted for city lamp-posts 15 

Permits granted for construction of electrical subway subsidiaries 437 

Total It 193 



Without any additional expense to the City, 25,500 feet of overhead wire have been removed 
by the Inspectors of this Bureau. Have received 3,069 applications for interior wiring inspections 
and issued 2,824 certificates, covering 2,851 of these applications, for work completed in compli- 
ance with the rules and regulations of this Department. There are 849 of these applications now 
on hand for work not yet complete, which are receiving regular inspections as the nature of the 
work may require. 

We have sent 436 complaint notices to the various companies and contractors that they have 
violated the requirements of this Department ; of this number, 406 have been attended to, while 
the balance of 135 which include those left over from last quarter. 

The certificates granted during the quarter cover the installation of 85,966 new incandescent 
lights, 963 arc lights, 35 generators of a total of 7,195 K. W. capacity, 633 motors of a total of 
3,1371? H. P. capacity. Inspections made on above work, 8,565. 

Respectfully submitted, 

FRANK E. BROWN, Chief Inspector. 



DOCUMENT "G." 

City of New York, 
Department of Public Buildings, Lighting and Supplies, 
Bureau of Meter Tests, Office, No. 214 East Ninth Street, 

New York, April i, 1899. 

Hon. Henry S. Kearny, Commissioner of Public Buildings^ Lighting and Supplies^ No. 346 
Broad wav. New York Citv : 

Dear Sir — I herewith submit a detailed report of the business transactions of the Bureau of 
Meter Tests lor the quarter ending March 31, 1899, as follows : 

On January i, 1899, the number of new and repaired meters on hand to he tested were 371, 
and during the same month there were received 3,762, for February 3,716, and for March 3,461, 
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making in all for the quarter a total of 11,310, including special tests, all ranging in capacity 
from 3-light to 300-light. 

Of these, 8,442 were approved, tested, badged, and sealed, as correct ; 60 were rejected on 
account of being fast or slow, or not being sound, and returned for repair and adjustment. 

280 special tests were made upon request of companies or consumers, of which 163 were 
found to register fast, 90 were found to register slow, and 26 were found correct, and one was 
found not to register, all of which certificates were issued, bearing my official signature. 

I also approved, tested, badged, and sealed, by request of the Mutual Gas Company, at their 
works, one 5-fool and one lo-foot holder. 

RECAPITULATION. 

January i, 1899. Meters on hand not tested 371 

March 31, 1899. Meters received for the quarter io»939 

Total 11,310 

March 31, 1899. Meters approved, tested, badged and sealed 8,442 

" 31, " Meters rejected 60 

" 31, ** Meters special tests 280 

Total 8,782 

March 31, 1899. Meters on hand to be tested 2,528 

11,310 

You will observe by this report that we have on hand for the commencement of the new 
quarter over 2,500 meters to be tested, and as the business of the Bureau is largely on the increase, 
I would respectfully suggest, for your consideration, the putting in of additional holders in hopes 
to meet the demands. 

Respectfully submitted, 

ANTHONY CLINCH Y, Chief Inspector, Bureau of Meter Tests. 



DOCUMENT "H." 

Department of Public Buildings, Lighting and Supplies, ) 

Borough of Brooklyn, April 10, 1899. ) 

Hon, Henry S. Kearny, Commissioner of Public Buildings^ Lighting and Supplies, Man- 
hattan, New York, N. Y. : 

Dear Sir — I send herewith report of the operations of the Department of Public Buildings, 
Lighting and Supplies, Borough of Brooklyn, tor the quarter ending March 31, 1899, as follows : 

Very respectfully, 

WILLIAM WALTON, Deputy Commissioner. 
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Statement Showing the Amount of Requisitions Forwarded to the Genuuil 

Office for Transmission to the Finance DEPARTHiENT. 

Salaries Deputy, Clerks, Laborers, Cleaners, Janitors and Employees ^37>377 97 

Supplies and repairs 1,638 28 

Lamps and lighting 35» 125 29 

Contingencies 162 42 



S74»3P3 96 



Summary Statement of Contracts. 
Contracts entered into, none. 

Contracts Completed, 
Actual cost, including Architect's fees of $155.50. 

Title. 
Alterations and furnishing room on south side of Borough Hall, top floor — Charles 

Hart, Principal 



%IASS SO 



Municipal Building — 

Books 

Carpenter work 

Bookbinders' machines, etc .... , 

Carpets 

Clocks 

Copying presses 

Electrical supplies and repairs . . 

Elevator repairs 

Engineers' supplies 

Flags 

Furniture 

Gas fixtures 

Glazing , 

Ice , 

Ironwork 

Janitors' supplies 

Locksmithing 

Maps 

OflRce supplies 

Painting , 

Painters' supplies 

Plumbing , 

Rental of registers 

Roofing 



Supplies and Repairs. 

Municipal Building — 

Rubber goods 

Signs 

Soap 

Steam fitting 

imng 

Telephones 

Typewriting machines. 

Water coolers 

Wire gauges 



$14 20 
612 31 
290 90 

317 47 
26 00 

59 40 

179 50 

25 00 

40 50 

7 50 
461 81 

55 17 
6847 

8665 

266 19 

206 26 

31 50 
175 80 

loi 69 
715 00 

15 61 

46 27 
15 00 
57 25 



Borough Hall — 

Books 

Carpenter work 

Carpets 

Electrical repairs and supplies. 

Elevator repairs 

Engineers' supplies 

Flags 

Furniture 347 00 

Glazing 13 50 

Ice 57 75 

Janitors' supplies 148 18 

Locksmithing 44 30 



$54 9t> 


84 00 


38 00 


13859 


825 


588 00 


40 50 


5 25 


6 90 


$4,839 84 


$13 00 


34637 


109 20 


80 12 


128 26 


19 70 


122 86 



45 



Borough Hall — 

Lumber $7 50 

, Maps 15 00 

Office supplies 50 50 

Painting 115 00 

Plastering 31 00 

Plumbing 134 99 

Rental of registers 20 00 

Roofing 120 42 

i>ig»s 157 75 

Steam fitting., 155 28 

Telephones 625 00 

Tiling 8 25 

Typewriting machines and repairs 163 06 

Wood 8 00 



$3,041 99 

■ « 

$641 16 

85 67 

211 85 

372 70 

47 33 
96 25 

13 75 
180 80 

2 50 

150 00 

340 40 

15 00 
19 00 

12 00 

480 00 

364 50 

14 00 

44 00 

$3,090 91 
Hall of Records — 

Carpenter work $251 15 

Carpets 9 22 

Electrical repairs and supplies. ... 15 40 

Flags 9 75 

Furniture 2 00 



Kings County Court-house — 

Carpenter work 

Carpets 

Electrical repairs and supplies. 

Furniture 

Glazing , 

Ice 

Ironwork 

Janitor's supplies 

Locksmithing 

Painting 

Plumbing 

Rental of registers 

Roofing 

Signs 

Telephones 

Typewriting machines 

Water coolers 

Wood 



Hall of Records- 
Ice 

Ironwork 

Janitor's supplies 

Locksmithing 

Office supplies 

Painting 

Plastering 

Plumbing 

Rental of Registers. . . 

'Telephones 

Typewriting machines 



$48 13 

1 87 
28 00 

2 50 

42 95 

77 00 

2 00 

US 70 

15 00 

55 00 
121 00 



Kings County Jail — 

Carpets, rugs, etc , 

Engineer's supplies.. . . 

Furniture 

Galvanized-iron buckets. 

Glazing 

Hardware 

Insect destroyers. , 

Ironwork . 

Locksmithing 

Painters* supplies , 

Plumbing 



Rubber hose. 

Soap 

Steam fitting. 
Telephones . . 
Wax tapers . . 
Wood 



$796 67 


$7 00 
2 00 


137 25 


23 23 


76 53 


I 00 


167 50 


19 00 


21 50 


104 42 


260 01 


286 03 


7 00 


81 25 


21 18 


90 00 


3 00 


45 00 


$1,352 90 



Public Baths- 
Carpenter work $500 00 

5 00 



Clocks. 



Janitors' supplies. 



1 23 



$506 23 

Disciplinary Training School for Boys — 

Builder's materials $125 00 

Carpenter work 50 07 
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Disciplinary Training School for Boys — 

Cleaning cesspool $i 60 oo 

Engineer's supplies 34 40 

Glazing ^7 50 

Janitor's supplies 2 40 

Lumber 288 00 

Mason work 25 00 

Plumbing 320 00 

Roofing 335 00 

Rubber boots 7 cx) 

Telephones 85 00 

Tools and implements 15000 



I Stable, Department of Street Cleaning — 

Plumbing $32 95 

— - ■ 

Department of Bridges — 
Typewriting machines $105 75 

Horse Keep, Etc. — 
Board of horses $360 00 



Department of Health — 

Electrical work 

Ice 

Wood 



$i>649 37 

♦15 00 

7 70 

8 00 

$:^o 70 



Administration Building, VVallabout Market — 

13 I 35 

10 00 

48 

2 50 

I 70 

50 

14093 

10 00 

2548 

29 00 

32 CO 

725 

, 2 00 



Carpenter work . . , , 

Clocks 

Hardware 

Janitor's supplies. . . 

Lubricating oil. 

Oil can , 

Painting 

Repairing sweepers. 

Roofing 

Rubber hose 

Telephones 

Tilling 

Wood 



$293 19 



Storehouse, Department of Public Buildings, 



Lighting and Supplies- 
Paints 

Sealing tools and materials. 

Soap 

Tools 



$22 70 
157 50 

3 00 
13 10 



Harness and harness repairs 

Nose bags 

Oats, hay, com, etc 

Shoeing 

Stable utensils 



50 00 

2 00 

44 67 

75 oo 

1 15 



$532 82 



$196 30 



First District City Magistrate's Court — 

Copying press $20 10 

Furniture 5 44 

Glazing 2 50 

Janitor's supplies 7 00 

Locksmithing 7 00 

Painting 60 00 

Roofing 10 00 

Steam-heating 3 30 

Telephones, court 44 00 

Telephones, residence 25 00 



$184 34 



Second District City Magistrate's Court — 

Drugs 

Hardware 

Ironwork 

Janitor's supplies 

Telephones, court 

Telephones, residence 

Wood 



$3 00 

I 35 

13 86 

51 33 
40 00 

25 00 

4 00 



»'38 54 

Third District City Magistrate's Court- 
Clocks $2 50 

Furniture 20 00 

Glazing 5 87 

Janitor's supplies 2i 08 

Roofing 31 68 
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Third District City Magistrate's Court- 
Telephones, court $48 00 

Telephones, residence 28 00 

Typewriting repairs 1200 



$169 13 



Fourth District City Magistrate's Couit — 

Furniture 

Gas fixtures 

Glazing 

Janitor's supplies 

Locksmithing 

Painting 

Plumbing . . .' 

Telephones, court 

Telephones, residence 



$6 50 

4 00 

4 00 

21 50 

16 2^ 

1893 

23 «5 

75 00 
26 00 



^'95 33 



Fifth District City Magistrate's Court — 

Furniture $10 52 

Janitor's supplies 18 50 

Plumbing 15 00 

Telephones, court 40 00 

Telephones, residence 14 00 



$98 02 



Sixth District City Magistrate's Court- 
Carpets, rugs, etc $12 00 

Furniture 8 00 

Janitor's supplies 26 00 

Telephones, court 42 00 

Telephones, residence 26 00 



$114 00 



Seventh District City Magistrate's Court — 

Hardware $2 00 

Janitor's supplies 46 00 

Plumbing 25 00 

Telephones, court 42 00 



$115 00 



Eighth District City Magistrate's Court — 

Carpenter work 

Ladder 

Plumbing 

Telephones, court 

Telephones, residence 



S3 29 

4 SO 
22 00 

120 00 

26 00 



First District Municipal Court- 
Books 

Janitor's supplies 

Plumbing 

Wood 



»'75 79 

S13 00 

6 50 

22 45 

8 00 

$49 95 



Second District Municipal Court- 
Janitor's supplies 

Telephones 

Wood 



Third District Municipal Court — 

Duck aprons for skylight 

Janitor's supplies 

Painting 

Steam-heating 

Telephones 



Fourth District Municipal Court- 
Janitor's supplies 



Fifth District Municipal Court — 

Gas-fixtures 

Hardware 

Janitor's supplies 

Telephones 



Headquarters Second Brigade — 
Telephones 

Thirteenth Regiment Armory — 

Ash cans 

Carpenter work 



U 00 

50 00 

4 00 

$58 00 



$9 00 
20 30 
90 50 
19 42 

55 00 

$194 22 



$ 35 50 

$55 00 

I 45 
19 50 

23 00 

$98 45 

$22 CO 

$87 00 
126 00 
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Thirteenth Regiment Armory — 

Plastering 

Plumbing 

Roofing 

Steam-heating 

Telephones 



$42 00 

31 00 

165 00 

139 36 
65 00 



$655 36 

Fourteenth Regiment Armory — 

Furniture $174 25 

Locksmithing 9 50 

Painting 15 00 

Plumbing lo 00 

Wood 4 00 



Twenty-third Regiment Armory — 

Carpenter work 

Electrical work , 

Lumber 

Plumbing 

Roofing 

Steam-heating 



Forty-seventh Regiment Armory — 

Mason work 

Plumbing 



$212 75 

61 40 
28 79 
105 00 
12 58 
17 50 

$260 27 

$139 75 
17 50 



Forty-seventh Regiment Armory — 

Roofing $248 77 

Wood 9 00 



Troop " C '* Armory- 
Plastering 

Telephones 



Second Signal Corps Armory — 

Gas-fitting , 

Iron work 

* Janitor's supplies 

Plastering 

Steam-heating , 

Telephones , 



Third Catling Battery Armory — 

Painting 

Plastering 

Plumbing 

Roofing 

Telephones 



Second Naval Battalion Armory — 
Telephones 



1415 02 

$12 CX) 

54 00 

$66 00 

«5 50 

22 25 

45 70 
7 CO 

3 22 
60 00 



»I43 67 

$6 00 
30 00 
34 00 
13 80 
20 00 

»io3 80 
$42 00 



Municipal Building 

Kings County Court-house. 



RECAPITULATION— Sl'ITLlES AM) REPAIRS. 

Borough Hall $3*042 99 

4,839 83 

3.090 95 

796 67 

1,35290 

1,64937 

50623 

3070 

293 19 

196 30 

32 95 

»05 75 

532 82 



Hall of Records 

Kings County Jail 

Disciplinary Training School for Boys 

Public Baths 

Department of Health , 

Administration Building, Wallabout Market , 

Storehouse, Department of Public Buildings, Lighting and Supplies , 

Stable, Department of Street Cleaning 

Department of Bridges 

Horse keep, etc.. Department of Public Buildings, Lighting and Supplies. 
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City Magistrates* Court, First District 

" Second District. 

Third District.. 
'' Fourth District. . 

Fifth District... 
Sixth District. . . , 
*' Seventh District. 

Eighth District. 

Municipal Court, First District 

" Second District 

*' Third District 

Fourth District 

Fifth District 

Armory, Headquarters Second Brigade.. 

** Thirteenth Regiment 

*• Fourteenth Regiment 

*• Twenty-third Regiment 

•* Forty -seventh Regiment , 

Troop *«C'* 

" Second Signal Corps 

** Third Gatling Battery 

** Second Naval Battalion 



$18434 


138 54 


169 13 


»95 33 


98 02 


114 00 


115 00 


175 79 


49 95 


58 00 


194 22 


35 50 


9845 


22 00 


655 36 


212 75 


260 27 


415 02 


66 00 


143 67 


103 80 


42 00 


$20,017 79 



Total . .' $20,017 79 

Contingencies. 
Car-fares, postage stamps, etc . $247 42 



Statement Showing the Number of Lamps (Gas and Electric) Lighted March 31, 

1899 ; ALSO THE NU.MBER OF LaMPS ADDED DURING THE QUARTER. 

Gas lamps 6,810 

Welsbach lamps ii 103 

Electric lamps — 

1,200 candle-power 4,012 

600 candle-power 210 

Added during Quarter, 

Gas lamps 511 

Welsbach lamp 383 

Electric-lights 46 
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Report of the Bureau of Electricity and GaSy for the Quarter ending March 31, 1899. 



Applications Ricbivsd. 



Permits granted. 



Amsterdam Electric Light, Heat and Power Cbmpany . 

Brooklyn Heights Railroad Company 

Citiiens' Electric Illuminating Company 

Coney Island and Brooklyn Railroad Company 

Department of Water Supply 

Edison Electric Illuminating Company 

Flatbush Gas Company 

Municip:il Electric-light Company 

Nassau Electric Railroad Comp«ny • 

New York and New Jersey Telephone Company 

Postal Telegraph Cable Company 

Stock Quotation Telegraph Company 

Western Union Telegraph Company 



Applications withdrawn or awaiting report April i, 
"899 



OVBRHBAD. 



Toul, 



604 



3 

9 

6a 

z 
z 

16 
17 

>7 

5 

438 

z 

8 

iz 



589 
15 



604 



Under* 

GROUND 

Conductors. 



za 



Z3 

o 



Z2 



Subways. 



90 



75 

z 
a 

■ • • 

zo 



88 

8 



90 



Totals. 



706 



3 
to 
69 

t 

I 

9K 
z8 

»9 
5 

459 

z 

8 
zs 



689 

«7 



706 



Number of miles of overhead wire removed , 

Number of applications for interior wiring certificates. 



202 
4U 



352 



Number of certificates granted — 

Incandescent lamps, 10,035. 
Arc lamps, 332. 
K. W. of generators, 120. 
H. P. of motors, 382. 

Number of interior wiring inspections made 712 

Number of meters certified, routine 4»527 

Number of meters proved and sealed, complaint , 27 

Number of meters proved and rejected, complaint 1 1 
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DOCUMENT "!.*• 

Jamaica, N. Y.," April lo, 1899. 
Hon, Henry S. Kearny, Commissioner ^ Public Buildings^ Lighting and Supplies^ New York City: 
Dear Sir — I have the honor of transmitting and respectfully submit the following detailed 
report of the tiansactions of this Department for the quarter ending March 31, 1899 : 

Respectfully yours, 

JOEL FOWLER, Deputy Commissioner. 

Quarterly Report ending March 31, 1899 — Department of Public Buildings, 

Lighting and Supplies, Borough of Queens. 

accounting department. 

Requisitions were made on the general office for transmission to the Finance Department, 
chargeable to the several appropriations, viz. : 

** Salaries of Deputy and Employees " — 

January $2,4^5 91 

February 2,45 1 66 

March 2,45166 

17.369 23 

** Supplies and Repairs*' — 

February $732 40 

March 1,628 73 

2,361 13 

*' Lamps and Lighting, Borough of Queens " — 

February $10,177 83 

Ma«h 27,187 73 

37»365 56 

$47,095 92 
Ord&rs Issued. 

Orders were issued during the quarter for *< Supplies and Repairs " to the various buildings 
and departments, in the Borough oi Queens, with estimated or returned amounts as follows : 

Fu4L 
Town Hall, Jamaica $180 Oo 

Town Hall, Flushing 125 00 

Town Hall, Newtown 175 00 

Hacketl Building, Long Island City 237 50 

City Magistrate's Court, Long Island City 28 50 

Healy Building, Far Rockaway 25 00 

Village Hall, Jamaica 10 50 

$781 50 

Carpets (Linoleum, etc). 
Department of Health, Jamaica 65 00 
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Furniture {Desks, Chairs, etc, ). 

Finance Department, Long Island City $26 00 

Finance Department, Jamaica 375 00 

Highway Department, Long Island City 261 20 

City Magistrate's Court, Flushing 35 00 

Department Assessments and Arrears, Long Island City 64 20 

Department Taxes and Assessments, Long Island City 75 00 

Coroner's Office, Jamaica 20 00 

$856 40 

yanit&r^s Supplies. 
Department Public Buildings, Lighting and Supplies, Jamaica 184 00 

/Repairs to Bui/dings. 

Town Hall, Jamaica $154 00 

Hackett Building, Long Island City 829 00 

Village Hall, Jamaica 50 00 

$1,033 00 

Fitting Up Offices, 
Hackett Building, Long Island City 939 65 

Miscellaneous, 

Town Hall, Jamaica $38 50 

Town Hall, Flushing 69 50 

Town Hall, Newtown 30 00 

Hackett Building, Long Island City 95 00 

City Magistrate's Court, Long Island City 5 00 

Healy Building, Far Rockaway 30 00 * 

Department Public Buildings, Lighting and Supplies, Borough of 

Queens 692 75 

Department of Finance, Jamaica 35 60 

Department of Health, Jamaica .... 11 00 

Office, President of Borough, Long Island City 50 00 

1,057 35 

Typewriters, 
Department of Highways, Long Island City 175 00 

Total $5,091 90 

Orders were issued dunng the quarter for lighting public buildings, etc., etc., for the 
quarter, m the Borough of Queens ; the estimated cost of same being, as follows : 

Jamaica Gas-light Company — 

Village Hall, Jamaica $8 00 

13 gas lamps in Village of Jamaica 100 00 

4 gas lamps at Soldiers' Monument, Jamaica 30 00 
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East River Gas Company — 

Pumping Stations Nos. i and 2, and the City Magistrate's Court, Long Island 

City $150 00 

Newtown Gas Company — 

18 Welsbach lamps in Elmhurst 140 00 

New York and Queens Light and Power Company — 

Whitestone Water Works and Town Hall, Flushing 60 00 

Armory at Flushing 150 00 

Queens Borough Electric Light and Power Company — 

Disposal Works, Far Rockaway 55 00 

Electric Illuminating and Power Company — 

Hackett Building, Long Island City, 136 incandescent and 3 arc lights 225 00 

Total $918 00 

CONTRACTS. 

There were no contracts entered into during the quarter ending March 31, 1899. 

There were no contracts completed during the quarter ending March 31, 1899. 

Following is a list of contracts not yet completed, with dates of expiration : 

Electric Illuminating and Power Company, Long Island City, expires January i, 1900. 

Margaret Dwyer, Village of Flushing, expires on thirty days* notice. 

Flushing Gas and Electric-light Company, Village of Flushing, expires December 20, 1902. 

Edward Garsia, Ji., Town of Flushing, expires January i, 1907. 

Jamaica Electric-light Company, Village of Jamaica, expires December i, 1901. 

Jamaica Electric-light Company, Brooklyn Hills, expires December 10, 1907. 

Jamaica Electric-light Company, Woodhaven, expires January i, 1907. 

Jamaica Electric-light Company, District No. 5, expires December 17, 1907. (Validity ot this 
contract questioned. ) 

Jamaica Gas-light Company, Dunton, expires October i, 1907. 

Jamaica Gas-light Company, public buildings, expires January i, 1902. 

New York and New Jersey Globe Gas-light Company, Arveme-by-the-Sea, expires October i , 
1902. 

New York and New Jersey Globe Gas-light Company, Rockaway Beach, expires October 
I, 1902. * 

Patrick Neagle, Inwood, expires February i, 1908. 

Newtown Light and Power Company,' Town of Newtown, expires May 25, 1905. 

Newtown Gas Company, Town of Newtown, for the term of seven (7) years, to be calculated 
from the time each lamp is erected and lighted. 

New York and Queens Light and Power Company, College Point, expires December 17, 1902. 

New York and Queens Light and Power Company, Village of Flushing, expires January i, 1903. 
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New York and Queens Light and Power Company, Town of Fluihiog, expiree December 
3°. '907- 

New York and Queeni Light and Power Company, Village of Whiteitone, expires December 

New York and Queens Light and Power Company, Village of Whiteitone, esfHret December 
as, I9<w- 

Qaeens Borough Electric Light and Power Cornpany, Far Rockiway, expiiei July 6, 1901. 

Queens Borough Electric Light and Power Company, Inwood and Edgemere, expiies 
December 27, 1907. 

Queeni Borough Electric Lighi and Power Company, Rockanay Beach, expires September 
15. I9M- 

Kichmod Hill and Queens County Cas-Hght Company, Richmond Hill, expires December 
9. 1901- 

Wellsbach Street Lighting Company of America, College Point, expires December 17, 190Z. 

Bowery Kay Electric Light and Power Company, North Beach, expires December 10, 1907. 

New York and Queens Light and Power Company, Village of Whitestone, expire* December 

Summary of Strtei Lights in the Borough of Qutcns, New York City. 



\c Light 1 



Margircl Dwycr...' ^^-,--^-- 

ElKiric Illuminating iKd Po*«r Con 
Fluihing Cu ud Eleclric Ughl Can 

. Edward Cirri*. J r 

Jamaka Eieciric-ligkt Conpaoy... 



oi Ga»-light Company. . . 



PurickNiagir , 

New Vork iDd N«w Jeney Globe Gat. 

light Comisiny 

NiwYoTkind Nev Jeney Globe Gav 

Ughl Companv 

Newtown Lighl and Power Company.. 

Newlown Gu Company 

New Vork and Queeni lighi and Powei 
New ™<£?ndQueW9 Light and P°w« 






Townof Flinhlng 
Brooklyn Hillj .. 

DiairiciNo.5.... 
Village oljan^ic 

Woodhaveo 

Dunlon 



Village of College Poin 
Village of Flushing.... 
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Contractor. 



New York and Queens Light and Power ) 
Compaqy ) 

New Yorlc and Queens Light and Power ) 
Company ) 

New York and Queens Light and Power ) 
Company f 

Wellsbacn Street Lighting Company of 
America 

Richmond Hill and Queens County Gas- 
lifcht Company 

Richmond Hill and Queens County Gas- 
light Company 

Queens Borough Electric Light and 



Town of Flushing.. . . 
Village of Whitestone 



Power Company. 
El 



Queens Borough Electric Light and 

Power Company 

Queens Borough Electric Light and 



Power Company. 
El 



Queens Borough Electric Light and i 
Power Company ) 



Total. 



College Point. . 
Richmond Hill. 



Far Rockaway. . . 

Inwood 

Edgemere 

Rockaway Beach 



u 

u 



9« 



79 
>5 
•5 
54 



i»94a 



a 
e 

8 

a 



« 
ft 

O 



140 



X40 



300 



4,060 



X 

a 
<« 

55 



30 



925 



40 



o 



98 

9 
140 

aoo 

398 

30 

7« 

»5 

as 

54 



7,107 



Jamaica, April 12, 1899. 

//on, Henry S. Kearny, Commissioner, Public Btdldings, /Jghting and Supplies, No. 346 Broad- 
way, N. Y. City : 

Dear Sir — The following is a summary of electrical transactions of the Department 
of Public Buildings, Lighting and Supplies, Borough of Queens, for the quarter ending March 
31, 1899: 

Exterior Permits Granted, 

Electric Illuminating and Power Company 44 

L. Faber ^ 

New York and New Jersey Telephone Company '03 

Queens Borough Electric Light and Power Company 3^ 

Fire Department 33 

Jamaica Electric-light Company 9 

New York and Queens Light and Power Company 20 

Newtown Light and Power Company * 

New York and Queens County Railway Company 1 ^5 

New York Sugar Refining Company ' 

Long Island Railroad Company 2 

Richmond Hill and Queens County Gas Company ' 

Total 278 
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(t 



i( 



Permits granted for telephone, telegraph and ngnal wires. 

electric light and power 

gas 

Total 

Total applications received 

*' permits granted 



137 

140 

I 



27» 

278 
278 



Interior lVork» 

Total applications received 137 

'* certificates granted 102 

" incandescent lights 3f347 

" arc lights 21 

" outlets 204 

" motors, 32% H. P il 

*' heaters 3 

** generators, iiyi K.W 2 



Total inspections made by Inspectors. 



Total complaints , 

*'*' complaints attended to. 



1,719 



72 
20 



Total poles removed 100 

*'*' miles of wire removed ^S-S9 



Total City lights changed — Arc , 

Gas. 



i< 



2 
1 



Gas meters tested and sealed — None. 

No appliances. 

Respectfully submitted, 

JOEL FOWLER, Deputy Commissioner, 

Report of Electrical Transactions. 
Exterior IViring Permits issued during the Quarter ending March 31, 1899. 



Company. 



Electric Illuminating and Power Company 

LFaber 

New York and New Jersey Telephone Company 

Queens Borough Electric Light and Power Company. 

Fire Department 

Jam.iica Eluctric-light Company 



January. 



la 
I 

as 

94 
29 

3 



Febru- 
ary. 



• • 

30 
3 



March. 


Total. 


x8 


44 


• • 


X 


58 


103 


XI 


38 


4 


33 


5 


9 



57 



Company. 

New York and Queens Light and Power Company 

Newtown Light and Power Company 

N«w York and Queens County Railroad Company 

New York Sugar Refining Company 

Long Island Railroad Company 

Richmond Hill and Queens County Gas Company. 

Total 



January. 


Fbbru- 

ARY. 


5 

I 

I 

• • 

• • 


4 

• • 

4 

• • 

a 

• • 


"4 


48 



March. 


Total. 


II 


so 


■ ■ 


z 


8 


25 


• • 


I 



116 



378 



/u>r what Pur(>ose, 



Erect poles 

Erect poles and wires. . . 
Replace poles and wires . 

Replace poles. 

Move poles 

Reset poles 

Erect City lights 

Move City lights 

String wires 

Move wires 

Hang lamps 



Total. 



January. 



6 
4X 



43 

4 
3 



«M 



Fbbru- 
ary. 



a 

19 



Z 

z 

31 



48 



March. 



2a 

8 

I 
3 



Total. 



28 

23 

66 

I 

3 

4 



10 


II 


I 


2 


59 


133 


• • 


4 


• • 


3 


Z16 


278 



Permits granted for telegraph, telephone and signal wires 137 

Permits granted for electric light and power vdres 140 

Permit granted for gas I 



Total. 



278 



Total applications received 278 



Total permits granted 278 
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Interior Wirings Applications Received and Certificates Granted during the Quarter ending 

March 31, 1899. 



January . 
February. 
March . . . 

Tctal. 



Applica- 
tion. 


Certifi- 
cate. 


Incandes- 
cent. 


Arc. 


Outlets. 


Motors. 


Heaters. 


Genera- 

TORS. 


78 


31 
a6 

45 


1,389 

9»5 

XiM3 


»7 

• • 

4 


34 
12 

158 


7«K 
a loK 


3 
z 




1 3' 


z 5 RW 
I 7X 


1 "^ 


loa 


3.347 


31 


204 


tt 3=%HP 


' 


2 laH 



Applications from last quarter, work not completed 56 

Total number of inspections made by Inspectors ^i7^9 



Febmary — Report of erection and removal of City lights : Jamaica Electric-light Company 
transferred two arc lights from Long Island Railroad Company's yard to Jamaica and Flushing 
road, north of Hillside avenue, near Normal School, Jamaica. 

March — Richmond Hill and Queens County Gas-light Company transferred gas lamp from 
the comer of Vine street and Liberty avenue to corner of Liberty avenue and Spruce street, 
Richmond Hill. 



7 he following is a list 0/ the Complaints issued for Exterior Wiring and Erection of Poles ; 
also Interior Wirings during the Quarter ending March 31, 1899. 



Company. 



New York .ind Queens Light and Power Company. 
New York and New Jersey Telephone Company... 
New York and Queens County Railroad Company. 

Electric Illuminating and Power Company 

Automatic Telephone Company (McGuire) 

Queens Borough Electric-light and Power Company 

Long Island Railroad Company 

Thomas Attix 

Western Union Telegraph Company 

Fire Department 

B. O. Ellis & Co 

W.S. Worth 

Jamaica l-.lectric-light Company 

J.Rusby 

Cook Electrical Conf^truction Company 



January. 



z 

3 
3 

z 
z 
z 



FSBRt/ARV. 



2 

4 

z 
a 
z 



t 
I 

z 
I 

z 

4 



March. 



3 

4 

«5 



8 

I 
9 



TOTAU 



2 

8 

8 

30 

3 
a 
t 
3 
3 
z 
z 
z 

Z3 
I 

3 
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Company. 


January. 


February. 


March. 


Total. 


L.B.Faber 


• • 

• • 

• • 


• • 

• • 

• • 


z 

5 

z 


J 


Oxley & Enos 


5 

X 


Bradley & Hubbard - - - 








Total 


lO 


30 


4a 


72 





Total complaints 72 

Total complaints attended to 20 



There are 64 complaints left over which are now being attended to. 



T*h^ following is a Report of the Number of Poles ana Amount of Wire Removed by the different 

Companies during the Quarter ending March 31, 1899. 



Company. 



New York and New Jersey Telephone) 
Company I 

£lectric Illuminating and Power Company. . . 

New York and Queens County Railroad) 
Company ) 

Fire Department 



Brooklyn Heights Railroad Company. 
• J am a ic a Electric>Hght Company 



Toul 



January. 



Poles. 



10 
7 



17 



Miles 
Wire. 



4.19 



«9 



February. 



Poles. 



5 

8 



ao 



Miles 
Wire. 



i.x8 
.03 

• • • • 

Z.50 



a. 71 



March. 



Poles. 



4 

• • 

z 

3 
40 



63 



Miles 
Wire. 



7-7« 



•75 
•23 



8.69 



Total. 



Poles. 

«) 

30 
7 

T 

3 ' 
40 

zoo 



Miles 
Wire. 



13.08 
.03 

• • • • 

2.25 
.23 



15.59 



DOCUMENT "K." 

City of Nkw York, 
Department of Public Buildings, Lighting and Supplies, 
Office, Richmond Building, Borough of Richmond, 

New Brighton, April 10, 1899. 

Han, Henry S. Kearny, Commissioner Public Buildings^ Lighting and Supplies^ New York 
City: 

Dear Sir — I re.spectfully submit the following report of the transactions of this Department, 
in the Borough of Richmond, for the quarter ending March 31, 1899. 

Very respectfully, 

EDWARD I. MILLER, Deputy Commissioner 
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Ordets Issuea during Quarter ending Afarch 31, 1899. 



Date. 



Jan, 


5. 


1 

1899 


Feb. 


X5. 


(« 


Jan. 


XI, 


•* 


Feb. 


7. 


<« 


Mar. 


6. 


(( 


<< 


4« 


•t 


Jan. 


9. 


1 


Feb. 


25. 


«< 


Jan. 


3». 


(» 


Feb. 


XS. 


(t 


Jan. 


"3. 


t« 


Feb. 


7. 


tt 


Jan. 


3X. 


«t 


Mar. 


7. 


<« 


ti 


3. 


•< 


Jan. 


", 


if 




Atbs 

Carting furniture < 

{Carting and fitting up office) 
furniture \ 

Cleaning supplies 

Coal 

ii 

Coal and wood 

Desk and chair 

Installing electric lamps 

Law books 

Office furniture 

it 

Roll-top desk 

Repairing typewriter 

Typewriter and cabinet 

Wood 



Whbrb Furnished. 



Amount. 



{Department of Public Buildings, Lighting and 1 
Supplies I 

Edgewater Village Hall 

District Attorney's Office 

Edgewater Village Hall 



Surrogate's Office, Richmond 

New Brighton and Edgewater Village Hallt. 

Department of Health 

Surrogate's Office, Richmond 

Board of Coroners 

Department of Street Cleaning 

Department of Finance 



j Department of Public Buildings, Lighting and ) 
( Supplies j 

Department of Highways 

Surrogate's Office, St. George 

** Richmond 



$3000 
46ft 

45 « 

33 8s 

25 00 

5500 

Z46 8a 
3400 

9875 

31 90 

lao 00 

49« y> 
3300 

34 70 
X17 00 

5 00 



Total. 



•t.av5 97 



Statement of Vouchers Trans tnitted to Gateral Office^ Quarter ending March 31, 1 899. 



Date. 



•t 



Jan. 9, 1899 
'• 16. *• 

17. " 
X7. *' 
X7. •• 
X7. " 



X7. 



as. 

25. 
25. 



Ln Favor of. 



Amount. 



•• Supplies and Repairs;* 1898. 
Thomas Sheridan 

Charles Schneider 

G. R. Mersereau 

«« 

(t 

(« 

ii 

it 

ii 

it 

•• 

Total 



|ix5 00 

x6 35 

45 00 

16 00 

70 00 

x8 00 

zao 00 

7 00 

38 00 

710 35 

670 85 



|T.8a6 45 



6i 



Datk. 



In Favor of. 



Jan. 



•« 



•• 



«• 



•< 



«< 



*' LampM and Lighting:* 1898. 
. 1899 : New York and Suten Island Electric Company 



•« I 



« 



«( 



Toul. 



*' Supplies and Repairs," 1899. 



Jan. 9. 1899 E. Robinson & Co. 



«• 



«• 



44 



«« 



16, 

«8. 

as. 
Feb. ao. 

Mar. 4> 

8. 
10, 

«3. 
«3. 
x6. 



£. N. Crocheron . . . . 
Thomas F. Quintan . 
G. R. Mersereau. . . 



«( 



•« 



«• 



«* 



M 



Charles Schneider 

Thomas Sheridan 

M. Feldhosen , 

Wyckoff. Seamans & Benedict. . . 

Thomas F. Quinlan 

S>teele Brothers 

Hitlard Manufacturing Company. 
Manin 6. Brown Company 



Total. 



" Lamps and Lighting" 1899. 



Jan. 31, Z899 Alexander Van Pelt. 
Feb. a8. "I 

Total.... 



Amount. 



I407 


73 


377 


8a 


423 


80 


8,230 


xa 


2,293 59 


a,9oi 07 


365 


74 


9,929 30 


3,348 


47 


2,670 


90 



$23,848 54 



I30 00 

5 00 

146 82 

120 00 

45 00 
3a 83 

98 75 

468 

ZX7 00 

25 00 

55 00 
24 70 
3> 90 

#736 67 



$ioo 00 
zoo 00 

S200 00 
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RECAPITULATION. 

"Supplies and Repairs," 1898 $1,826 45 

" Lamps and Lighting," 1898 23,848 54 

•• Supplies and Repairs,*' 1899 736 67 

«* Lamps and Lighting," 1899 200 00 

$26,611 66 

Permits Granted during Quarter, 
Name of Company. Number of Permits. 

Western Union Telegrap|^ Company 1 

Staten Island Electric Railroad Company 2 

American Telegraph and Telephone Company 3 

Staten Island Midland Railroad Company 8 

New York and Staten Island Electric Company 50 

New York and New Jersey Telephone Company 134 

Richmond County Gas-light Company 34 

Total 232 

Amount of overhead wire taken down, 9,915 feet. 

Number of certificates for interior wiring issued, 50, 

Number of generators, i twenty K. W. 

Number of motors, I twenty horse-power, i fifteen horse-power, i ten horse-power, 3 five 
horse-power, 3 one horse-power, i three horse-power and 2 two horse-power. 

Private Lighting, 
Number of incandescent lights installed 2,077 

Number of Lamps Burning at End of Quarter. 

Arc lamps 382 

Incandescent lamps 3>2i9 

Oil lamps 100 




OF THE 



Commissioner of Public Buildings, 
Lighting and Supplies 



OF 



THE CITY OF NEW YORK, 



FOR THE 



QUARTER ENDING JUNE 30, 1899. 



■4H- 



New York : 
THE MARTIN B. BROWN COMPANY, PRINTERS AND STATIONERS. 

Nos. 49 TO 57 Park Place. 

1899. 



Department of Public Buildings, Lighting 

AND Supplies. 



REPORT FOR THE QUARTER ENDING JUNE 30, 1899. 



Department of Public Buildings, Lighting and Supplies, 
Commissioner's Office, No. 21 Park Row, 

New York, Aus:ust 

Hon, Robert A. Van Wyck, Mayor : 



iND Supplies, ) 
Row, \ 

15, 1899. ) 



Dear Sir — In accordance with the provisions of section 1544 of chapter 378, Laws of 1897, 
I haTe the honor to present the following report of the transactions of the Department of Public 
Buildings, Lighting and Supplies, for the quarter ending June 30, 1899 : 

Statebient of Requisitions Drawn on the Comptroller During the Quarter. 

Chargeable to Appropriations of 1898. 

Boroughs of Manhattan and The Bronx — 

Supplies and repairs. l4«92i 37 

Lamps and lighting 442 50 

Borough of Brooklyn- 
Supplies and repairs 5»^i 01 

Borough of Queens — 

Supplies and repairs 986 00 

Borough of Richmond — 

Supplies and repairs 3 50 

Chargeable to Appropriation of 1899. 
General Administration — 

Salaries of OfiBcers, etc 5i837 4^ 
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Boroughs of Manhattan and The Bronx — 

Salaries of Deputies, Clerks and Employes $96,866 38 

Supplies and Repairs 72, 168 87 

Lamps and Lighting 3^*^7^ 43 

Contingencies 141 co 

Borough of Brooklyn — 

Salaries of Deputy, Clerks and Employees 38,851 33 

Supplies and Repairs 28,708 27 

Lamps and Lighting 83,^5 03 

Contingencies 280 59 

Borough of Queens — 

Salaries of Deputy and Employees 7»2I3 32 

Supplies and Repairs " St 260 58 

Lamps and Lighting 39»054 12 

Contingencies 251 71 

Borough of Richmond — 

Salaries of Deputy and Employees 3f 174 99 

Su])plles and Repairs 1,206 12 

Lamps and Lighting 342 30 

Contingencies 64 60 

Chargeable to Trust atid Special Accounts, 

Construction of Seventh District Police Court and Prison, etc 685 00 

Gouvemeur Slip Hospital Building Fund 10, 170 30 

Fund for public Bath-house on Rivington Street 40,617 67 

Fund for Construction of Hall of Records 7i>9^ 00 

Total >550.i76 45 



During the quarter orders aggregating $86,491.55, for furnishing supplies and making repairs 
to the various public buildings and offices, were issued as ioilows : 

For carpets, linoleum, rugs, etc., to New York County Jail, Department of Street 
Cleaning, Department of Sewers, Board of Public Improvements, Department of 
Bridges, Department of Highways, Law Department (Bureau of Street Open- 
ings), Health Department, various municipal courts, etc $3t78o 93 
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For carpenter work, etc., in Department of Sewers (Bronx), Free Floating Baths, 
Finance Department, Department of Buildings, Department of Highways, 
Department of Taxes and Assessments, Department of Water Supply, Sixty- 
ninth Regiment Armory, etc $7*^98 91 

For cleaning windows, glass doors and skylights in Criminal Court Building, City 
Hall, County Court-house, Health Department, First District Municipal Court, 
etc $1,016 89 

For coal to the various public buildings, courts, offices, etc., and to the Free Floating 

Baths 277 90 

For electrical work, batteries, bells, etc., in the Criminal Court Building, Public 

Comfort Station, Finance Department, Supreme Court, etc if 542 95 

For furniture in the Sherifi's Office, Department of Bridges (Bronx), Surrogate's 
Office, Commissioner of Jurors, Civil Service Commissioners, Department of 
Highways, Finance Department (Expert Accountant's Office, City Chamberlain's 
Office, Office of Receiver of Taxes), City Court, Law Department, Register's 
Office, Building Code Commission, Department of Water Supply, Street Clean- 
ing Department, and to the various public buildings (including armories), 
courts, etc 6,084 4^ 

For furniture repairs in various public buildings, courts, etc 667 00 

For heating (steam) in the City Hall Building and County Court-house 2,599 9^ 

For iron work in west Washington and Fulton Markets, Finance Department, 
Department of Taxes and Assessments, Department of Bridges, Department or 
Sewers, Free Floating Baths, etc 4»i '5 57 

For law books in the SherifTs Office, Board of Public Improvements, Court of 

General Sessions, City Court, First District Municipal Court (Manhattan), etc. . . 344 50 

For painting, etc.. Free Floating Baths, New York County Jail, Finance Department, 
Department of Taxes and Assessment, and in the various public buildings 
(including armories), courts, offices, etc 6,728 31 

For plumbing, steam and gas fitting, also plumbers' supplies, in the Criminal Court 
Building, New York County Jail, and various public buildings (including 
armories), courts, offices, etc 4»559 60 

For roofing, etc., of Eighth, Twelfth and Twenty-second Regiment Armories, also 
Headquarters of Seventy-third New York Volunteers and Squadron **A" 
Armory, Criminal Court Building, Free Floating Baths, Fulton, Centre, Clinton 
and Washington Markets, etc., etc 3*683 00 

For supplies to the Free Floating Baths, Eighth, Ninth, Twelfth, Twenty-second, 
Sixty-ninth, Seventy-first and Squadron **A" Armories and First and Second 

Batteries, and to the various public buildings, courts, offices, etc I9>450 20 

For typewriters to District Attorney's Office, Public Administrator, etc 294 31 

For Welsbach lights, etc., to Mayor's Office, armories, markets, various public 

buildings, etc i>8o4 10 



For electric current, lighting, etc., in various public buildings (including armories) . $10,581 87 

For miscellaneous orders, such as awnings, clocks, cartage, copying presses, cleaning 
carpets, rugs, etc., elevator re])airs, flags, glazing, hardware, kindling wood, 
lumber, mason work, plastering, oil, safes — and repairing and moving same, 
telephone extension set, toilet cabinets, towing and mooring baths, water 
coolers, window shades, etc 1 1,261 11 



On May 22, 1899, bids were received and opened at this office for gas and electric lighting, 
for 1899, in the various streets, avenues, parks and public buildings in the different boroughs. 
Shortly after opening bids an injunction was served restraining the Commissioner from taking 
any steps toward awarding contracts. This injunction is now before the courts upon appeal, and 
until appeal is decided and injunction removed no contracts can be entered into. 

The following is the number of lamps lighted at the close of the quarter : 

Gas lamps. • 24,982 

Naphtha lamps 2,022 

Electric lamps 4*39^ 

3i»394 

Number of new gas lamps lighted during quarter 153 

Number of new naphtha lamps lighted during quarter 60 

Number of new electric lamps lighted during quarter 37 

Number of gas lamps discontinued during quarter 247 

Number of naphtha lamps discontinued during quarter 19 

Number of gas lamps relighted dunng quarter . 59 

During the quarter 1,826 permits were granted for electric lighting and for telephone and 
telegraph aerial lines, etc., as follows : 

For signal wires 587 

For electric lighting 357 

For rebuilding pole lines 6 

For resetting poles i 

For City lamp-posts 6 

For subsidiary connections 869 



32,250 feet (6. 107 miles) of overhead wires were removed from various streets and avenues by 
inspectors. 

3,770 certificates for interior wiring were issued. 

Certificates were granted for the installation of 101,559 new incandescent lights, 893 arc 
lights, II generators of a total of 489^ k. w. capacity, i»957 motors of a total of 4,042 j^^ H. P. 
capacity. 10,693 inspections were made. 



A new map of the streets and parks of Manhattan, from the Battery to Fourteenth street, on 
a scale of 400 feet to the inch, has been completed ; also a map showing the distribution of the 
mains of each gas company in the streets of Manhattan and The Bronx. 

6,390 gas meters were tested and sealed. 

Borough of Brooklyn. 

During the quarter orders aggregating $29,019.75 for awnings, books, carpenter work, 
carpets, clocks, electrical supplies and repairs, elevator insurance and repairs, engineers', janitors* 
and painters' supplies, furniture, glazing, ice, lumber, mason work, painting, plastering, plumb- 
ing, roofing, steamfitting, telephones, typewriter machines, etc., were issued to the various public 
buildings, etc., as follows : 

Borough Hall $2,848 00 

Bridges, Department of 128 28 

Disciplinary Training School for Boys 856 44 

Firemen's Hall 41 32 

Hall of Records 2, 102 1 9 

Highways, Department of (stables) 523 00 

Kings County Jail 3>094 49 

Kings County Court House 2,376 37 

Municipal Building 5*204 17 

Public Buildings, Lighting, etc., Department of (horse keep, etc.) 581 64 

Publi c Baths 3, 525 40 * 

Storehouse • 218 69 

Wallabout Market (Administration Building) 57 35 

Wallabout Market (Cleaning) 87 30 

Armory — Thirteenth Regiment 895 43 

Fourteenth Regiment 337 73 

Twenty-third Regiment 162 76 

*^ Forty-seventh Regiment 413 33 

Troop C 383 90 

Second Signal Corps 518 26 

Third Battery , 396 88 

**" Second Naval Battalion 1,620 20 

City Magistrates' Court— First District 321 00 

*^ Second District 194 91 

" Third District 295 29 

" Fourth District 191 92 
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City Magistrates' Court — Fifth District $345 34 

Sixth District 277 82 

" Seventh District no 80 

Eighth District 153 45 

Municipal Court— First District ^ $70 74 

" Second District 161 94 

Third District 20369 

** Fourth District : 259 10 

Fifth District 60 74 



it 



} 4,386 



Number of lamps lighted June 30, 1899, also number of lamps added during quarter : 

Gas-lamps 6,939 

Welsbach lamps '1483 

Electric-lights — 4,176—1,200 candle power 

** '2IO — 600 candle power 

Naphtna lamps 255 

Added during quarter : 

Gas-lamps 470 

Welsbach lamps 380 

Electric lights 153 

Discontinued during quarter : 

Gas-lamps 341 

Electric-lights, 1,200 candle power 13 

Permits were granted for overhead and underground conductors and subways, as follows : 

Amsterdam Electric Illuminating Company 3 

Bath Beach and Coney Island Railroad I 

Brooklyn and Coney Island Railroad i 

Brooklyn Union Elevated Railroad I 

Brooklyn Heights Railroad 3& 

Citizens Electric Illuminating Company '. 203 

Eastern District Messenger Company I 

Edison Electric Illuminating Company 148 

Fire Department 6 

Flatbush Gas Company 17 

Long Island Railroad i 
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Municipal Electric Illuminating Company 77 

New York and New Jersey Telephone Company 561 

Postal Telegraph Company i 

Prospect Park and Coney Island Railroad 3 

Stock Quotation Telegraph Company • 35 

Western Union Telegraph Company S 

174.8 miles of overhead wire were removed. Certificates were granted for the installation of 
19)794 incandescent lamps, 1,101 arc lamps, 58 k. w. of generators and 550}^ h. p. of motors ; 
1,563 interior wiring inspections were made ; 5,14.8 meters were certified. 

Borough of Queens. 

Orders aggregating $8,375.53 were issued for furnishing supplies and making repairs to the 
various public buildings, offices, etc., as follows : 

For carpets, linoleum, etc $133 00 

For electrical supplies , 200 oa 

For furniture i»876 00 

For fuel 360 00 

For fitting up offices 2, 193 37 

For hardware, etc 60 00 

For janitors* supplies 43 00 

For lighting public buildings, etc i» 151 34 

For law books 1 10 oa 

For plumbing, etc 165 oo 

For repairs to buildings 898 07 

For typewriters, etc no oa 

For telephone service 130 oa 

For miscellaneous supplies and repairs 945 75 

The following is a list of permits issued for erecting, replacing and resetting poles, stringing 
wires, etc., as follows : 

New York and New Jersey Telephone Company 161 

£]ectric Illuminating and Power Company. 48 

Qaeens Borough Electric Light and Power Company 54 

Jamaica Electric Light Company 26 

New York and Queens Light and Power Company 34 

New York and Queens County Railway Company 7 
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Newtown Light and PowerCompany 2 

Bowery Bay Electric Light and Power Company 23 

Western Union Telegraph Company i 

New York and Rockaway Beach Railroad Company i 

Total 357 

2,024 inspections were made for interior and exterior wiring during the quarter. 

239 poles and 47.79 oiiles of wire were removed by the different companies daring the 
quarter. 

25 additional arc lamps were erected and lighted during the quarter. 

Borough of Richmond. 

Orders aggregating $1,583.67 were issued as follows : 

For office furniture to Department of Buildings and Receiver of Taxes fifiiS 85 

For linoleum to Department of Health 105 00 

For typewriters to Municipal Court (Stapleton) and Department of Buildings 207 00 

For miscellaneous supplies, etc., such as carting furniture, insurance, plumbing, etc. 157 82 

The following is a list of permits issued during the quarter for telephone and telegraph lines 
etc., namely : 

New York and New Jersey Telephone Company 109 

New York and Staten Island Electric Company 165 

Staten Island Electric Railroad Company 4 

Staten Island Midland Railroad Company ii 

Richmond County Gas Light Company 88 

Total 377 

Number of lamps burning at end of quarter : 

3,216 incandescent. 
382 arc. 
100 oil. 

Number of lamps installed during quarter : 

1,744 incandescent. 
51 arc. 
3,700 feet of overhead wires were removed by inspectors. 
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Further and detailed information in regard to the operations and transactions of the Depart- 
nent will be found in the following documents attached hereto : 

Document **A" — Statement of Appropriations and Expenditures. 

Boroughs of Manhattan and The Bronx, 

Document ** B *' — Statement in Detail of Contracts. 
Document ** C " — Report of Bureau of Repairs and Supplies. 
Document <* D ^' — Report of Bureau of Lamps and Gas. 
Document '* E " — Report of Assistant Engineer. 
Document ** F **— Report of Electrical Bureau. 
Document " G '^—Report of Chief Inspector of Meter Tests. 
Document " H " — Report of Borough of Brooklyn. 
Document ** I "—Report of Borough of Queens. 
Document "K" — Report of Borough of Richmond. 

Very respectfully, 

HENRY S. KEARNY, Commissioner. 
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DOCUMENT 

Statenunt of Appropriations ^ Trust and Special Accounts^ showing the Total ExpendUuret 



Titles op Appropriations. 



Salaries — General Administration. 



Borough* of Manhattan and The Bronx. 

Salaries of Deputies, Clerks and Employees 

Supplies and Repairs 

Lamps and Lighting 

Furnishing, etc., and Two New Elevators, Brown Stone Building 

Altering Building on Southwest Comer of Prince and Wooster Streets.. 
Contingencies 



Borough of Brooklyn. 

Salaries of Deputy, Clerks and Employees 

Supplies and Repairs 

Lamps and Lighting 

Contingencies 



Borough of Quoens. 



Salaries of Deputy and Employees 

Supplies and Repairs 

Lamps and Lighting 

Lamps and Lighting, Long Island City. 
Contingencies 



Borough of Richmond, 

Salaries of Deputy and Employees 

Supplies and Repairs 

Lamps and Lighting 

Lighting in the former Village of Tottenville 

Contingencies 



Totals. 



Appkopua- 
tions with 
Transfsss, 



|l8,90O 00 

3«s,967 00 

365,530 00 

1,252,336 00 

15,000 00 

19,000 CO 



130,08a 00 

3IX,000 00 

776,0x2 67 



35,860 00 

26,000 CO 

244>a9x 84 
73,800 00 



XZ.080 00 
13,386 30 

124,338 75 
800 00 



$3,631,864 56 
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A. 
'urifig the Quarter ending June 30, 1899, and the Balances on July I, 1899. 



Requisitions 
FKOM Janu- 
ary X TO 
Dbcembrr 
31, tb98. 



$17,787 14 



320,930 9a 

290.849 47 

1.108,660 63 

»4.967 46 

« 1.953 00 



Rbquisitions 
ON Liabili- 
ties OF 1898 

DURING First 

QUARTHR 

OP 1899. 



136,936 9a 
101,513 00 
991.7x9 07 



a4,66a xo 

«>.5X4 59 
106,894 83 

50,930 64 



X 1,076 39 

«o.333 05 
47,566 67 

800 00 



$2,558,075 88 



1x36 00 

66,333 »« 

109,179 87 



74 00 
67,591 73 

473.133 5X 



4.479 71 
xxx,xa9 91 

4.833 54 



a.745 79 
48,1x8 76 



$886,644 9a 



Rhquisi- 

TIONS ON 

Liabilities 
OP 1898 

DURING 

Second 

Quarter 

OF X899. 



$4.92^ 37 
44a 50 



5,841 ox 



986 00 



3 50 



Balances 

OP X898 

ON July x, 

X899. 



$x3,i94 38 



$412 86 

X,3XO 08 
3.5x6 05 

33.953 00 
3« 54 
47 00 



3,07 X c8 
36,054 a7 
13,171 09 



x,x97 90 

X9 70 

26,367 xo 

X 8,045 8a 



3 6x 

3C3 96 
38,643 32 



$164,949 38 



Appropria- 
tions WITH 
Transfers. 

X899. 



$35,300 00 

363,715 00 

345,530 00 

1,340,336 00 

x,503 00 

163,900 00 

xxi,coo 00 

869,3x3 67 

x,ooo 00 



Requisi- 
tions 

DURING 

First 

Quarter op 

X899. 



30,430 00 

30,000 00 

344 .09X 84 

5C0 00 

13,080 00 

8.000 00 

X35,5a8 75 

500 00 



$3,661,404 36 



$5,837 46 

91,836 16 

23.796 57 
X6.339 89 

X50 00 



Requisi- 
tions 

DURING 

Second 

quartbr op 

X899. 



$5,837 46 

96,866 38 
73,x68 87 
3«.«78 43 

X41 00 



Balances op 
X899 ON 
July i, 

1899. 



$13,525 08 

X74,oi3 46 

X49.554 56 
x,392.7X7 68 

1,309 00 



37.377 97 


38.851 33 


86,670 70 


1,638 a8 


38,708 37 


80,653 45 


35.125 99 


83.945 03 


750,142 35 


x6a 43 


a8o 59 


556 99 


7.369 33 


7.213 32 


15.837 45 


3,361 13 


5.260 58 


13,378 99 


37.365 56 


39.0S4 12 


367,673 x6 




35X 7X 

3.174 99 


348 39 
6,778 35 


3.i»6 76 


736 67 


X,3o6 13 


6,057 2X 


300 00 


342 30 


X34,986 45 

* 




64 60 


435 40 




$263,433 39 


^414.545 10 


*2.983,435 77 
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DOCUMENT "B." 

On May 22 the following companies submitted bids for public lighting : 

Electric Lighting — Streets ^ Parks ^ etc,^ and Public Buildings, Borough of Manhattan, 

Harlem Lighting Company. 
Mount Morris Electric-light Company. 
Manhattan Electric-light Company. 
Brush Electric Illuminating Company. 
Edison Electric Illuminating Company. 
United Electric-light and Power Company. 

Gcu Lighting — Streets^ Parks , etCy and Public Buildings , Borough of Manhattan, 

Standard Gas-light Company. 

Welsbach Street Lighting Company of America. 

New Amsterdam Gas Company. 

Consolidated Gas Company of New York. 

New York and New Jersey Globe Gas-light Compsmy, Limited. 

Electric Lighting — Streets, Parks and Public Buildings^ Borough of The Bronx, 

Pelbam Electric-light and Power Company. 

Bronx Gas and Electric Company. 

North River Electric-light and Power Company. 

Gas Lighting— Streets, Parks \etc,, and Public Buildings, Borough of The Bronx, 

Welsbach Street Lighting Company of America. 

Northern Union Gas Company. 

Yonkers Gas-light Company. 

New York and New Jersey Globe Gas-light Company, Limited. 

No contracts have been awarded. 



{Contracts in Progress and not Completed, 



G^ovemeur Slip Hospital 

Public Bath foot of Rivington street 

Hill of Reooffds, Chambers, Centre and Reade streets 

lighting Village of WiUiamsbridge 

Ti£^^{^£ Town of Westchester, outside Village of Williamsbridge. 
Coal to Public BoildingB 



Total. 



EsTiMATKD Cost. 



|ix6,ooo 00 
95,700 00 

»»997.9<» 00 

5.7SO 00 

71, aso 00 

>9t9(5 45 



Amount Paid. 



*«a.733 90 
39,697 00 

59.33000 

«.739 3« 

89.635 45 

5>a53 41 

$219,3x9 07 
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DOCUMENT "C." 

Report of Bureau of Repairs and Supplies for Quarter Ending June 30, 1899. 

Department of Public Buildings, Lighting and Suppues, i 
No. 21 Park Row, New York, August i, 1899. ( 

ffon.HzuKY S. Kearny, Conimissiofur 0/ Pubiic Buildings ^ Lighting and Supplies : 

Sir — In accordance with your instructions, I have the honor to submit the following report 
of the transactions of this Bureau for the quarter ending June 30, 1899 : 

Criminal Court Building. 

The usual orders were renewed for cleaning glass in doors and windows. Plumbers* and 
carpenters' supplies for use of employees, supplies for cleaning purposes, engineers' supplies ooii> 
sisting of oil, waste, etc., and electrical supplies were furnished ; 150 feet ^-inch rubber hose and 
50 feet of wire-wound rubber steam hose, with reel, nozzle, couplings, etc., complete, also for- 
nished. Steam leaks throughout building were repaired. To repair leakage of gas in prison 
pens it was necessary to dig up concrete, etc., locate same and replace defective pipe with new 
gas-pipe. The 3-volt meter in above building was entirely overhaulecA^ repaired and put in fint- 
class order. Commutation of generators were turned down and 36-carbon dynamo brush were 
furnished. 

Armature of motor for booster was repaired ; snow guards on main roof were removed and 
replaced with new guards properly secured. Spanish tiles on roof were repaired and where foand 
defective replaced with new tile. Two loo-light gas governors complete were furnished and put 
up as directed. The window shades throughout the building were overhauled and repaired, 
using new slats, cords, eyes, etc. 

Three zinc boxes, 22 inches by 9 inches by 8 inches, with nickel-plated faucets, were furnished 
and put in place. 

The Elevators. 

No. 3. One new operating cable and 4 new lifting cables were furnished. 
No. 4. Four new operating cables furnished. 
No. 5. Cut out repaired. 

No. 6. Main piston and valves repacked and i new operating cable furnished and put in 
place. 

Court of General Sessions — ^In Parts I., II., III. and IV. of above court electric fans, properly 
installed and connected, were furnished and put in. 2 cane-bottom revolving chairs furnished, 
also a supply of law books were furnished. 

Supreme Court Part I. (Criminal Building) — An electric motor fan, properly installed and 
connected, was lurnished. 

District Attorney's Office — Two 12-inch electric fan motors, with necessary wiring, etc., 
complete, were furnished and installed. 12 t}'pewriting machines were entirely overhauled and 
repaired and put in first-class working order, i water-cooler and stand furnished, also i 
revolving high stool furnished. 
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Civil Service Commission — Shelving was made and put up on three sides of record room, 
and partition in storeroom was extended to ceih'ng. Plastering of ceiling and sidewalls of 
examining room was repaired. 

Sixty yards ]of Wilton velvet carpet were furnished and laid, 3 umbrella stands, 2 cocoa mats, 
2 5 -foot roll-top desks and 2 business directories were furnished. 

Civil Ser\'ice Commission (Labor Bureau) — Two 3-gallon water coolers and stands, 2 letter- 
press cabinets, I Bates numbering machine, 2 36-drawer cabinet files, 4 card index cabinets with 
necessary cards, etc., i copy-holder and x dozen typewriter ribbons were furnished. 

County Court-housk. 

The usual orders for supply of steam was renewed, cleaning and engineers* supplies were fur- 
nished. Worn-out and defective parts of Welsbach lights throughout the building were replaced 
'with new parts. An order was given for cleaning all the glass in windows and doors of above 
building. Twelve window awnings, with necessary pulleys, etc., complete, were furnished and 
put op on windows of above building. One spring for regulator was furnished and put on ele- 
vator pump in above building, and one new tiller rope was furnished and put in place on elevator 
in above building. 

County Clerk's Office — 24 cane-seat chairs and 2 revolving chairs furnished ; also 16 electric 
inotor fans properly connected were furnished and installed. 

Surrogate's Office — Ten electric motor fans properly connected were furnished and installed. 
Five roll-top desks, 5 desk chairs and I revolving chair furnished. Eighteen window shades and 
15 transom shades made of best quality nonpareil shade cloth hung on Hartshorn spring rollers 
were furnished and put up complete. 

Supreme Court — ** Law Journal '* was bound and i revolving chair furnished. 

City Hall. 

Cleaning sapplies for use of Janitor were furnished and two United States flags made of best 
quality standard bunting was furnished. An order was given for cleaning all the glass in windows 
and doors of above building. Order was renewed for supplying steam to above court-house. 

Bureau of Licenses — Three ** Lang " steel-file cases with locks complete were furnished. 

Board of Aldermen — One electric clock was furnished. 

City Record — Seven window shades, made of best quality nonpareil shade cloth hung on 
Hartshorn spring rollers were furnished and put up, complete ; 3 window awnings with 
necessary pulleys, ropes, etc., complete, were furnished and put up ; i water cooler was also 
famished. 

Mayor's Office — ^Law books for use of above office and i letter scale were furnished. Worn 
and defective parts of Welsbach lights were replaced with new parts. Wilton velvet carpet with 
rubber ends, sockets, etc., running from anti-room to Mayor's Office was furnished and laid. 
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Brownstone Building. 

The usual cleaning and engineers' supplies were furnished. An order was given for cleaning 
all the glass in windows and dooi-s of above building. 

City Court — I portable antique sanitary wash-stand, 8 dozen oak bent wood chairs, I oak 
bentwood hat-rack, and a supply of law books were furnished. 

Hall of Records. 

The usual cleaning supplies were furnished. An order was given for cleaning all the glasi 
in windows and doors of above building. The-toilet room of above building was replastered, 
walls and ceilings painted and calcimincd, and woodwork grained and varnished. Old and worn 
parts of Welsbach lights were replaced by new parts. In index room the walls and ceilings were 
washed off and same painted and calcimined, all woodwoik was painted, grained and varnished. 
Cellar of above building, the walls and ceiling, were whitewashed. lOO incandescent lights were 
installed in above building and all necessary wiring was run through loricated conduits and 
moulding. Cut-outs inclosed in boxes were placed on each floor. Chandeliers, with insulating 
joints, also porcelain reflectors extending beyond lamps and sockets were also furnished. I table, 
2|^ by 7 feet, and 6 chairs were furnished. 

Harlem Court-house. 

The usual cleaning and engineers^ supplies were furnished. X20 feet 3^-inch rubber hose 
with reel, nozzle and couplings complete, and 35 feet of steam hose, with reel, nozzle and 
couplings complete also furnished. The three pumps in above buildings were entirely overhauled 
and repaired, new parts replacing defective and worn parts. Old and worn parts of Welsbach 
lights were replaced with new parts. 

West Fifty-fourth Street Court-house. 

The usual cleaning and engineers' supplies were furnished, i door mat, 3 rugs, I barrel dis- 
infectant, 75 yards of cheese cloth, 3 dozen scrub cloths, and 50 feet ^-inch rubber hose, with 
nozzle, couplings and reel complete, were furnished ; waier-closet and urinal cisterns were repaired, 
and supply-pipes from tank were cleaned out and extended ; waste of urinals were cleaned out 
and all leaks in steam-pipes were repaired ; defective tin on roof ot above buildmg was cut oat 
and replaced with new tin of best quality, painted bottom and top ; bridge walls and arches were 
rebuilt, new iron arches where necessary furnished ; Are boxes were relined and all joints were 
pointed up at the 2 boilers of above Armory ; 4 old marble saddles were reset and 3 new saddles 
to replace broken ones furnished ; also, two 6o-gallon oil tanks complete furnished. 

Seventh District Court-house. 

The usual cleaning and engineers' supplies were furnished, 150 feet ol ^-inch rubber hose with 
necessary reel, nozzle and couplings complete, were lurnished. 

Markets. 

Fulton — 50 feet 2>^-incb rubber hose with nozzle, couplings, etc., complete, famished ; the 
brickwork on three sides of tower extending from large cornice to top, at Fulton and South streets. 
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was pointed up ; awnings over stands where necessary were repaired, defective iron, etc., removed 
and replaced with new iron rivets, etc., leaving same in first-class order ; over Stand 167 a new 
galvanized iron skylight, 6 feet 10 mches by 6 feet 6 inches, with louvres and hipped skylight on 
top and glazed with ^-inch glass, was furnished and put in place. All skylights over stands where 
necessary were repaired and put in first-class order. 

Catherine Market — i large rubber nozzle with attachments complete were furnished. 

Centre Market — Defective tin on roof of above market cut out and replaced with new tin of 
best quality painted bottom and top. Old and worn parts of Welsbach lights were replaced with 
new parts. 

Tompkins Market — Old and worn parts of Welsbach lights were replaced with new parts. 
The steps, stairs, stringers, risers and iron railing on Hall place side of above market were entirely 
overhauled and repaired. 

Washington Market — All old and worn parts of Welsbach lights were replaced with new parts. 
Slate, tar and tin roots, valleys and gutters, of above market were entirely overhauled and repaired. 
Skylights over stands where necessary were repaired, new ones replacing old and defective sky- 
lights. Glass in windows in skylights were cleaned ofi, reglazed and reputtied. 

West Washington Market — Old and worn parts of Welsbach lights were replaced with new 
parts. Steel rolling shutters throughout market were repaired, new shutters replacing old and 
defective ones. Arches were pointed up and walls rebuilt on Lawton avenue side and Bloom- 
field side of above market. 

Clinton Market— Old and worn parts of Welsbach lights were replaced with new parts. Roof 
over market was entirely overhauled and repaired, new material of best quality being used to 
replace old. Six dozen street brooms for cleaning furnished. 

Jefferson Market — Old and worn parts of Welsbach lights were replaced with new parts. 

Armories. 

Fifth Brigade Headquarters — 5 gallons neatsloot oil, 2 gallons polishing liquid (brilliant), 
10 pounds cotton waste, prime, No. i ; 25 yards cheese cloth, 2 dozen chamois skins, (oil 
dressed), 15 by 22 inches ; 3 dozen cakes toilet soap, 2 gross boxes parlor matches, ^ dozen 
ostrich feather dusters, 20-inch ; i box sapolio, (6 dozen cakes to a box) ; i box Babbitt's soap, 
2 quires emery cloth, 2 pair universal pliers, i steel bench vise, 3-inch jaws ; i hand cross-cut 
saw, 24-inch ; I hand rip saw, best (}uality 26-inch ; 2 carpenter hammers Nos. 2 and 4 ; i hand 
axe, 4 rounds and one 6-foot step-ladder furnished. 

Seventh Regiment — 7 barrels raw linseed oil, 4 barrels turpentine, 3 dozen mops, 15 pounds, 
(yarn) ; 3 dozen chamois skins (oil dressed), 15 by 22 inches ; 4 pounds sponges, i hogshead sal- 
soda, I box pearline, (3 dozen packages to a box) ; i box sapolio, i box silicon, y^ dozen mop 
wringers, xoo stair cloths, 2 boxes Babbitt's soap, 3 dozen mop handles. Old and worn parts of 
Welsbach lights were replaced with new parts. 

Eighth Regiment — Old and worn parts of Welsbach lights were replaced with new parts. 
In Bojjurd of Officers' room 12 Welsbach lights, with necessary chimneys, shades, etc., complete, 
were famished. The following supplies were also furnished : i Hercules sweeping machine, i 
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gallon furniture polish, 6 gross wax tapers, i large claw hammer, i small hammer, 2 cross-cut saws, 

2 rip saws, I patent nail-puller, 2 dozen plated match-strikers, 2 dozen sink shovels, 3 sets 
letter stencils, i bale of waste (100 pounds), i steel anvil, i set blacksmith tools, 5 gallons of 

3 in I oil, 4 Stillson pipe-wrenches, i dozen 4-inch taper saw-files, i dozen 5-inch taper saw- 
files, I combined ratchet, brace, bit and drill, I ream 00-inch flour emery cloth, 4 melting 
ladles, 6 dozen thread mops, 2 platform trucks, i hotel truck, 2 hand trucks, 2 kips of 
chamois, 12 pounds of sponges, I dozen oil dryers, 2 dozen nickel toilet-paper fixtures, 3 gross 
boxes matches, 2 lo-gallon hardwood jacket coolers, 2 lo-gallon cooler stands, i dozen Lockit 
towel rollers, )^ dozen ice spades, i dozen snow pushers, i dozen 5 -gallon galvanized oil cans and 
faucet, I dozen mop handles, i Hercules scrubbing machine, 2 dozen No. 20 feather dusters, i 
dozen paper factory pails, I dozen window-cleaners^ pails, ^ dozen keelers, I dozen mop 
wringers, x dozen gas-lighters for combination fixtures, 2 bundles of scrub cloths, 6 cas^ <A 
ammonia, 6 gallons La PageU glue, 15 gallons brilliant polish, 2 boxes of Babbitt^s soap, 2 
cases of gold dust washing powder, i barrel sal soda, i gross Colgate's glycerine medicated toilet 
soap No. 181, 2 boxes of Sapolio (6 dozen to a box), 3 folding library steps, 2 60-foot extension 
ladders, rope and pulley, 2 Bench moulds, i Renshaw racket drill, i roll target paper, 
I set target stencil plates, 3 boxes stencil black, 6 dozen wood cleaning rods, 10 
pounds rubber gaskets for water-glasses, 10 pounds sheet rubber, i set stocks, 
I pipe cutter, I Smith combination pipe and bench vise, I set taps, i set 
reamers, i tap wrencher, i 12-inch sweep racket brace, I 12-inch pipe cutter, 
I set drills, 4 grease cups, i dozen unions, i dozen unions, i dozen ^ unions, i dozen ^-inch bush- 
ings, I dozen ^-inch bushings, i|^-inch bushings, i dozen i-inch bushings, I dozen i)i(-inch 
bushings, i dozen i^ -inch bushings, i dozen No. 10 feather dusiers, I barrel benzine, 15 gallons 
black varnish, 20 gallons turpentine, 5 pounds vermilion, 2 barrels Marvin's floor dressing, i 
60-gallon oil tank and 2 Lang 36-drawer document file cases, croton water-pipe and flush from 
tank were repaired, 2 new square top water-closets were furnished and put in place in ladies* toilet 
room, tank on roof was cleaned out, all gas leaks located and repaired, and radiators in Adjutant's 
room were connected, the necessary pipe fittings, etc., to complete same being furnished. Defect- 
ive tin on roof over Administration Building of above armory was cut out and replaced with new 
tin, painted bottom and top, and all the leaders, where necessary, were repaired. 

Ninth Regiment. — Old and worn parts ot Welsbach lights were replaced with new parts. 
The following articles were furnished : i dozen mats, i lock saw, 2 dozen coat hangers, 25 
pounds rotten stone, 50 pounds wire waste, i Saunder's pipe cutter, also one small; 10 pounds wire 
solder, i 5-pound-can Junitar belt paste, I dozen ostrich feather dusters, one 3-foot folding step- 
ladder, 2 dozen flat flies, 4 wormcrs for cleaning rifles, 3 dozen hangers for toilet paper, I monkey 
wrench, 25 pounds camphor, i gallon La Page's glue, 50 pounds wrapping paper, }4 dozen 
wooden mallets, i 4-foot step-ladder, one 6-toot step ladder, }4 dozen S-inch circular 
bristle brushes, x quire sand paper, i pair match planes, i gallon muriatic 
acid, 50 pounds dead black, 10 yards asbestos paper, 2 one-pint Nathan slight 
feed lubricating cups, I hack saw, I Stillson wrench, 2 emery wheels, 15 pounds 
flax packing tuppers, i wire cutter, x coil wire lacing, 2 carpenter's automatic screwdrivers, 6 
square feet 1-16 rainbow packing, i alcohol blow lamp, i dozen steam water gauge glasses, with 
washers; 2 two-foot rules, 3 dozen wire brads, I dozen papers gimp tacks, I dozen papers cut tacks 
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1 steel square, I beveled try square, medium size ; 5 gallons boiled oil, 5 gallons raw oil, 10 gal- 
lons black varnish, 5 gallons outside varnish, 5 gallons inside varnish, 5 gallons ammonia, 5 gal- 
lons grain alcohol, 50 pounds white lead, 15 pounds lead color paint, 15 pounds light drab paint, 
10 gallons crude oil, 3 gallons bronze liquid, 10 pounds gold bronze, 10 gallons naphtha, I 
barrel cold water paint, and i 60-gallon oil tank. Shades throughout the building were repaired, 
new slats, cords, etc., being furnished ; 30 window shades, made of best v^uality nonpariel shade 
cloth, hung on Hartshorn spring rollers, were furnished and put up on windows of above armory. 
Basin and closet in cellar and hot-water pipe on second floor were repaired. In ** Field *' room 
a new basin, faucets, etc., were placed, and basins and plugs were re^-et in ** Staff*' room. One 
steel plate, 4 bullet shields and 36 plates, with necessary rivets, screws, bar iron, angle iron, etc., 
complete, were furnished and put in place in rifle range of above armory. 

Twelfth Regiment Armory— Old and worn parts of Welsbach lights were replaced with new 
parts. The following articles were furnished: 25 feet belting i|^-inch, 25 feet 2-inch 
belting, 50 feet 3-inch belting, 50 pounds powdered bath brick, 5 dozen laces (belting laces), 100 
feet 2 sets block and fall with rope, I complete bufling machine, with brushes, 21 inches ; 2 dozen 
chamois skins, 100 yards cheese cloth, 2 porcelain-lined ice coolers, 25 pairs scrub clotlis, >^ 
barrel chloride of lime, I dozen castors for rifle truck, 3 dozen feattier dusters, i quire 
of emery cloth, 3 dozen cans emery, 3 pounds powdered emery, i ream emery cloth 

2 pieces ; 100 yards canton flannel, 5 gallons furniture polish, }( dozen gas lighters, 
}^ dozen cans, 2 dozen hose clamps, i dozen hatchets, 2 barrels lime, I barrel lye, 
5 pounds lampwick, 3 dozen cotton mops, 3 dozen twine mops, i dozen mop handles, i dozen 
mop wringers, }^ dozen oak pails, i gross package of matches, i dozen gallons metal polish, i 
keg of assorted nails, i nail puller, 18 inches ; 2 boxes pearline, 2 reams wrapping paper, 24 by 
36 ; 2 rolls wrapping paper, 24 inches ; i rifle truck, 4 pounds sheep's wool sponges, i dozen 
wooden snow shovels, i box sapolio (Morgan), 10 boxes Babbitt's soap, 2 gross packages flour 
soap, I gross package soap, Colgate glycerine; i barrel cleaning soap powder, 25 pounds imported 
castile soap, i dozen serewdrivers, 10 bags soft-wood sawdust, 1,000 tapers, 2 taper torches, 2 
dozen balls of twine, 6 dozen tumblers, i gross assorted tacks, i bale of waste, i set engine 
oilers (brass), j4 dozen rasps, 4 pairs pliers and wire cutters, 3 monkey wrenches, i Stillson 
wrench, 18 inches ; i Stillson wrench, 6 inches ; 3 gas pliers, i chain wrench, 2 gallons of 
ammonia, 5 gallons alcohol, 5 gallons benzine, 10 gallons black varnish, 5 gallons naphtha, 10 
gallons of turpentine, 10 gallons linseed raw oil, 200 pounds Atlantic lead, 200 gallons assorted 
paints, I barrel of G. whiting, 2 floor sweepers, i dozen towel rollers, i dozen soap canisters, 2 
dozen dusters and i barrel disinfectant. The boiler tubes in the three boilers in above armory 
were taken out and replaced with new tubes. Flagging in area of above armory was repaired. 
Defective tin on roof of above armory was cut out and replaced with new tin of best quality, 
painted bottom and top. The old work was also painted. 

Twenty-second Regiment— Old and worn parts of Welsbach lights were replaced with new 
parts. The following articles were furnished : 25 gallons turpentine, 50 goUons ammonia (26 
per cent), 4 barrels cold water paint, 6 boxes sapolio, 3 large boxes bonami, 300 pounds Babbitt's 
lye, 4 barrels washing soda, 2 dozen Miller's harness soap, 2 pots of crown soap, 6 boxes Babbitt's 
soap, 6 gross packages of wax tapers, 2 dozen taper holders, 12 gross packages matches, i gross 



22 

theepN wool sponges, 3 dozen chamois skins, 6 bundles scrub cloths, 2 rubber mats, i dozen furniture 
duAters, i rifle carriage, i gross twine, assorted ; 2 emery wheels, i dresser for same ; 12 asiorted 
buffs, 1^2 grosri 8 ounces tacks, ^ gross thumb tacks, 100 pounds paste, 6 dozen nickel cospi- 
dors, I dozen handles for dusters, 12 dozen 2-pound mops, 2 dozen handles, 6 dozen ostrich 
dusters, 3 dozen wringers for mops, i steel anvil, 100 pounds ; i portable forge, I dozen quarts 
glue, I dozen rubber window cleaners, 12 gallons brass polish, 5 gallons Miller's harness dressing, 
5-gallon canister ; 30 soap vases (same set in place), and 2 gross flour soap for same. Flues were 
cleaned out, and 9 9-gallon iron chimney tops and basss were furnished and put up. The firic- 
tional electric gas-lighting apparatus was entirely overhauled and repaired, all defective wiring 
replaced and chandeliers rewired where necessary. Iron partition in rifle range was repaired. 
All ironwork on outside of buildings was overhauled and put in first-class order. 

Sixty-ninth Regiment— Old and worn parts of Welsbach lights were replaced with new parts. 
The following articles were furnished : 4 gaskets, ii by 15 ; 4 gaskets, 5 by ^ ; i large axe, i 
coal scoop. No. 3 ; I steam boiler tube cleaner, 20 feet steam hose, 50 feet I -inch rubber hose, 
with nozzle and coupling ; I dozen rubber gaskets for boilers, i dozen balls asbestos wick pack- 
ing, 2 dozen quart cans of liquid polish, brilliant ; I box pearline, 5 pounds sheep's wool sponges, 
a dozen chamois, i dozen boxes of tapers, 3 dozen to a box ; 1 dozen large-size ostrich feather 
dusters, i dozen boxes Colgate's glycerine toilet soap, i 8-foot gas-lighter, i Hercules scrubbing 
machine, ^ dozen iron snow shovels, I rifle truck, 50 pounds cotton waste, prime No. I ; 2 bar- 
rels floor dressing, I barrel furniture cleaner and i 60-gaIlon oil can. Lockers in above armory 
were repaired, new locks with keys furnished, I set of halyards were furnished and reeved on 
Hagstaff. Flagstaff braced with new braces. 

Seventy-first Regiment — The entire armory is now lighted by Welsbach lights. Old and 
defective parts of Welsbach lights were replaced with new parts. The following articles were 
furnished : 5 gallons Miller's harness oil, 5 pounds Miller's harness soap, i ream emery 
cloth, I dozen wooden snow shovels, i leather punch, i grindstone, i combination pipe 
and bench vise, I breast drill, I 36-inch Trimo wrench, I Saunder's pipe cutter, 4 
3-inch wire tube brushes, 5 pounds sheet packing, i>^-inch ; 5 pounds sheet packing, ^-inch ; 
5 (xmnds Jcnkin's standard gaskets, ii-inch by i5-inch ; 5 pounds Jenkin's standard 
gaskets, 6-inch by 4-inch ; i 12-inch rasp, flat ; i file, 12-inch flat ; i dozen Scotch gauge 
glasses, ^-inch by i2-inch ; 3 dozen mop handles, 8 dozen mops, 100 yards cheese cloth, 5 gross 
b<>xes {>arlor matches, 200 pounds cotton machine waste, 80 boxes gas-lighting tapers, 3 boxes 
laundry soap, I box sapolio, i barrel washing soda, i gross cans potash, 4 dozen black sponges, 
i dvucn ostrich feather dusters, 15 packages silver polish, I gross packages flour toilet soap, 100 
yurvls unbleached muslin, 20 pounds refined camphor balls, 50 pounds chloride of lime, 5 gallons 
Miller's harness dressing, 4 dozen rubber washers, i hack saw, 12-inch blade ; I dozen hack saw 
blades, 12-inch ; I dozen E.G. and B. stock dies, 50 pounds Metcalfs boiler compound, also i 
(Kvgallon oil tank. Defective tin and slate roofs were removed and replaced with new material of 
like iiuality. Old leaders on Thirty-third street side of above armory were taken down and new 
^alvanized-iron leaders, properly braced, were put up. 

Sjuadron ** A "—Old and worn parts of Welsbach lights were replaced with new parts. The 
following articles were furnished : 4 gaskets, 1 1 by 15 ; 4 gaskets, 5 by ^.inch; i 2-foot Stillson 
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wrench, i i-foot Stillson wrench, i lo-inch gas-pipe pliers, i i-inch gas-pipe pliers, i lO-inch wire 
cutting pliers, 2 sets burner pliers, 6 gas lighters, 6 dozen mop handles, 8 dozen mop heads, 2 
gross toilet soap, 3 boxes Babbitt's soap, 3 dozen ostrich feather dusters, 4 long handles for dusters, 
I- dozen mop wringers, i bale of waste, 200 pounds camphor balls, 3 dozen chamois, 2 dozen gross 
safety matches, 100 yards cheese cloth, 2 boxes bon ami, 2 boxes sapolio, i dozen files, 2 horse- 
shoe driving hammers, 2 pairs horseshoe nippers, 2 small boxwood rules, 3 claw hammers, 10 
gallons Wolf acme blacking, 40 gallons Miller's dressing, 30 gallons metal polish, i saddler's 
knife, 20 pounds copper rivets, 5 pounds buros ^-inch, 10 pounds buros ^-inch, 5 pounds buros 
I inch, 2 rivet sets, 5 gallons saddler's mk, 2 small riveting hammers, 6 leather punches, 12 
lanterns, 2 dozen balls assorted twine, i side of leather, 3 reams of assorted emery cloth, i cross- 
cut saw, 12 wooden snow shovels, 3 dozen wooden hay forks, 8 pounds lampwick, 4 brass pad- 
locks, with duplicate keys ; 2 gross wax tapers, 20 gallons English crown soap, 3 hatchets, 2 
monkey wrenches, 6 cold-chisels, 200 pounds sal soda, 2 Lang steel document cases, 10 gallons 
black varnish and 2 barrels disinfectant : i marble basin and slab was removed from south corner 
to north corner of toilet-room, and, together with necessary piping, fittings, etc., was properly 
connected and put up. A nickel-plated shower-bath, with rubber curtain rings, etc., properly 
connected to hot and cold water pipes was furnished and erected on floor, lined with sheet 
lead ; the sides of same were lined with tin and burnished copper. Defective tin on roof of above 
building was removed and replaced with new tin of best quality, painted bottom and top. 269 
multiple gas-light burners, with electrical attachments complete, were furnished and put up, and 
to properly operate same a frictional machine was also furnished and installed. 

First Signal Corps — The following articles were furnished : 2 gallons turpentine, 2 gallons 
alcohol, I brace hatchet, lo-inch ; 4 bits, i jack-plane, 12 files and handles, flat bastard, i half- 
round and round : 6 gallons Miller's harness dressing, 3 gallons Miller's harness oil, 6 gallons brass 
poh'sh, brilliant ; 2 step-ladder chairs, ash ; 2 step-ladder chairs, i case potash lye, i box Babbitt's 
soap, 2 dozen bottles leather polish, 2 dozen chamois skins, ^ ream emery cloth, 3 gross parlor 
matches, 6 combination mops and brush handles, 6 ostrich feather dusters, I dozen boxes wax 
tapers, 2 dozen large sponges and 2 screwdrivers. 

First Battery — 1 set of carpenter's tools, complete with chest ; furnished also the following : 5 
pounds vaseline, 3 gas torches, 5 feet ; 2 dozen boxes tapers, 2 boxes Babbitt's common soap, 2 
dozen chamois skins, 10 pounds sheep's wool sponges, 20 gallons metal polish, 10 gallons neats- 
foot oil, 20 gallons Miller's harness dressing, 10 gallons Miller's oil, 5 gallons ammonia, 100 pounds 
sal soda, 3 dozen mops, ^ dozen mop handles, ^ dozen wooden snow shovels, 3 gross boxes 
matches, 100 pounds cotton waste, 25 pounds castile soap, i dozen cuspidors, i box sapolio, I 
eight-foot step-ladder, i carpet sweeper, i vise, i dozen boxes shoe polish, 6 squilges, 16 inches ; 
I band truck, 2 steel mats, i water sprinkler, 4 gallons ; i six-gallon cooler, 3 ice spades, 2 Lockit 
towel rollers, i engineer's brass oiler set, 5 gallons alcohol, 5 gallons benzine and 5 gallons 
turpentine. 

Second Battery — 2 dozen feather dusters, i dozen mop handles, 2 dozen mop heads, ^ dozen 
mop wringers, 4 dozen chamois skins, 6 dozen cakes toilet soap, % dozen wooden snow shovels,6 dozen 
packages wax tapers, 3 dozen packages S. and C. matches, 100 pounds cotton waste, 200 pounds 
Babbitt's laundry soap, 200 pounds sal soda, 200 cakes sapolio, 20 quires emery cloth, 2 rubber 
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door mats, 50 pounds vaseline, 10 pounds sheep^s wool sponges, 30 pounds Miller's harness soap^ 
20 gallons Miller's harness dressing, 5 gallons metal polish (brilliant) were furnished. Old and 
worn parts of Welsbach lights were replaced with new parts. 

First Naval Battalion — The following articles were furnished : 10 balls lampwick packing for 
valve stems, 5 balls asbestos, i square yard i-i6th-inch rainbow rubber, I yard l-i8th-inch and i 
yard of black rubber, i lO-inch, 12-inch and 16-inch Stilison wrench, I lo-inch monkey wrench, 
I self-cleaning water gauge, ^ connection ; 6 ball register gauge cocks, 6 flat chisels, ^-inch by 
8 inch ; 6 Cape chisels, ^-inch by 8-inch ; 3 No. 4 coal scoops, 150 feet of ^-inch iron steam pipe, 
100 feet I. inch, 100 feet i j^^-inch and 50 feet 2-inch ; 50 couplmgs and elbows for ^-inch pipe, 
50 couplings and elbows for I -inch pipe, 25 couplings for 2-inch pipe, 3 dozen cotton mops, 8a 
pounds washing soda, 3 boxes Babbitt's soap, 5 gallons " Brilliant " metal polish, 200 pounds 
cotton waste, prime No. i ; 3 castings for baffle plate and bearing bar combined, I sigbt-feed oil 
cup for launch, i)^-inch sight steam syphon for launch, 2 pounds sponges, I barrel fire clay, 
% dozen squirt cans and spouts, 5 pounds peerless packing, f^-inch and 5 pounds )^-inch ; 2 hack 
saws 10 inches, 2 dozen hack saw blades 12 inches long, 6 tube brushes for 2-inch tube, I set of 
stocks, tape and dies, ^-inch to i inch ; i set of pipe dies, ^/^-inch to 2 inches ; I ratchet and 
set of drills, jl^-inch to i inch ; 4 gross emery cloth, 12 gross assorted sand-paper and 25 couplings 
and elbows for i^-inch pipe. 

Municipal Courts. 

First District— f The following law books were furnished : New York Reports, Volumes 152 to 
157 ; Appellate Division, Volumes 11 to 35 ; Miscellaneous Reports, Volumes 17 to 25 ; Civil Pro- 
cedure, Volumes 23 to 28 ; Abbott's New Cases, Volumes 31 and 32 ; Code Civil Procedure and 
Revised Statutes. Order for cleaning all the glass in windows and dooi-s was renewed. 

Second District— To connect Judge's office with Clerk's office, there was installed I call-bell 
outfit complete. 

Fourth District — The following books were furnished : Volumes i to 157, New York Reports ; 
Appellate Division Reports, Volumes i to 33 ; New York Supreme Court Reports, I to 92 ; New 
York Supplement, Volumes i to 53 ; Wendel's Reports, Volumes i to 26 ; Hill's Reports, Volumes 
I to 7 ; Danforth and Wicks New York Court of Appeals Digest, 3 volumes ; Delehanty's Mis- 
cellaneous Reports, Volumes I to 24 ; Abbott's Digest, Volumes i to 10 ; Abbott's Digest, Annual 
1890 to 1898 ; Revised Statutes, Banks, Ninth Etlitiun complete ; McAdams L. & T., Second 
Edition and Supplement ; Edward's Bills notes and negotiable paper, Wood's Landlord and 
Tenant ; Sedgwick *'0n Damages" 3 volumes ; Rapalye's " Ijiw of W'itncsses " Bains on Costs, 
Fees and Taxes; Pomeroy *'On Contracts;" Erwin's Cases on Sales ; Langbein ** Municipal 
Court Practices;" Edwards on Bailments; Jones on Eiens, 2 volumes; Evans *' Principal and 
Agent," Court Rules "Hun, 1896;" Leading in Law and Curious in Court " by Benjamin F. 
Bumham ; Sackett's ** Instructions to Juries ; " Tiedemann ** Municipal Corporations ;" Wharton 
♦* Laws of Negligence;" Bouvier's Law Dictionary, 1897; Silvernail's *' New York Citations" 
Volumes i, 2 and index ; Abbott's ** Forms and Pleadings ; " Baylies *' New Trials and Appeals ; " 
McCall's "Clerk's Assistant ;" Abbott's ** New Trial t:vidence ; " Endlich "Interpretation of 
Statutes ;" Moak's " Underbill on Torts ;" ** Proof and Pleadings in Accidental Cases ;" Finelite 
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''Municipal Court Practices;'* Daly's *• Common Pleas Reports;'* Brightly "New York 
Digest ; " ** Last Edition Cotle of Civil Procedure ; " Stover's Edition *• New York Annotated 
Code and General Laws." 

Fifth District — i barrel disinfectant and i barrel of soap powder furnished. 

Sixth District — 32 yards of best quality carpet and 40 yards of linoleum were furnished and 
Imid. 

Seventh District — i 5 -foot office table furnished. 

Eighth District — 68 yards of rubber runner was furnished and laid, also I safe furnished and 
set in place as directed. 

Ninth District — 50 yards of linoleum furnished and laid ; a carpet runner furnished and laid, 
leading from Judge's office to Clerk's office, and about 85 yards of runner was also laid. 

Tenth District — Old and worn parts of Welsbach lights were replaced by new parts ; also i 
typewriter desk and chair furnished. 

Eleventh District — Linoleum of best quality was furnished and laid. 

City Magistrate's Courts. 

Second District — About 120 yards of best quality linoleum was furnished and laid in above 
Court. 

Third District — I barrel disinfectant and i barrel soap powder furnished. 

Fourth District — All old and worn parts of Welsbach lights replaced with new parts. 

Fifth District — The plastering, where defective, was cut out and replastered in Clerk's room, 
toilet-room. Judge's rooms, examination room and hallways of above court. The plaster pilasters 
were replaced where necessary, new caps and bases being furnished. 

Seventh District — 150 feet ^-inch rubber hose with nozzle couplings and reel complete were 
furnished. 

Finance Department. 

Comptroller's Office— I 6-gallon water-cooler and stand, 3 '^6-drawer and i 72-drawer Lan^ 
document file cases and i directory furnished ; 8 protective ventilators were furnished and put up 
on windows of above office ; i wire screen was furnished and put in place in Stock and Bond 
Clerk's office, icx) feet of iron railing made in panels, made of ^-inch soft steel, 6 feet' high with 
8-inch scroll border on top and surmounted with 4-inch pickets, containing 7 large gales with 
necessary springs, locks; hinges, etc., also 6 handholes with poh'shed glass siielf, together with 6 
wicket gates, all finished in gold bronze, was furnished and put up. Safes, where necessary, were 
repaired, painted and moved as directed ; 5 electric fans with neces.sary wiring, etc., complete, 
were furnished and installed, and 14 electric fans were entirely overhauled, repaired and put in 
first-class order. 

City Paymaster — 3 revolving desk chairs furnished, and order was renewed for cleaning all 
the glass in windows and doors of above office. 
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i'ity Cbamlxrlain — 2 3-fold Japanese screens furnished. All worn-out parts of Welsbach 
hi*h(s were replaced with new parts. The safe in above office was repaired, and i extension set of 
telephone instruments were furnished. 

Collector of Assessments and Arrears— One atlas. Borough of Bronx, furnished. 

Receiver of Taxes — Six additional closets painted and shellacked, placed as directed, were put 
up, 44 feet of panel and j^iass partition was fumi«ihed and put up. 

Exempt Firemen's Headquarters. 

AH worn and old parts of Welsbach lights replaced with new parts. Plastering of ceiling 
was repaired. 

Seventy-third Regiment Volunteers Headquarters. 

Defective tin on roof of above buildings was cut out and replaced with new tin of best quality 
painted bottom and top. Old and defective leaders were taken down and replaced with new 
galvanized-iron leaders properly secured. 4 galvanized-iron chimney tops and bases furnished. 
All chimneys where necessaiy were pointed up and copings reset. All the plastering throughout 
building where defective was cut out and replastered. 

County Jail. 

Eighty.one yards of best quality Wilton velvet carpet and 27 yards of linoleum was furnished 
and laid in Warden's offices and apartments, i rubber-tired barrel truck furnished All worn 
and old parts of Welsbach lights were replaced with new parts. Steam boiler in above jail was 
entirely overhauled and repaired. Old tubes were taken out and new tubes of best quality replaced 
same. Faucets in laundry and kitchen sink repaired ; waste-pipes at kitchen sink and closets 
cleaned. New cesspool was put in front hall and waste-pipe in cellar connected to slop sink. Main 
sewer in cellar and urinals on west side cleaned. New valves and blow-off were put in relief 
line. The gas fixtures in bathroom and bedroom were changed as directed, and bathtub and 
water-closets were removed from top floor rear to Warden's office. The loose scale and plaster 
was scraped of! 32 cells and same painted three coats of best quality paint. 4 rooms in Warden's 
apartments were painted and papered as directed Doorsill platform and 2 steps at entrance to 
above jail were recut. 

Department of Buildings. 

3 quires of typewriting stencil paper, i brush, I yard of bolting cloth, 4 bottles of benzine, 
3 copies of Hendrick's **Architects, Builders, Contractors and Manufacturers" directories fur- 
nished. Old and worn parts of Welsbach lights replaced by new parts ; 41 feet of paneled oak 
and glass partition was furnished and erected on first floor of above office. The books, papers, 
desks, etc., were removed from branch office at One Hundred and Forty-sixth street and Third 
avenue to above office at Eighteenth street and Fourth avenue. 

Bureau of Municipal Statistics. 

I map case with maps attached removed from No. 346 Broadway to above office. 6 yards of 
rubber runner was furnished and laid, also i steel door-mat furnished. Floors of above office 
were shellacked and doors lettered as directed. 
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Commissioners of Jurors. 

I oak revolving-chair, 2 hat-trees with umbrella stands and pans and i 4-gallon porcelain- 
lined water cooler and stand were furnished. Safes in above office were repaired and removed as 
directed. 

Commissioners of Accounts. 

Four copies of Greater New York Charter furnished ; a cabinet for samples, made of white 
wood, was furnished and put up. 

Expert Accountants. 

Finance Department — One 6-gallon and i4-galIon porcelain-lined water cooler and stands, 4 
36-drawer and I 72-drawer document 6le cases, i dozen oak office chairs, I dozen 4-foot flat-top 
desks, I 9-foot stationary counter and 1 oak 8-day clock furnished. Four safes were entirely 
overhauled, repaired, painted, nickeled and lettered as directed, i set of skids were furnished and 
3 safes were removed as directed. Eight window awnings, with necessary pulleys, ropes, etc., 
complete, were furnished and put up on windows of above office. Nine feet of iron railing, with 
gate, hinges, etc., complete, was furnished and put up. Six electric motor fans, with necessary 
wiring, etc., complete, were furnished and installed. About 1,400 feet of shelving was furnished 
and erected in above office ; also 7 wardrobes and 9 lockers, with necessary hardware complete, 
were furnished and erected. All shelving and closets in above office were shellacked and 
▼amished. 

Sheriff's Office. 

A supply of law books, i revolving high chair, 2 36-drawer document file cases, i 24-drawer 
steel document file and i business directory were furnished. 

Supreme Court — Appellate Division. 
One cane-seat revolving desk chair furnished. 

Corporation Counsel. 

Six flat desk baskets and 6 Greater New York Business Directories were furnished. One flat- 
top oak desk, 6 typewriter chairs, 48 bentwood arm-chairs, 2 wardrobes and I 42-drawer docu- 
ment file case furnished. 

Bureau for the Recovery of Penalties — i porcelain-lined water cooler and stand furnished. 

Bureau of Street Openings — i roller-top desk, i revolving chair, 2 oak and i 8-gallon porce- 
lain-lined water cooler and stands furnished ; 2 office tables and 70 yards of linoleum were furnished 
and laid. 

Examining Board of Plumbers. 

I Directory for 1899 furnished. 

Building Code Commission. 

I 4-gallon water-cooler and st%nd, i ** Bailey ** letter-press and stand ; 6 bentwood office 
chairs, i roll-top desk, i revolving chair, i door mat, I cabinet with newspaper files and i bent- 
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wood hat-rack with umbrella stand complete, furnished. The doors of above office were lettered 
as directed. 

Department of Correction. 

6 copies Greater New York Business Directories furnished. 

Department of Charities. 
I copy of Greater New York Business Directory furnished. 

Public Administrator. 
I Remington typewriter and cover furnished. 

Calvary Cemetery. 
Soldiers plot in above cemetery was sodded, flowers planted and cared for during season. 

South Gate-house. 
Central Park— Old and worn parts of Welsbach lights replaced with new parts. 

Engine-house, Central Bridge. 
Old and worn parts of Welsbach lights replaced with new parts. 

Gate-house, Convent Avenue and One Hundred and Thirty-fifth Street. 
Old and worn parts of Welsbach lights replaced with new parts. 

Volunteer Firemen's Heaix^uarters. 
Old and worn parts of WeUbach lights replaced with new parts. 

Department of Health. 

Fifty-fifth Street and S'xth Avenue — The books, pajjers, ofHce furniture, etc., of above Depart- 
ment were removed from previous to present quarters. One 5-foot roll-top desk furnished. The 
offices of above Department were covered with best quality linoleum. An order was given for the 
cleaning of all the glass in windows, doors and skylights of above building. 30 window -awnings, 
with necessary pulleys, fixtures, ropes, etc., complete, were furnished and put up on windows of 
above building. 165 feet of paneled glass and oak partition, 13 feet high, was furnished and put 
up as directed on first floor of above building. All pigeon-hole cases formerly in Criminal Court 
Building were taken down, removed, altered and set up in present building, as directed. Also I 
230- volt, type S, size i, Crocker -Wheeler motor and starting-box complete, was furnished and 
placed, iib (liiected, designed and constructed for opeiating a 2% by 4 triplex power-pump, having 
a capacity equal to a duty of 500 to Coo gallons per hour at 75 to 100 feet lift. Also I automatic 
tank-switch, with float weight, cable or chain, and necessary sheaves furnished. An equipment of 
switches, cut-outs and conductors completely installed Irom point of Edison service entrance at the 
house-line to and imm the motor, starling rheostat and automatic tank switch and I Gould triplex 
2}i by 4 power-pump furnished. The motor and pump wjre belt-connected and mounted on 
proper foundation of well-seasoned timber, properly secured to the basement floor, ill window- 
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shades, made of best quality nonpariel shade cloth, hung on Hartshorn spring-rollers, complete, 
were furnished and put up on windows of above building. 

No. 72 Elm Street — All plastering where defective cut out and replastered. 5 4-inch 
galvanized iron leaders and 5 tubes to same were furnished and properly secured to above building. 
Defective tin on roof of above building was cut out and replaced with new tin of best quality 
painted bottom and top. The entire roof received two coats of best quality metallic paint. 
Copper gutters were also repaired. On marble floor 4 syphon earthenware water-closets, oak seat, 
with guides and pull with cabinet finished copper-lined cisterns, together with nickel-plated flush 
pipes, trimmings, etc., complete, were furnished and set. i galvanized iron slop sink, with legs and 
back complete, also furnished and set, and on marble floor with marble back, front and aprons, 
I overflow wash basin with nickel-plated fixtures complete, furnished and set. All soil and Croton 
water pipes connected and extended and all necessary fixtures to make the above complete 
upplied. 

President of Board of Public Improvements. 

I porcelain-lined water cooler and stand ; i dozen 14-inch desk baskets, a supply of law 
books ; 7 toilet cabinets with a supply of clean towels weekly ; 125 yards of Wilton velvet carpet 
was furnished, lined and laid in above office ; i 5-foot oak table ; 3 office chairs ; i roll-top type- 
i¥riter desk ; I desk chair and BuUinger's Guide for year furnished. Also i Yale lock with 
mortise bolt and 3 keys furnished. Map cases with maps attached were moved from No. 346 
Broadway to above office and same securely fastened as directed. The floors of the above office 
were shellacked. Doors of office were lettered as directed. 38 feet of iron railing, with gates, 
springs, hinges, etc., complete, all finished in gold bronze was furnished and put up. Also 
shelving was put up as directed. 

Department of Street Cleaning. 

I small table, 3 oak tables, 2 5-foot R. T. de^s, 2 revolving desk chairs, i dozen cane-bot- 
tom bentwood chairs, i 6-foot high desk and i oak S-day clock furnished. The doors of the above 
office were lettered as directed. Carpet and linoleum was laid in above offices as directed. 

Department of Bridges. 

I tabulating machine was furnished and put on typewriter, i 5-foot roll-top desk, 3 revolving 
desk stools, 8 cane-seat chairs, 2 settees, 3 flat-top desks, i Greater New York Business Directory, 
6 desk baskets, 14 yards of carpet was furnished and laid, doors of offices were lettered as directed, 
9 feet of iron railing, with gate, springs, hinges, locks, etc., with mahogany top rails, all finished 
in gold bronze, was furnished and erected in above office. 

Department of Water Supply. 

Safe, books, papers, furniture, etc., were removed from previous to present office. Doors of 
offices were lettered as directed, 2 5-foot 6-inch roll-top desks, 2 revolving desk chairs, i Eureka 
blotter baths and 2 dozen cloths were furnished. A call bell outfit, with the necessary wiring, etc., 
complete, was furnished and installed, and 6 electric motor fans were entirely overhauled and 
repaired. About 242 feet of quf rtered oak partition was furnished and put up as directed. 
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Department of Sewers. 

Twelve roll-top desks, 2 flat-top desks, 6 revolving chairs, ii high revolving stools, 2 oak 
tables, I high bookcase, i revolving bookcase, three 6-foot high desks, 34 cane-seat bentwood 
chairs, 2 ilat-top desks, i roll-fop typewriter desk, 6 water coolers and stands, three Greater 
New York Business Directories and i Remington typewriter furnished ; 48 yards of linoleum was 
furnished and laid. Doors of offices were lettered as directed ; 21 feet iron railing, with mahog- 
any top rail having necessary gates, springs, hinges and lock, all finished in gold bronze, was 
furnished and erected in above offices. 

Department of Highways. 

One *' Bailey *' letter-press and stand, 2 double 6-foot high desks, 4 3-foot 6-incb high desks, 
I 4-foot high Japanese screen, 5 roll-top desks, 10 36-inch drawer document file cases, I hat-rack, 
8 high revolving chairs, 48 cane-seat bentwood chairs, 5 flat-top desks, 4 small desks, 2 door 
mats, I oak table 36 by 60, and i Q-foot standing high desk furnished ; 145 yards of best quality 
Wilton velvet carpet was furnished and laid ; 183 yards of best quality linoleum was also fur- 
nished and laid. Safes were removed as directed ; i 8-day oak clock, 5 porcelain-lined water 
coolers and stands, 4 Greater New York Business Directories, and a supply of law books furnished. 
The doors of offices were lettered as directed ; 96 feet of iron railing with mahogany top rail, 
together with necessar>' gates, springs, hinges and locks, all finished in gold bronze, was fur- 
nished as directed. 

Corporation Yards. 

Rivington Street— Defective tin on roof of offices and sheds was cut out and replaced with 
new tin, painted bottom and top. 

Department of Public Buildings, Lighting and Supplies. 

1,000 ** bid " envelopes, 3 blank books^ 12 desk baskets, 1 four-foot step-ladder, 2 wardrobes, 
i,ooo estimate blanks, 3 desk pads, 1,000 order blanks, 600 copies blank contracts, a supply of 
air-cushion rubber stamps i set of rubber type, i holder, 4 band-dating stamps, 2 bottles of stamp 
ink, 9 stamp racks, i self-inking stamp, i self-inking stamp repaired, 2 self-inking pads, 12 nigs, 
8 yards of rubber runner, i library table, I Greater New York Business Directory, i cocoa mat 
with border, and i letter-press and stand, were furnished. All the floors of offices were shellacked 
and doors lettered as directed. 

Bureau of I^mps and Gas — i five-foot roll-top desk, 2 revolving desk chairs and I eight-foot 
standing desk furnished. 

Electrical Bureau — i five-gallon porcelain lined water cooler, 8 oak high-back chairs, I oak 
stand desk, i oak cabinet for books, i Greater New York Business Directory, and 6 typewriter 
chairs furnished. The portable ammeter in above office was entirely overhauled, repaired and 
put in first-class order. One No. 6 wire circuit was run from cut-out in hall to above office for 
testing purposes. The following electrical supplies were furnished : 8 double pole-knife switches, 
I coil No. 14 flexible cord, i coil No. 18 flexible cord, 100 feet No. 6 B. S. wire and 50 feet of 
moulding. Also i Crocker- Wheeler special design shunt-wound double field motor dynamo, 
wound for a direct current imput of about 24 amperes at 115 volts, the alternating carrent oatput 
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of between lO and 15 amperes at 110 volts, having a frequency of approximately 20 cycles per 
second ; one switch-board having the following mounted on same : i D. P. 50 amp. polished 
copper blade switch with safety catch holders ; I automatic undeiload release starting rheostat ; 
I rheostat for varying strength of motor fields ; i rheostat for varying strength of dynamo 
fields ; the switchboard and fittings were of durable construction and so arranged and connected 
that all wires run behind the board, the board was backed up with slate so as to permit it being 
mounted directly upon the wall. 

Bureau of Assistant Engineer — i Thompson improved indicator with three springs (two 40- 
pound and one 50-pound) ; I reducing and i plan meter. Also the following supplies : Steel 
straight edge No. 2030 36-inch Higgins black general drawing ink, i pint ; ^ pint Higgins car- 
mine ; blue, green and yellow waterproof ink ; %, dozen W. & N. Sepia in full pans, and ^4 dozen 
W. & N. Viridian full pans ; 2 black sable brushes, i set of inks in box, 2 pencil files, i box 
thumb tacks, and i drawing pen for red ink were furnished, i map of the Borough of Manhat- 
tan on sheets, scale 400 feet to inch, was furnished. 

Bureau of Meter Tests — 200 pounds solder ; 2 Bat brushes, 4 sash tools, 25 pounds putty and 
10 quarts muriatic acid furnished. 

Bureau of Repairs and Supples — 3 blank books ; 5,000 coal receipts in duplicate ; i lubber 
tire case truck ; 1 flat-top double desk furnished. And to make the necessary repairs to awnings 
the following supplies were furnished : Twine, marline blocks, slides, lines, eye ends, cleats 
and screw eyes ; 28 wooden cases for moving books, paper, etc., were furnished the several 
departments. The order for use of horse and wagon for Superintendent was renewed ; coal and 
wood for heating, etc., ice, brooms, pails, soap, waste-paper baskets, soap, sapolio, sponges, mop 
handles, feather dusters, scrubbing brushes, cuspidorcs, ash cans, etc., for use of the different 
public buildings, courts and offices in care of this Department were furnished ; among the many 
items of repairs made to the different public buildings, courts and offices not hereinbefore 
mentioned are plumbing, steam-fitting, carpentering, plastering, mason- work, painting, electrical 
work, repairing furniture, etc., and for use of mechanics in the employ of this Department, a 
supply of lumber, hardware, paints, varnish, etc., were furnished. 

Free Floating Baths — The baths (15 in number) were towed from their winter quarters to their 
respective berths on the East and North rivers, after extensive alterations to the pontoons, fenders, 
painting, roofing, etc., were made. All the gangways were repaired. Anchors and chains for 
Battery, East Fifty-first and East One Hundred and Thirty-sixth Street Baths were removed from 
storage quarters and properly fastened to moor above baths securely. The gas-fittings on all baths 
were repaired and connected to meters. Caps and badges for use of attendants furnished. The 
usual cleaning supplies, lumber, hardware, etc., for repairing furnished ; 37 pumps were overhauled 
and repaired, new parts replacing defective and worn parts. The following supplies were fur- 
nished : 20 new galvanized -iron pumps, 2 dozen wooden chairs, 20 galvanized-iron lamps, 15 
agate basins, 12-inch ; 2 enameled ^water coolers, 10 gas lighters, 18-inch ; 18 gas hose, 4 feet ; 
1 box of sapolio, 2 boxes coach candles, 100 pounds ; 2 dozen cotton mops, 2 dozen scoop nets, 
complete ; 2 dozen scoop, coarse, and 2 dozen fine scoop nets, 50 heavy rubber treads, 5 by 18 ; 
60 heavy rubber treads, 10 by 24; 2 pair ash oars, 7-feet ; 2 dozen mop handles and i dozen 
stable lanterns (red globes), tie rods, corner irons, ring eye and bolts, hangers, turn buckles, 
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washers, etc., were furnished and placed as directed. The baths were open to the public on June 
15, 1899. 

Public Comfort Stations, City Hall Park — To operate fan motors the order for use of electric 
current was renewed. I Wrigley flexible auger, 150 feet, 5 ply, ^-inch rubber hose with nozzle, 
couplings, reel, etc., complete, and the usual cleaning supplies were furnished. 

BOROUGH OF THE BRONX. 

Municipal Building. 

Doors of offices and bulletin board were lettered as directed, 112 hooks properly fastened to 
walls for use of window cleaners were furnished and put up, 5 toilet closets, together with marble 
backs, platforms and partitions, were taken down from second floor and replaced with 5 new 
** Inodera " closets and new material furnished where necessary. All vent connections, etc., were 
made. 12 yards of canvas and a supply of Garlock packing for use of engineer furnished ; 27 
window awnings with the necessary fixtures, ropes, pulleys, etc., complete, were furnished and 
put up on windows of above building. Partitions were erected, painted, varnished, etc., on second 
floor of above building. 

Finance Department. 

I^puty Receiver of Taxes — The partitions in above Department were varnished and rubbed 
down. 

Auditor's Office. — i desk overhauled, repaired, varnished and rubbed down ; 2 double-pedes- 
tal desks with drawers, 8 by 5, were furnished. 

Department ok Taxes and Assessments. 
I porcelain-lined water-cooler and stand furnished. 

President of Borough of The Bronx. 

Toilet cabinet with a supply of clean towels weekly and a porcelain-lined water-cooler and 
stand furnished. 

Second District Municipal Court. 

I 5-wheel Bates numbering machine, I United States dater, 2 caster racks, 2 covers for 
rubber stamps, 37 rubber stamps, i self-inking stamp, and i porcelain-lined water-cooler and 
stand furnished. 

President Board of Public Improvements. 

I 4-foot revolving bookcase, I No. 6 Remington machine, I typewriter table, 12 revolving 
high stools, and 2 3-fold 6 feet high Japanese screens furnished. The partitions in the above 
office were painted, grained and varnished. 

Department of Highways. 

Partitions in above office were painted, grained, varnished and nibbed down, I sanitary 
antique oak washstand, 2 roll-top desks, 2 revolving desk chairs, and 2 cane-seat office chairs 
were furnished. 
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Department of Sewers. 
I water-cooler and stand furnished. 

Department of Bridges. 

48 yards of best quality velvet carpet was furnished and laid in office of above Department, 
3 5-foot roll-top desk, i flat-top desk, i 8-feet high desk, 2 high revolving chairs, 6 cane-seat 
bentwood chairs, 4 revolving chairs, 1 table, 7 feet by 3 feet 6 inches ; 6 office chairs, 2 dating 
stamps, I 36-drawer document file cabinet, and 2 oak 8-day clocks furnished. 

Department of Public Buildings, Lighting and Supplies. 

Coal and wood for healing, etc., together with cleaning, supplies, etc., for use of the several 
public buildings, courts, offices, etc., in care of this Department, were furnished. 

Very respectfully, 

BARTHOLOMEW DONOVAN, Superintendent, Repairs and Supplies. 



DOCUMENT "D." 

Department of Public Buildings, Lighting and Supplies, ) 

Bureau of Lamps and Gas, J- 

New York, July 12, 1899. ) 

Hon, Henry S. Kearny, Commissioner : 

Sir — In compliance with the directions contained in your letter of the 15th ultimo, I herein 
submit a report of the transactions of the Bureau of Lamps and Gas for the boroughs of Manhattan 
and The Bronx, for the quarter ending June 30, 1899 : 

Exhibit '* A *Ms a statement showing the amounts on vouchers for gas and electric currents 
supplied to the various public markets, offices, armories, etc., and for lighting public lamps. 

Exhibit «• B" is a summary of the appropriation for ** Lamps and Lighting," 1899, showing 
vouchers drawn during the quarter, amounting to twenty-nine thousand nine hundred and fifty- 
seven dollars and forty-three cents ($29,957.43), with liabilities amounting to two hundred and 
ninety-three thousand two hundred and four dollars and fifty-three cents ($293,204.53). 
These liabilities consist of claims from the various gas and electiic-lighl companies for the lighting 
and maintenance of the public lamps, and for gas to the various public markets, offices, armories, 
etc., for the months of April, May and June, which claims cannot be audited for the reason that 
contracts have not as yet been entered into for said work. 

Exhibit «*C " is a summary of the lamp account, and this shows the number of new lamps 
lighted, old lamps relighted and lamps discontinued during the quaiter ; one hundred and fifty- 
three new gas lamps, eighteen new naphtha lamps, forty-two new Wcl>bach naphtha lamps, and 
thirty-seven new electric lamps have been lighted ; thirty-nine gas lamps have been relighted, two 
hundred and forty-seven gas lamps and nineteen naphtha lamps discontinued. The total number 

3 
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of lamps lighted on June 30 was twenty-four thousand nine hundred and eighty-two gas, one 
thousand five hundred and eighty-one naphtha, four hundred and forty-one Welsbach naphtha, 
and four thousand three hundred and ninety electric lamps, making a total of thirty-one thousand 
three hundred and ninety-four lamps. 

Exhibit ** D " is a statement showing the candle-power of the gases supplied to the city by 
such of the gas companies as are within reach of our photometric stations. 

The following statement will show the average amount of impurities found in the gases of the 
several gas companies, as determined by £. G. Love, Ph. D., the Gas Examiner at the labora- 
tories of this Department. 



Of What Company. 



Consolidated Gas Company — 

Branch x 

Branch a 

Branch 3 

Branch 4 

Branch 6 

New York Mutual Gas Company 
Equitable Gas-light Company. . . 
Standard Gas-light Company.... 
East River Gas Company 



Sulphur. 

(Grains m 

100 Cubic 

Feet.) 


Ammonia. 
(Grains in 
100 Cubic 

Feet.) 


SULFH'.'E. 

ETTSD 
HVDROGEM. 


7.46 


0.40 


Trace. 


14. 03 


x.oa 




7.08 


0.34 




Z6.14 


1.48 




8.02 


o.ao 


Trace. 


7.66 


O.X4 




8.06 


o.x8 




9.00 


0.36 




7-94 


0.20 





The followmg will show the specific gravity of the gases : 

Consolidated Gas Company — 

Branch i 

Branch 2 

Branch 3 

Branch 4 

Branch 6 

New York Mutual Gas-light Company 

Equitable Gas-light Company 

Standard Gas-light Company 

East River Gas-light Company 



648 
560 
688 

546 
664 

7H 
66S 
644 
672 



The following statement will show the average maximum and minimum pressure on the mains 
of such companies as connect with our photometric stations, as recorded on the pressure registers 
during the quarter, the average being made for the time during which the public lamps are 
required to be kept lighted : 
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Of What Company. 



Consolidated Gas Company — 
Branch i 

Branch s.- 

Branch 3 

Branch 4 ,. 

Branch 6 

New York Mutual Gas Company 

Equitable Gas Company 

Standard Gas Company 

East River Gas Company 



Average 
Maximum 
Pressure. 


Average 

Minimum 

Pressure. 


Inches. 


Inches. 


a. 09 


a.oa 


3.61 


a. 04 


4.70 


a. 63 


3.06 


a.oa- 


3.08 


t.Sxj 


4.ti 


3»4 


3.50 


a. ox 


1.87 


i.8a| 


»-53 


a. 19} 



Wherr Takbn. 



Comer Bowery and Grand street. 



ago 

^^ w* 

^ o 



Seventy-ninth street, between Second and Third ) 

avenues | 

8x ^ Seventy-ninth street, between Second and Third \ 



avenues 
Corner Bowery and Grand street. 



Seventy-ninth street, between Second and Third \ 
avenues f 

Seventy-ninth street, between Second and Third \ 
avenues J 



Z.66 
1.66 

3.84 
3-35 
Z.05 
z.6z 
8.18 
z.05 
1.39 



Yours respectfully, 

S. McCORMICK, Superintendent of Lamps and Gas. 



Exhibit ««A/' 

Statement showing the amounts on vouchers drawn for supply of gas, etc., to the various 
public offices, markets, armories, etc., and for the lighting and maintenance, etc., of the public 
lamps for the second quarter of year 1899. 

Pay-roll of Lamp-lighters, etc 

Gas examinations 

Cartages 

Rents of photometric stations 

Boulevard globes 

Repairing, etc., street lami>s 

New street lamps 

Lamp irons 

Cross-heads 

Postage 

Central Bridge Tender's house 

Branch Department of Buildings 

Repair Shop, Water Supply, No. 3366 Third avenue 

Repair Shop, Water Supply, Third avenue, between One Hundred and Eighty-eighth 

and One Hundred and Eighty-ninth streets. 

Second District Municipal Court Building, The Bronx 

Sixth District Magistrate's Court, The Bronx 

Chief Engineer Water Supply, Highbridge 



1240 00 


324 00 


539 00 


240 00 


45655 


375 00 


225 00 


300 00 


275 00 


15 50 


5 69 


II 50 


893 


827 


29 


5 13 


5 42 
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Keeper's house, Water Supply, Highbridge H 99 

Headquarters Volunteers Seventy-third Regiment 25 14 

Municipal Building, Crotona Park, The Bronx ... 115 7i 

Municipal Building, Crotona Park — Electric-lighting 296 01 

Branch Municipal Building, Williamsbridge — Electric-lighting 14 38 t 

Law Department — Electric-lighting 201 52 

City Hall— Electric-lighting 314 34 

Paymaster's Offices — Electric-lighting 3^5 79 

Public Comfort Station — Electric-lighting 102 48 

Department of Sewers — Electric-lighting 16 01 

Receiver Department of Taxes — Electric-lighting 10 40 

Sheriff's Office — Electric-lightmg '9 74 

Department of Bridges— Electric-lighting 7 4S 

Surveyor, Department of Taxes — Electric-lighting 2 48 

Seventh Regiment Armory — Electric-lighting If278 47 

Ninth Regiment Armory — Electric-lighting ^. 554 33 

Twenty -second Regiment Armory — Electric-lighting 1S4 02 

Armory Ship •* New Hampshire **— Electric-lighting 498 82 

Lighting public electric lamps, The Bronx 18,257 73 

Lighting public electric lamps, Manhattan 236 25 

Lighting public Welsbach naphtha lamps, Manhattan 3»045 <^ 

Lighting public naphtha lamps, The Bronx I»370 06 

^29,957 43 



Exhibit ''B." 

1 

Summary of the appropriation for "Lamps and Lighting,'* for 1899, boroughs of Man- 
hattan and The Bronx, showing the amounts drawn on vouchers during quarters ending March 31 
and June 30, 1899, with balance to the credit of the appropriation : 

Amount of appropriation ** Lamps and Lighting," 1899, Manhattan and The 

Bronx $1,340,236 00 

Amount of vouchers drawn first quarter ending March 31 $30,893 49 

Amount vouchers drawn second quarter ending June 30 29,957 43 

60,850 92 

Balance against which no vouchers have been drawn $i»279,385 08 

Otifstandin^ Li abilities ^ Second Quarter, 

Consolidated Gas Company, lighting lamps $81,231 85 

Equitable Gas-light Company, lighting lamps I i,6ii 86 

Standard Gas-light Company, lighting lamps 6,850 89 

Central Union Gas Company, lighting lamps 1 1,045 81 

Northern Union Gas Company, lighting lamps 21,073 49 
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Yonkers Gas-light Company, lighting lamps S5»255 66 

New York and New Jersey Globe Gas-light Company, lighting lamps 7,268 60 

Brash Electric Illuminating Company, lighting lamps. 3i>832 60 

Edison Electric Illuminating Company, lighting lamps 18,050 50 

Harlem Lighting Company, lighting lamps 3*265 70 

Manhattan Electric-light Company, lighting lamps 26,314 60 

Mount Morris Electric-light Company, lighting lamps 20,727 60 

North River Electric Light and Power Company, lighting lamps 39i66o 75 

Pelham Electric Light and Power Company, lighting lamps 3,129 60 

Consolidated Gas Company, lighting public offices 2,470 17 

Equitable Gas-light Company, lighting public offices 622 77 

Equitable Gas-light Company, lighting public armories 1*49^ 57. 

East River Gas Company, lighting public offices and armories 1*293 51 

$293,204 53 

SUMMARY. 

Balance of Appropriation against which no vouchers have been drawn %^i^79t3^5 08 

Outstanding liabilities, first quarter $290,620 36 

Outstanding liabilities, second quarter 293,204 53 

583,82489 

Balance available $695,560 19 



Exhibit **C." 



^^ummary of the Lamp Account, showing the number of new lamps lighted, old lamps 
relighted and lamps discontmued by each gas and electric company during quarter ending 
June 30, iSqq : 



Borough 0/ Manhattan. 

GAS LAMPS. 

Consolidated Gas Company, Branch i — 

N umber of lamps lighted March 31, 1899 

Number oi new lamps lighted during the quarter. 
Number of old lamps relighted during the quarter, 

L.ess lamps discontinued during the quarter 

Number of lamps lighted June 30, 1899 



a,oo6 


2,007 

4 







2,003 
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Consolidated Gas Company, Branch 2— 

Number of lamps lighted March 30. 1899 

Number of new lamps lighted during the quarter.. 
Number of old lamps relighted during the quarter . 



Less lamps discontinued during the quarter. 
Number of lamps lighted June 30, 1899 



Consolidated Gas Company, Branch 3 — 

Number of lamps lighted March 31, 1899 

Number of new lamps lighted during the quarter. . 
Number of old lamps relighted during the quarter. 



Less lamp discontinued during the quarter. 



Number of lamps lighted June 30, 1899. 



Consolidated Gas Company, Branch 4 — 

Number of lamps lighted March 31, 1899 

Number of new lamps lighted during the quarter. 
Number of old lamps relighted during the quarter . 



Less lamps discontinued during the quarter 

Less lamps discontinued on account of electric lights . 



Number of lamps lighted June 30, 1899. 



Consolidated Gas Company, Branch 6 — 

Number of lamps lighted March 31, 1899 

Number of new lamps lighted during the quarter . . 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter. 
Number of lamps lighted June 30, 1899 



Total number of lamps lighted by Consolidated Gas Company, June 30, 1899.. . 

Equitable Gas-light Company — 

Number of lamps lighted March 31, 1899 

Number of new lamps lighted during the quarter 

Number of old lamps relighted dui4ng the quarter 

Less lamps discontinued durine the quarter 

Less gas lamps discontinued on account of electric lights 

Number of lamps lighted June 30, 1899 



1.019 
7 

X 



1,090 

X 



3'534 
4 
5 



6 
146 



6,876 

X7 
»7 



3*435 

3 



8 

4 



1,097 
xz 



x,o9x 

X 



3.543 



15a 



6,9x0 
x6 



3.437 



X3 



1,016 



1,090 



3.J9* 



6.694 



X4.394 



3.495 
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Standard Gas-light Company, Madison Square Branch — 

Number of lamps lighted March 31, 1899 

Number of new lamps lighted durbg the quarter 

Number of old lamps relighted during the quarter . . . .■ 

Less lamps discontinued during the quarter 

Number of lamps lighted June 30, 1899 

Standard Gas-light Company, Hariem Branch- 
Number of lamps lighted March 31, 1899. 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Leas lamps discontinued during the quarter 

Number of lamps lighted June 30, 1899 

Total number of lamps lighted by Standard Gas-light Company, June 30, 1899.. 



Borough of Th* Bronx, 
Central Union Gas Company — 

Number of lamps lighted March 31, X899. 

Number of new lamps lighted during the quarter < 

Number of old lamps relighted during the quarter. 

Less lamps discontinued during the quarter. 

Number of lamps lighted, June 30, 1899 

Northern Union Gas Company — 

Number of lamps lighted March 31, 1899 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Number of lamps lighted June 30, 1899 , 

Yonkers Gas-light Company — 

Number of lamps lighted Maich 31, 1899 

Number of new bmps lighted during the quarter , 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Number of lamps lighted June 30, 1899 , 

Total number of gas-lamps lighted June 30, 1899 



648 I 



i,a6K 



»|633 

65 

5 



8,803 

54 
10 



733 



650 

a 



648 



4 



i.a57 



«»703 



a,866 
a6 



734 
8 



1,905 



1,69a 



2,840 



736 
24,98a 
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Borough of Manhattan. 

NAPHTHA LAMPS. 

New York and New Jersey Globe Gas-light Company — 

N umber of lamps lighted M^irch 31, 1899, Central Park 

Number of lamps lighted March it, 1899, Riverside drive 

Number of lamps lighted March 31, 1899, Momingside Avenue, West. 
Number of bmps lighted March 31, 1899. Momingside Park 



Number of lamps lighted June 30, 1899 

Borough 0/ The Bronx. 
New York and New Jersey Globe Gas-light Company — 

Number of lamps lighted March 31, 1899, Woodlawn Heights 

Number of lamps lighted March 31, 1899, Wakefield 

Number of lamps lighted March 31, 1899, Eastchester 

Number of lamps lighted March 31,1899, Williamsbridge 

Number of lamps lighted March 31, 1899, Bronx and Pelham parkway. 

Number of lamps lighted March 31, 1899, Bronx Park 

Number of lamps lighted Ma'ch 31, 1899, Cedar Park 

Number of lamps lighted March 31, 1899, Claremont Park 

Number of lamps lighted March 31, 1899, Crotona Park 

Number of lamps lighted March 31, 1899. Gun Hill road 

Number of lamps lighted March 3f , 1899, Mosho'u parkway 

Number of lamps lighted March 31, 1899, Mosholu avenue < 

Number of lamps lighted March 31, 1899, S'* Mary's Park 

Number of lamps lighted March 31, 1899, Van Cortlindt Park 

Number of lamps lighted March 31, 1899, Washington Bridge 

Number of new lamps lighted during the quarter, Williamsbridge 

Number of new lamps lighted during the quarter, Wakefield 



Less lamps discontinued durin; the qusrtcr, Wakefield 

Less lamps discontinued during the quarter, Williamsbridge. 

Total number of naphtha lamps lighted June 30, 1899. 

Borough of Manhattan, 
Wei-sbach Naphtha Lamp?. 
Welsbach Street Lighting Company of America — 

Number of lamps lighted M arch 31 , 1899, Central Park 

Number of lamps lighted March 31, 1899, Riverside Drive.... 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 



Number of lamp<i lighted June 30, 1899. 



191 
133 

«5 

If 



33 
«45 

88 
360 

«59 

«3X 
18 

54 

98 
?4 
67 
7a 

59 
6z 

24 



16 

3 



39« 
8 



4a 



«79 



'.303 



x8 



5 



399 



4a 



44X 



379 



x,6oo 



«9 



t.SBx 



44« 
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Elsctric Lamps. 
Brush Electric IlluminatinK Company- 
Number of lamps lighted March 31, 1899 

Number of new lamps lighted during the quarter.., 
Number of old lamps relighted during the quarter . 
Less lamps discontinued during the quarter 



Number of lamps lighted June 30, 1899. 



Edison Electric Illuminating Company- 
Number of lamps lighted March 31, 1899 

Number of new lamps lighted during the quarter. . 
Number of old lamps relighted during the quarter. 
Less lamps discontinued during the quarter 



Number of lamps lighted June 30, 1890. 



Harlem Lighting Company — 

Number of lamps lighted March 31, 1899 

Number of new lamps lighted during the quarter. . 
Number of old lamps relighted dtu'iag the quarter. 
Less lamps discontinued during the quarter 



Number of lamps lighted June 30. 1899. 



Manhattan Electric-light Company — 

Number of lamps lighted March 31, 1899 

Number of new lamps lighted diuring the quarter. . 
Number of old lamps relighted during the quarter. 
Less lamps discontinued during the quarter 



Number of lamps lighted June 30, 1899 



864 ' 



444 



85 



721 



864 



864 



444 



444 



85 



85 



721 



721 



Mount Morris Electric-light Company — 

Number of lamps lighted March 31 , 1899 

Number of new lamps lighted during the quarter. . . 
Number of old lamps relighted during the quarter. 
Less lamps discontinued during the quarter 



Number of lamps lighted June 30, 1899. 



550 
s8 



578 



578 



Total number of electric lamps, Borough of Manhattan, June 30, 189^... 



2,69a 
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Borough of TVie Bronx. 

North River Electric-light and Power Company- 
Number of lamp< lighted March 31. 1899 

Number of new lamps lighted during the quarter . 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter 



Number of lamps lighted June 30. 1899. 



Bronx Gas and Elect nc Company- 
Number of lamps lighted March 31, 1899 

Number of new lamps lighted during the quarter. 
Number of old lamps relighted during the quarter 



Less lamps discontinued during the quarter 



Number of lamps lighted June 30, 1899, 



Pelham Electric-light and Power Company — 

Number of lamps lighted March 31, 1899 

Number of new lamps lighted during the quarter. . , 
Number oi old lamps relighted during the quarter 



Less lamps discontinued during the quarter. 



Number of lamps lighted June 30, 1899. 



Eastchester Electric Company — 

Number of lamps lighted March 3r, 1899 

Number of new lamps lighted during the quarter.. 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter 



Number of lamps lighted June 30, 1899. 



964 
9 



973 



973 



570 



SV> 



86 



69 



Total number of electric lamps in Borough of The Bronx, June 30 

Total number of electric lamps in Borough of Manhattan, June 30 



Totnl number of electric lamps. Boroughs of Manhattan and The ) 
Bronx, June 30 f 



••••■* 



570 



86 



86 



69 



69 

1.698 
2,692 

4.390 
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RECAPITULATION. 



Number of gas lamps lighted March 31, 1899 

Number of naphtha lamps lighted March 31, 1899 

Number ot electric lamps lighted March 31, 1899 

Number of Welsbach naphtha lamps lighted March 31, 1899 

Number of new gas lamps lighted during the quarter 

Number of new naphtha lamps lighted during the quarter 

Number of new electric lamps lighted during the quarter 

Number of new Welsbach naphtha lamps lighted during the quarter. 

Number of old gas lamps relighted during the quarter 

Number of old naphtha lamps relighted during the quarter 

Number of old electric lamps relighted during the quarter 



gas lamps discontinued during the quarter 

Less naphtha lamps discontinued during the quarter 

Less gas lamps discontinued on account of electric lights. 



Total number of lamps lighted June 30, z^. 



a5.037 

1.583 

4.353 

399 


3«.37« 

250 
39 


«53 
18 

37 
4a 


39 


97 

»9 

150 


966 


1 



3f.66o 



s66 



3«.394 
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Exhibit 

Statement giving the illuminating power, in candles, of the gases supplied to the city by the 

observations at the Photometrical Rooms of the 



Month of- 



April 

May 

June 

Distance from ) 
gas works... { 

Testing burner -J 



East River Gas 
Company. 



Illuminating Power 
in Candles. 



M 
V 

2 



26.08 
34.08 

84.38 



V 

JS 
bO 



38.84 
36.84 
35.10 



V 

M 

r% 
U 
V 

> 

< 



27. 13 

36.34 
24 -74 



1.39 miles. 

Bray's Slit Union 
No. 7. 



Consolidated Gas 


Consolidated Gas 


Consolidated G.\s 


Company, 


Company, 


Company, 


Branch i. 


Branch 3. 
Illuminating Power 


Branch 3. 


llluminntinR Power 


Illuminating Power 
in Candles. 


in Candles. 


in Candles. 


• 


J \ « 




•: V 




u 


• 

e 




„, > U) 


w 


M 


w 


fc 


M 


M 


V 


£ I e 




4) 




C 




ff 


9 


U V 


> 


M 


0) 


> 


M 





2 


5 ^ 


2 


X 


> 

< 


2 


X 


> 
< 


31.76 


1 
34.98 1 33.13 


31.49 


23.17 


22. Jl 


34.84 


97.56 


a6.oa 


31.04 


2344 1 a»-75 


93.88 


34.46 33.47 


36.88 


97.56 


30.84 


34.64 


86.36 


35.30 


33.74 


35.41 33.46 


36.84 


39 3a 


97.96 

■ 


Z.86 miles. 


1.60 miles. 


3.84 miles. 


Bray's Slit Union 


Bray's Slit Union 


Bray's Slit Union 


No. 7. 


No. 7. 


No. 7. 



45 



D. 



f « 



sveral gas-light companies during the quarter ending June 30, 1899, as shown by the daily 
>epartinenc of Public Buildings, Lighting and Supplies. 



CCNSOLI DATED GaS 

Company, 
Branch 4. 



lUuminatina Power 
in Candles. 



o 



90.60 
ao.84 
31.90 



0> 

Ml 

X 



M 

ci 

u 

> 

< 



91.50 



31. 16 



93.00 33.5a 

95.40 ; 39.70 



3.38 miles 

Bray's Slit Union 
No. 7. 



Consolidated Gas 
Company, 
Branch 6. 



New York 

Mutual Gas-light 

Company. 



Illuminating Power i Illuminating Power 



in Candles. 



I 



in Candles. 



n 

2 



91.50 
93.00 

33. 39 





V 




M 


bfl 


*rf 


9J 

J3 


s 




M 


V 


» 


• mm 

X 


> 

< 


.3 


39. qo 


31.98 


S6.30 


34.84 


33.78 


37.73 


35. xo 


33.91 


37.00 



I/) 
«> 



V 

bC 
a 

u 

> 

< 



Equitable 



Standard 



Gas-light Company. jGas-ught Company. 

I 



Illuminatinc; Power 
in Candles. 



M 

2 






0) 

> 

< 



37.54 36.64 36.33 37.33 ' 36.62 
33. 58 , 38.16 35.34 37.38 I 95.93 



1.05 miles. 

Bray's Slit Union 
• No. 7. 



37.63 



37.39 an -29 



35.64 ; 34.83 



Z.60 miles. 

Bray's Slit Union 
No. 7. 



3.79 miles. 

Bray's Slit Union 
No. 7. 



Illuminating Power 
in Candles. 









*» 


. 

1/) 


& 






e 


> 


tc 


t 





.M 


> 


U 


X 


< 


35.69 


35.90 


35.71 


36.03 


98.46 


37.83 


23 04 


95.80 


84.37 



X.05 miles. 

Bray's Slit Union 
No. 7. 
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DOCUMENT "E." 

City of New York, 
Department of Public Buildings, Lighting and Supplies, 
Office of Assistant Engineer, Nos. 13 to 21 Park Row, 

New York, August i, 1899. 

Hon, Henry S. Kearny, Commissioner : 

Sir — In accordance with your instructions I submit herewith a statement of the transactions 
of this office for the quarter ending June 30, 1899. 

Men have been employed outside in checking the number and location of new street lamps 
and of lamps shown on maps previously compiled. A new map of the streets and parks of Man> 
hattan on a scale of 400 feet to the inch has been completed from the Battery to Fourteenth street, 
showing 1,108 arc lights and 3,939 gas lamps, the latter designated as Standard Consolidated or 
Equitable ; ordinary lamps, Welsbach or fire-alarm. 

A series of maps, showing the present street system of the Borough of Manhattan, has been 
prepared on a 400-foot scale for use in extending this work. 

Tracings of the entire Borough of The Bronx have been made and prints of same taken for the 
use of men in the field. 

An iridex map of the region below Fourteenth street has been compiled, showipg the names of 
all churches, schools and public places furnished by this Department with extra lights, and 
ncludes : 

78 churches and schools connected with them, with 201 street lamps. 

5 primary schools, with 10 street lamps. 

18 grammar schools, with 42 street lamps. 

1 1 hospitals, police stations, etc., with 24 street lamps. 

Progress has been made in the office on maps showing the distribution of the mains of each 
gas company in the streets of Manhattan and The Bronx. 

Inspection has been continued oi the lighting in public buildings and a weekly record kept 
of the gas Registered by each meter, by means of special report cards furnished each janitor, and 
returned by him to this office. 

During the year 1898 the pressure of gas in all important buildings was reduced to a uniform 
pressure of ten-tenths or less, and in many the Welsbach system was introduced. A general saving 
has resulted as shown in the following table comparing the consumption of gas for the second 
quarter of 1899 with the average of the corresponding quarters of the years 1894 to 1897, inclusive. 
The year 1898 is omitted as a period of partial change. 

The question of improvements and economies in the use of fuel in the public buildings has 
received careful attention and will form the subject of a special report. 

Very respectfully, 

FRANK D. LEFFINGWELL, Assistant Engineer. 



47 

Comparative Statement showing Consumption of Gas in Public Buildings during Second Quarter. 



Building. 



Washington Market 

Catharine Market 

Fnlton Market 

Centre Market 

Clinton Market 

Union Market 

Tompkins Market 

Jefferson Market 

Brown Stone Building 

Harlem Court-house 

New Court house 

Fifty-fourth Street Court-house 

County Jail 

Clock Tower 

Register's Office 

Eighth Regiment Armory 

Twelfth Regiment Armory 

Twenty-second Regiment Armory.. 

Sixty-ninth Regiment Armory 

Serenty-first Regiment Armory 

Squadron ** A" Armory 



1894. 



Cu.ft. 
708,900 

46,000 

54a,9<» 
107,300 

169,600 
17,000 

i63,4co 
71,900 

2x6,500 

1x7,600 
x,8a3,xoo 



354,600 

843,600 

83,900 

842,600 

8x5.000 
191,600 
361,800 



1895. 



Cu. it. 
682,000 

46,000 
509,800 

76,400 
151.800 

22,900 
173.400 

97.»<» 
97,xoo 

179,500 
1.585.X00 

339,900 
300,600 
93.100 
693,600 
364,200 

579.900 
190,800 

X,990,OCO 



1896. 



Cu. ft. 
647,000 

5 '.300 
539,100 
240,600 
«54»5oo 

2x3,000 

99.400 

68,400 

145,000 

«.657.oco 

998,603 

XX0,900 

136,700 
946,300 
985,800 
759,800 
284,800 
854,900 

418,900 



1897. 



Cu.ft. 

644.500 

53.300 

524,800 

i8x,6oo 
x29,9oo 

243.800 
88,800 

9<S,900 
163,100 
1.523.700 
143,300 
462,800 
I47.203 

x 95,000 
77x,xoo 
499,900 

X,224,40O 

x83,ooo 

x,099,ooo 

7x0,000 



AVE'AGB. 



Cu. ft. 

670,800 

49,2co 
594,900 
X 26,500 

i5«.5oo 
14,900 
X98,20o 
89,200 
249,300 
549,600 
x,647,ooo 
i43.aoo 
337,100 
900,400 
109,500 
8x3,400 
364,500 
843,000 
x87,6co 
883,800 
564.450 



1899. 



Cu. ft. 
345.000 

34.aoo 

xi5,6oo 

58,500 

19 1, 000 
12,300 
35.000 
67,600 

«>5.700 
137.700 
397,200 
71.000 
306,000 
xx8,8oo 
134.800 
465,000 
455.500 
606,500 
131.500 
704,800 
537.200 



Saving in 

1899 OVffR 

Average 

OF Four 

Years. 



Per cent. 
49 
30 
78 

54 
20 

17 
82 

24 

23 

8 

74 
SO 
39 
41 
♦23 

43 

♦25 

28 

30 

20 

5 



* Increase. 



DOCUMENT **F.»' 

Department of Public Buildings, Lighting and Supplies, 
Electrical Bureau — Boroughs of Manhattan and The Bronx, 

No. 346 Broadway, New York, 

July I, 1899. 
Hon, Henry S. Kearny, Commissioner: 

Sir — I submit herewith a report of work done by the Electrical Bureau of this Department 
for the second quarter ending June 30, 1899 : 

Applications received for inspection_of interior wiring 4, 143 

Applications closed 3«99i 

Balance open 1,001 
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CertiBcatcs issued for interior wiring 3»770 

Permits issued for signal wires 587 

Permits issued for electric lighting 357 

Permits issued for pole lines 6 

Permits issued for city lamp-posts 6 

Permits issued for resetting poles i 

Permits issued for subsidiary connections 869 

Total number of permits issued for outside electrical work 1,826 

Complaint notices issued 472 

Complaint notices attended to 348 

Balance receiving attention 290 

Number of i6-candle power incandescent lamps covered by certificates 101,559 

Number of arc lamps covered by certificates 893 

Number of generators covered by certificates 11 

K. W. capacity of generators covered by certificates 4^/^ 

Number of motors covered by certificates *»957 

H. P. capacity of motors covered by certificates 4,042^ 

Total number of inspections made by 16 men 10,603 

The inspectors have removed 32,250 feet or 6,107 miles of overhead wires without any addi- 
tional expense to the City. 

Respectfully submitted, 

FRANK E. BROWN. Chief Inspector. 




DOCUMENT "G." 

City of New York, 
Department of Public Buildings, Lighting and 
Bureau of Meter Tests, Office, No. 214 East Ninth 

New York, July 

lion. Henry S. Kearny, Commissiotier of Public Buildings^ Lighting and Supplies^ No. 13 
to 21 Park Row, New York City : 

Dkar Sir — In compliance with your letter of the 15th instant, I herewith transmit a detailed 
statement of the business transactions of the Bureau of Meter Tests, for the quarter ending June 
30, 1899. 

On April i the number of new and repaired meters on hand to be tested was 2,528, and 
during the same month there were received 1,766, for May 1,718 and for June 1,006, making a 
total for the tjuartcr, including special tests, of 7,018, ranging in capacity from 3-light to 300-light, 
of these 6,390 were ai)proved, tested, sealed and badged with my official seal, as correct. 371 
were rejected and returned for repair and adjustment on account of being last or slow or not being 
sound. 
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One hundred and ninety-four special tests were made upon request of companies or consumers, 
of which 93 were found to register from I to lo per cent, fast, 72 were found to register from i to 
IS per cent, slow and 29 were found to be correct, all of which certificates were issued bearing my 
official signature. 

RECAPITULATION FOR THE QUARTER. 

April 30, 1899. Number of meters on hand to be tested 2,528 

June 30, " " meters received for the quarter 4»490 

ToUl 7,018 

June 30, 1899. Number of meters approved, tested and sealed for the quarter 6,390 

30, ** ** meters rejected and returned 371 

30, ** " meters special tests 194 

Total 6, 95 5 

July I, 1899. Number of meters on hand to be tested 63 

7»o^8 
Respectfully submitted, 

ANTHONY CLINCH Y, Chief Inspector, Bureau of Meter Tests. 






DOCUMENT "H." 

Department of Public Buildings, Lighting and Supplies, ) 

Borough of Brooklyn, July 10, 1899. J 

I/on, Henry S. Kearny, Commissioner of Public Buildings^ Lighting and Supplies^ Man- 
hattan, New York, N. Y. : 

Dear Sir — I send herewith report of the operations of the Department of Public Buildings, 
Lighting and Supplies, Borough of Brooklyn, for the quarter ending June 30, 1899, as follows : 

Very respectfully, 

WILLIAM WALTON, Deputy Commissioner. 

Statement Showing the Amount of Requisitions Forwarded to the Generaj. 

Office for Transmission to the Finance Department. 

Salaries Deputy, Clerks, Laborers, Cleaners, Janitors and Employees $38,851 33 

Supplies and repairs 28,708 27 

Larapa and lighting 83,945 03 

Contingencies 280 59 

Total 1151,785 22 



Summary Statement of Contracts. 
Contracts entered into, none. 
Contracts completed, none. 
4 
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Supplies and Repairs. 



Borough Hall — 

Awnings $61 25 

Carpenter work 73 5^ 

Carpets, rugs, etc 75 4° 

Clocks, and repairing and winding 23 50 
Draughtsman's instruments and 

supplies 34 6S 

Electrical repairs 77 00 

Electrical supplies 231 75 

Elevator insurance 29 33 

Elevator repairs 6 35 

Engineer*s supplies 12 28 

Fire-alarm registers 80 00 

Flags, repairing 2 co' 

Furniture 508 75 

Gas-fitting 5 00 

Hardware 5 80 

Ice 69 00 

Ironwork 5' '5 

Janitor's supplies 325 01 

Locksmithing 50 25 

Maps 9 00 

Neostyles and neostyle supplies. . . 53 <x> 

Office supplies 8 23 

Painting 13200 

Plastering 12 00 

Plumbing 56 00 

Presses * 30 00 

Rental of registers 20 00 

Rubber goods 1 3 5^ 

Si^s 35 00 

Steamfitting, etc 8 00 

Telephones .... 555 9^ 

Tiling. . . » 12 00 

Typewriters and supplies 2 50 

Warrant wallets 63 00 

Water coolers 22 50 

Window safety appliances 53 00 

Window shades 40 21 



$2,848 CO 



Municipal Boildiog — 

Awnings $144 25 

Badges 32 00 

Bicycles 34& 90 

Car-fares 95 00 

Carpenter work 310 00 

Carpets 21320 

Civil engineers' instruments 15 00 

Clocks, repairing and winding ... 12 50 

Disinfectants 25 00 

Draughtsman's instruments and 

supplies 102 53 

Electrical repairs 104 70 

Electrical supplies 305 00 

Elevator insurance 58 67 

Elevator repairs 10 00 

Engineer's supplies So 73 

Fire-escapes 659 00 

Furniture 641 00 

Glazing 5 50 

Hardware 22 19 

Ice 105 12 

Ironwork 51 14 

Janitor's supplies 237 55 

Locksmithing 14 00 

Lumber 108 50 

Maps 20 25 

Moulding 18 00 

Office supplies 22 90 

Painting 270 00 

Plastering 21 od 

Plumbing 50 07 

Rental of registers 1500 

Roofing 39 70 

Rubber goods 43 00 

Sawdust 8 00 

Steamfitting S9 67 

Telephones 578 75 

Time stamp 65 00 

Tools 5 05 

Typewriters I3* 75 
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Municipal Building — 

Water coolers $29 00 

Window safety appliances 86 20 

Window shades 8 35 

SS>g04 17 

Kings County Court-house — 

Awnings $6 00 

Book? 15 60 

Carpenter-work 243 00 

Carpets. 11 48 

Clocks, repairing and winding 12 50 

Disinfectants 50 00 

Electrical repairs 54 21 

Electncal supplies 17^ 50 

Engineer's supplies 4^ 78 

Furniture 170 60 

Gavels 4 50 

Glazing I J 00 

Hardwsure .... '4 05 

Ice »o5 25 

Ironwork 70 co 

Janitor's supplies 299 00 

Locksmithlng 19 50 

Office supplies 52 85 

Painting 137 «> 

Plastering 6 co 

Plumbing 58 00 

Rental of registers 15 00 

Rubber goods 7 20 

Safes 24000 

Telephones 469 25 

Water coolers 23 50 

Window safety appliances 56 60 

$2»376 37 

Hail of Records — 

Awnings $5 50 

Carpenter work 72 00 

Carpets 9 co 

Clocks, repainng and winding .... 12 50 

Drawing materials 23 12 



Hall of Records — 

Electrical repairs $26 50 

Electrical supplies ^37 5^ 

Fire escapes 262 00 

Furniture 130 55 

Hardware . . . .;• 14 45 

Ice 59 12 

Iron work J . . . .• 5^ 75 

Janitor's supplied 274 40 

IJtying-out lawn 375 00 

Mason work 292 00 

Painting 10 00 

Plastering .3800 

Plumbing 5050 

Rental of registers 1500 

Rubber goods 7 70 

Signs 6 00 

Telephones 144 50 

Water coolers 25 50 

Window safety appliances 52 60 

$2,102 19 

Kings County Jail — 

Awnings $21 35 

Carpenter work 55 00 

Engineer's supplies 5 13 

Insect destroyer 800 00 

Locksmithing 37 00 

Mason work 886 00 

Painter's supplies 188 44 

Photographs of female prison 15 00 

Plumbing 212 00 

Ranges, repairing 13 00 

Shoes 460 00 

Soft soap 145 25 

Steam fitting 55 00 

Straw 26 57 

Telephones 71 00 

Tinware 93 25 

Water coolers 10 50 



$3,094 49 
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Disciplinary Training School for Boys — 

Carpenter work $225 00 

Electrical supplies and repairs. . . . 222 40 

Engineer's supplies IJo 58 

Fire hose IS 00 

Furniture 149 23 

Glazing '9 53 

Plumbing 7 00 

Removing rubbish 50 00 

Steam fitting 22 00 

Telephones 65 70 



Storehouse — 

Awnings 

Carpenter work , . 

Glazing 

Hardware 

Ice 

Janitor's supplies . 
Painter's supplies. 
Sealing materials . 
Signs 



$856 44 

$16 50 

15 00 

4 00 

17 50 

3 25 

18 37 

93 17 

34 50 
14 40 



$218 69 

Wallabout Market (Administration Building) — 

Clocks, repairing $12 00 

Ice 3 25 

Telephones 42 10 



>57 35 



Wallabout Market (Cleaning) — 

Cog wheels 

Lettering cans 

Link bell 

Repairs to sweepers 

Supplies, tools, etc 



$4 00 
12 00 

I 60 
66 50 

3 20 



$^7 30 



Stables, Highway Department — 
Erecting carriage shed $523 00 



Department of Bridges — 

Electrical supplies $106 25 

Furniture 5 00 



Department of Bridge 

Office supplies $1 2S 

Water coolers . . , ^5 75 

$128 28 

Public Bath&— 

Bath supplies $61 95 

Carpenter work, including pontoon 

repairs 1,054 39 

Flag pole and fixtures 49 50 

Hardware 178 91 

Ice 6 51 

Iron work 194 50 

Kero5)Cne oil 4 70 

Painting 1,585 co 

Plumbing , 5° 74 

Storage 239 20 

Towmg 100 00 

$3^525 40 

• . — ^ 
Firemen's Hall — 

Roofing S41 32 

Horse keep, etc, — 

Board of horses $240 C50 

Feed, oats, hay, etc 4^ 54 

Harness 31 2C 

Shoeing.. 126 00 

Veterinary services '4 50 

Wagon repairs 128 40 

$5^1 64 
City Magistrates' Courts— 
First District : 

Awnings $29 75 

Carpenter work 8 00 

Disinfectants 25 00 

Electric repairs 30 co 

Gas fixtures I 25 

Ice 3 25 

Janitor's supplies I'O 35 

Locksmithing I 50 

Plastering 35 0^ 

Plumbing 10 00 
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City Magistrates' Courts — 
First District : 
Telephones, court.... 
Telephones, residence. 

Second District : 

<'arpenter work 

Disinfectants 

Glazing 

Ice 

Janitor's supplies 

Plumbing 

Rubber mats 

Telephones 

Telephones, residence. 

Third District : 

Awnings 

Electrical repairs 

Furniture 

Glazing 

Ice 

Janitor's supplies 

Plastering 

Plumbing 

Telephones, court. . . . 
Telephones, residence. 

Fourth District : 

Awnings 

Carpenter work 

Ice 

Janitor*s supplies 

Plumbing 

Telephones, court . . . 
Telephones, residence. 

Fifth District : 

Carpenter work 

Ice 



$41 80 
25 10 



$321 00 

50 00 
I 00 

3 75 

59 73 

1 52 

9 00 

39 45 
25 10 

»i94 9' 

S73 00 
12 23 

23 25 
10 00 

3 25 
85 60 

17 00 

2 56 
42 80 
25 60 

$295 29 

^5 50 

7 00 

2 62 

7843 
22 87 

50 00 

25 50 

$191 92 

»37 92 

3 75 



City Magistrates' Court— 7 
Fifth District : 

Janitor's supplies 

Plumbing 

Painting 

Telephones, court 

Telephones, residence. 



Sixth District : 

Awnings 

Disinfectants 

Furniture , 

Ice 

Janitor's supplies 

Telephones, court 

Telephones, residence. 
Window shades , 



Seventh District : 

Furniture 

Janitor's supplies. 

Plumbing , 

Telephone, court. 



Eighth Distiict : 

Awnings 

Ice 

Janitor's supplies 

Telephones, court . . . . 
Telephones, residence 



Municipal Courts — 
First District : 

Awnings 

Ice 

Janitor's supplies. 



S71 58 
118 00 

62 89 

38 20 

13 00 

S345 34 



529 75 
25 00 
25 00 

3 25 

no 59 

40 40 

27 50 
16 33 

5277 82 

$5 00 

60 75 

5 00 

40 05 

$110 80 



$28 00 

3 75 
52 58 
44 10 
25 00 

S153 43 



$13 00 

3 75 
53 99 

»70 74 
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Municipal Courts — 
Second District : 
Carpenter work . . 

Disinfectants 

Ice 

Janitor^s supplies. 

Stoves 

Telephone 



Third District : 

Awnings 

Carpenter work . 

Furniture 

Ice 

Janitor's supplies. 

Plumbing 

Telephone 



Fourth District : 
Carpenter work 

Carpets 

Furniture 

Ice 



Janitor^s supplies, 



Fifth District : 
Carpenter work . . 

Ice 

Janitor's supplies, 
Telephone 



$53 22 

5 oo 

3 25 

20 40 

25 00 
55 07 



$161 94 

$31 50 
37 00 

4 50 

3 62 

4697 

14 65 

6545 



$203 69 

$300 

3405 

192 50 

325 

26 30 

»259 10 

$2 81 

3 13 

33 OS 

21 75 

»6o 74 

Armories — 

Thirteenth Regiment : 
Armorer's supplies, $262 60 



Engineer's supplies. 
Fire extinguishers , . 
Painter's supplies . . 
Telephone 



172 53 
162 00 

243 75 
54 55 

S«95 43 



Armories — 

Fourteenth Regiment : 

Armorer's supplies $256 58 

Engineer's supplies 14 80 

Painting supplies 27 50 

Telephone 3885 



»337 73 

Twenty-third Regiment : 

Armorer's supplies $130 01 

Engineer's supplies * . . . . 8 75 

Matting 18 00 

Painter's supplies 6 00 



$162 76 



Forty-seventh Regiment : 
Annorer's sitp{^es "$279 73 



DtsinfecCants. 

Engineer's 6ii|^ies. 
Painter's supplies. . . 

Plumbing 

Wood 



50 c» 
28 00 
21 50 
25 00 
9 CX) 



♦413 23 



Troop C : 

Armorer's supplies $141 80 

Engineer's supplies 33 75 

Lundell motor, ^ horse power. 79 40 

Painter's supplies 70 00 

Telephones 5^ 95 



^383 90 
Second Signal Corps : 

Armorer's supplies $84 04 

Disinfectants ... 25 cx> 

Electric q>ark lighting appa- 
ratus 151 00 

Engineer's supplies 34 27 

Fire extinguishers 81 00 

Mantels Welsbach lights 29 20 

Painter's supplies 48 40 

Telephone ^5 35 

$518 26 
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Amorics — 
Third Bfttlwy : 
Armoret*s supplies I193 25 



Engineer's supplies. 
PAint!«r*ssuppHat. . . 

Sftfe. 

Smokestack 

Telephone 



17 


00 


18 


75 


0^ CO 


68 


38 


6 


00 


S396 


88 



Armories- 
Second NftTal Battalion : 
Electric lighting $198 00 



Engineer's supplies. 

Furniture. 

Painting 

Painter's supplies. . 

Plastering , 

Plumbing 

Roofing 

Telephone 



Second Naval Battalion : 

Armorer's supplies I185 77 

Carpenter work 614 00 



RECAPITULATION— SUPPLIB8 AND REPAIRS. 

Borough Hall 

Municipal Building 

Kings County Court-house 

Hall of Records • * 

Kings County Jail 

Disciplinary Training School for Boys 

Storehouse 

Wallabout Market (Administration Building) 

Walkbout Market (Cleanmg) 

Stables, Department of Highways 

Department of Bridges. « 

Public Baths 

Firemen's Hall 

Horse keep, etc., Department of Public Buildings, etc 

City Magistrates' Court, First District 

Second District 

Third District 

Fourth District 

Fifth DUtrict 

Sixth District 

Seventh District 

Eighth District 

Municipal Court, First District . . . ., 

Second District 

Third District 

Fourth District 

Fifth District 

Armories, Thirteenth Regiment 



(C 



• ( 



tt 



(t 



•< 



«( 



k( 



• k 



t» 



(i 



(* 



i( 



(I 



*k 



i» 



tt 



tt 



68 


38 


6 


00 


125 


00 


73 


10 


123 


00 


135 


00 


SI 


00 


4095 


$1,620 


ao 


$2,848 


00 


5»204 


17 


2,376 


37 


2,102 


«9 


3.094 49 


856 


44 


218 


69 


57 35 


87 


30 


523 


00 


128 28 


3»52S 40 


41 


32 


S81 


64 


321 


00 


194 91 


295 29 


191 92 


345 34 


277 


28 


no 


Ko 


153 43 


70 74 


.161 


94 


203 


69 


259 


10 


60 


74 


895 


43 
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Armories, Fourteenth Regiment $337 73 

' ' Twenty-third Regiment 162 76 

'* Forty-seventh Regiment 413 23 

- Troop -C" 38390 

** Second Signal Corps 518 26 

Third Battery 396 88 

*' Second Naval Battalion 1,620 20 

Total $29,01975 

t 
Report of the Bureau of Lighting for the Quarter ending June 30, 1899. 



Gas lamps 

Welsbach lamps 

Electric lights, 1,300 candle power 
Electric lights, 600 candle power. . 
Naphtha lamps 



Burning Apkil 
I, 1899. 



6,8x0 

1,103 

4.036 

a 10 

255 



Added During 

QUARTBR. 



470 
380 

'53 



Capped and 
Discontinued. 



341 



X3 



Burning June 
30, 1899. 



6.939 

M83 

4.176 

210 

255 



Permits. 
Report of the Bureau of Electricity and Gas for the Quarter ending June 30, 1899. 



Applications Ricbived. 



Overhead. 



Amsterdam Electric Illuminating Company 

Bath Beach and Coney Island Railroad 

Brooklyn and Coney Island Railroad 

Brooklyn Union Elevated Railroad 

Brooklyn Heights Railroad 

Citizens' Electric Illuminating Company 

Eastern District Messenger Company 

Edison Electric Illuminating Company 

Fire Department 

Flatbush Gas Company 

Long Island Railroad 

Municipal Electric Illuminating Company 

New York and New Jersey Telephone Company. . . 
Postal Telegraph Company 



3 

I 
1 

38 

203 

» ■ « • 

6 

»7 
I 

77 
498 



Subways. 



X 

I 
135 



96 



Under* 

ground 

Conductors. 



37 



Totals. 

3 
I 

1 

z 

38 
ac3 

I 

148 

6 

»7 
I 

77 
561 

X 
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Applications Rbceivbo. 


OVBRHSAO. 

• 


Subways. 


Under- 
ground 
Conductors. 


Totals. 


ProsDcct Park and Conev iBland Railroad 


3 

35 

8 


• ■ • • 

• • » • 

• • • • 


• • • • 

• « • • 

• • • • 


'3 


Stock Quotation Telcflrraoh Comoanv 


IK 


Western Union Telecraoh Comoanv 


8 






AoDlications refused or awaitinir action 


90s 
»9 


163 

X 


37 

• • • • 


1,105 




J** 


Total aoDlications received 


934 


164 


37 «.«35 





Number of miles of overhead wire removed 

Number of applications for interior wiring certificates. 

Number of certificates granted*— 

Incandescent lamps, 19,794. 

Arc lamps, i,ioi. 

K. W. of generators, 58. 

H. P. of motors, 550)^. 

Number of interior wiring inspections made 

Number of meters certified, routine 

Number of meters proved and sealed, complaint. . 
Number of meters proved and rejected, complaint. 
Number of photometric tests of illuminating gas . 



174.3 
1,081 



940 

1*563 
5,148 

22 

7 
5 



Poles erected — Iron . . 
Poles removed — Iron 



549 
116 



Increase , 



433 



Poles erected— Wood. . 
Poles removed- -Wood 



374 
171 



Increase , 



203 



DOCUMENT **I. 



»» 



Department of Public Buildings, Lighting and Supplies, | 
Borough of Queens, Jamaica, July 14, 1899. ) 

/^<?w. Henry S. Kearny, Commissioner^ Public Builditigs^ Lighting and Supplies^ No. 13 Park 
Row, New York City : 

Dear Sir — I have the honor to transmit a report of the transactions of this Department for 
the quarter ending June 30, 1899 : 
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(«)UAiiTKRi.Y Report ikdcicg Juns 30, 1899— I^parthknt op Public Buzumkgs, 

LlOHTING AND StJFFLlBS, BOROUGH OP QUBKNS. 
AOOOUMTINO DSPARTUnrr. 

Reqiiiiitkms were mide on the geneiml office tor transmiMion to At Finands Deputment, 
diRrgcable to the several eppropriations, vix. : 

Sekrki of Deputy aad Employees '*— 

April $2,520 00 

May 2,346 66 

Jane 2,346 66 



ft 



♦7»2U 32 



** Supplies and Repairs **— 

April 11,77467 

May 2,067 76 

June 1,418 15 

'* Lamps and Lighting, Borough of Queens *'— 

April f Iit40i 23 

May 16,647 97 

June 11,004 92 



5,260 58 



39.054 12 



*• Contingencies ** — 

April 248 29 



Orders Issued. 

Orders were issued during the quarter for ** Supplies and Repairs *' to the various buildings 

and departments, in the Borough of Queens, ^vith estimated or returned amounts as follovrs : 

Town Hall, Jamaica $80 00 

Town Hall, Flushing 55 00 

Hackett Building, Long Island City 120 00 

Armory, Flushing 105 00 



$360 00 



Carpets {Linoleum^ etc). 

President of Borough, Long Island City $40 00 

City Magistrate's Court, Flushing 68 00 

I>cpartment of Highways, Long Island City 25 00 

Furniture {Desks^ Chairs^ etc). 

Department Assessments and Arrears, Long Island City $50 00 

President of Borough, Long Island City ^ , . . . 32 50 

De}>artment of Water Supply, Long Island City 61 50 

Department of Finance, Long Island City 206 00 



133 00 



S9 

Department of Finance, Jamaica $i8 oo 

Department of Highways Long Island City 4 50 

Department of Highways, Jamaica 100 00 

Department of Health, Jamaica 1 1 00 

Depnty City Clerk, Ixmg Island City 450 

Department Taxes and Assessments, Long Inland City 4 50 

Manicipal Court, Long Island City 4 50 

Deputy Receiver of Taxes, Long Island City 650 00 

Department of Buildings, Jamaica 300 00 

Tax Department Bill Clerk's Office, Long Island City 472 00 

Department of Sewers, Long Island City 57 00 

$1,876 00 

Department Public Buildings, Ughting and Supplies 43 <x> 

Repairs to Buildings, 
HaokettfiMldii^JLQng Island Qty $641 07 

Annory, Fhnhing 187 00 

Mmucipal Court, Long Idand City 70 00 

• 898 07 

FUHng Up Offices, 

Department of Assessments and Arrears, Long Island City $71 00 

Department of Water Supply, Long Island City 447 co 

Department of Highways, Long Island City 272 25 

Deputy Receiver of Taxes, Long Island City 952 12 

Municipal Court, Long Island City 45 1 00 

2,193 37 

Typewriters, etc. 

Department of Assessments and Arrean, Long Island City $95 00 

Department of Public Buildings, Lighting and Supplies 15 00 

no 00 

Plumbing, etc. 

Hackett Building, Long Island City $5 00 

Department of Public Buildings, Lighting and Supplies 160 00 

165 00 

Telephone Service, 

Department Public Buildings, Lighting and Supplies, Jamaica $80 00 

President of Borough, Long Island City 50 00 

130 00 

Harcfware, eu. 
Department Public Buildings, Lighting and Supplies 60 00 

Electrical Supplies, 
Departinent Public Buildings, Lighting and Supplies 2co 00 



\ 



CJUARTERLY KePORI' !>: 



Requiiitions were r<. • 
chargeable to tlie seveial 

*■ Salaries of Deputy an t t- 

April 

May 

June 

"Supplies ami Kcp : 

April 

May 

June 

** Lamps anM ] 

April . . . 
May . . 
June 

••Contini^ 
Apiti 



. u/tKtfHS. 



:id Supplies. 



ijvi Mty. 
.. :v 

-.:u C:tv . . . . 



-j^i v.:iv 



S55 


OD 


55 


CO 


$23 


CO 


30 


00 


47 50 


88 


50 


675 


00 


6 


CX) 


>5 


00 


I 


25 


22 


50 


5 


00 


10 


00 


17 


00 


5 


00 



SIIO 00 



945 75 



$7*224 19 



.^ !c ^luarter for lighting pu1)lic buildings, etc., in the Borough of 
. <«iiac being as follows : 



nnd < 

T. 
I! 

.A 



; ^as-iamps in Village of Jamaica, 4 double Welsbach 
^lonumcnt, Jamaica f 13S 00 



- \^»^ I and 2, and the City Magistrate's C'ourt, Long Island 



. .:..p.> 'n VMuihurst 



•^ . >.i-. 



.,»i..i» '. •i;h[ and l\»wer i'ompany — 

.. .. ^Jit^i Woiks, WhitcMone ; Town Hall. Flushing; Armorj', Khish- 
> ... ^ ^uix: lamps. Flushing 

. . ^i . .cv!Nv* I 'y:hi and Tower Company — 

.» «.-. •*.>• .in. I 5 .in: >irect lam{«$, Far Kockaway 



.^*j.ia».ni; and Tower Company- - 
^ . . . lu.luiuj;, l-onj; l^umd City 



150 00 



140 00 



15' 67 



146 67 



225 00 



$1,151 34 



6i 

CONTRACTS. 

There were no contracts entered into daring the quarter ending Jane yo, 1S99. 

Pursuant to chapter 379 of the Laws of the State of New York, for the year 1899. amending 
he Charter of the City of New York, which changed the easterly boandarr line of said city, 
he contractors famishing street lighting in the territory detached were notified by this depart- 
nent that the Ci:y wouM pay for sach lighting to April 21, 1S99, the date of the passage of said 

ct. 

The conrractors aaec:ed by said act, were : 

Queens Borough Electric-light and Power Company, Far Rockaway, N. V., 16 arc lamps ia 

he Inwood Lighting District. 

Patrick Neagle, Elmira, N. Y., 250 naphtha lamps in the Inwood Lighting Dktrict. 

Following is a list of contracts not yet completed, with dates of expiratioo : 

Electric Illuminating and Power Company, Long Island City, expires January I, 1900. 

Margaret Dwycr, Yillage of Flashing, expiree on thirty days' notice. 

Flushing Gas and Electric-light Company, Village of Flashing, expires December 20, 1902. 

Edwin Garsia, Jr., Town of Flashing, expires Janaary i, 1907. 

Jamaica Electric-light Company, Village of Jamaica, expires December I, 1901. 

Jamaica Electric-light Company, Brooklyn Hills, expires December 10, 1907. 

Jamaica Electric-light Company, Woodhaven, expires Janaary I, 1907. 

Jamaica Electric-light Company, District No. 5, expires December 17, 1907. 

Jamaica Goy-light Company, Danton, expires October I, 1907. 

Jamaica Gas-light Company, pablic baildings, expires Janaary i, 1902. 

New York and New Jersey Globe Gas-light Company, Anreme-by-the-Sea, expires October i, 
902. 

New York and New Jensey Globe Gas-light Company, Rockaway Beach, expires October 
, 1902. 

Newtown Light and Power Company, Town of Newtown, expires May 25, 1905. 

Newtown Gas Company, Town of Newtown, for the term of seren (7) years, to be calcalated 
rom the time each lamp is erected and lighted. 

New York and Queens Light and Power Company, Colleg: Point, expires December 17, 1902. 

New York and Queens Light and Power Company, Village of Flashing, expires Janaary i, 1903. 

New York and Queens Light and Pbwer Company, Town of Flashing, expires December 
o, 1907. 

New York and Queens Light and Power Company, Villj^e of Whitestooe, expires December 
'5, 1902. 9 arc Ughts. 

New York and Queens Light and Power Company, Village of Whitestooe, expires December 
!5, 1902. 140 incandescent lights. 

Queens Boroogh Electric Light and Power Company, Far Rockaway, expires July 6, 1902. 

Queens Borough Electric Light and Power Company, Inwood and Edgemere, expires 
[)ecember 27, 1907. 



62 



Queen* Borough Dectik U^t *nd Power Companj, Rockaway Beach, expires Scptembn 
15, 1901. 

Rkhnaiid Hill and Qneeni Counly Goa-light Compaoj, Richmond HUl, expire) Decembei 

WelUbacfa Straet Lighting Companf of America, Collie Point, expirei E)ecember 17, 1901. 
BoveiT liar Electric Light and Power CoDipanjr, North Beach, expires December 10, 1907. 
New York and Queeni Light and Power Company, A^Uage ol WhileOone, expirei December 
IJ, 1901. 3 arc lampl. 

Rbfokt of Electrical Transactions. 
Exterior IViring Ptrmitt itiuid during tht Quarttr ttuUng funt 30, 1899. • 



c»,„.. 


*„,. 


„„. 1 ,„.. 


Tai,i. 




i 
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Permits granted for tdegraph, telephone and signal wires x6i 

Permits granted for electric light and power 196 

Total 357 

Total applications received , 357 

Total permits granted 357 

Int£rior Wirings AppHcaiitms Received and Certificates Granted during the Quarter ending 

June 30, 1899. 



April 
May. 



June. 



Toial, 



Applica- 
tions. 



98 
140 
136 



374 



Certifi- 
cates. 



Incandes- 
cent. 



73 

94 

zx6 



X.305 
1.480 
a,ooo 



283 



4.785 



Arc. 



IX 

zo 
J5 



36 



Service. 



Motors. 



6 
I 
I 



8 



i-ao HP. 

4-3H HP. 
«6-30 HP. 



31-S3M HP. 



Applications for interior wiring from Inst quarter not completed 119 

Total number of inspections made for interior and exterior wiring for quarter ending June 

30, 1899 2,024 



REPORT OF ERECTION AND REMOVAL OF CITY LAMPS DURING THE QUARTER ENDING 

JUNE 30, 1899. 

Additional Lamps Erected, 
April — ' 

New York and Queens Light and Power Company, Flushing : 

I arc lamp on Collins place, between Pine street and Broadway. 

Electric Illaminating and Power Company, Long Island City : 

I arc lamp, comer Rapelje street and Shore road. 

I arc lamp. Shore road, 300 feet west of Kouwenhoven street. 

I arc lamp, comer Rapelje street and Walcott avenue. 

I arc lamp, southwest comer Albert street and Walcott avenue. 

I arc lamp, junction of Newtown and Flushing avenues. 

I arc lamp, comer of Remsen and Main streets. 

I arc lamp, east side Kouwenhoven street, 300 feet north of Grand avenue. 

I arc lamp, east side Kouwenhoven street, 300 feet north of Vandeventer avenue. 
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May — 

New York and Queens Light and Power Company, Flushing : 

I arc lamp, corner Lawrence street and Long Island Railroad crossing. 
I arc lamp, Broadway, between Broadway station and Sanford avenue. 
5 arc lamps. Flushing and Jamaica road. 

Electric Illuminating and Power Company, Long Island City : 

I arc lamp, southeast corner Jamaica avenue and Pomeroy street. 

I arc lamp, south side Temple street, between Boulevard and Sherman avenue. 

I arc lamp, Grccnpoint avenue, 175 feet west of Starr. 

I arc lamp, Woolsey and Taylor streets. 

Queens Borough Electric Light and Power Company, Far Rockaway : 

I arc lamp, South street, between turnpike and Grand View avenue. 

I arc lamp. Central avenue, between Norton and South streets. 

I arc lamp, turnpike, between Norton and South streets. 

I arc lamp, Cornaga and Hollywood avenues. 

I arc lamp, intersection of South street and Seagirt avenue. 

June — 

There were no additional city lamps erected during the month of June. 
Total number of city lamps erected during the quarter, 25. 
Total number of city lamps removed during the quarter, none. 



The following is a list of Complaints issued for Exterior and Interior IViring^ during the 

Quarter ending June 30, 1899. 



Company. 



J. B. McCoy 

Robert Jones 

Queens Borough Electric- light and Power Company 

T.F. Attix Electrical Engineering Company 

New York and Queens County Railway Company. . . 

Fire Department 

Electric Illuminating and Power Company 

New York and New Jersey Telephone Company. .. . 

Oxley & Enos 

Brooklyn Heights Railway Company 

W.C.Vosburg 

Kohler's Pavilion 

New York and Queens Light and Power Company. . 



May. 


June. 


Total. 


• • 


3 


3 


X 


4 


5 


2 


6 


8 


3 


xo 


z6 


3 


xz 


»4 


• • 


I 


z 


«7 


9 


3» 


XX 


«3 


as 


• • 


x 


I 


6 


8 


«4 


• • 


X 


a 


• • 


3 


a 


X 


a 


4 
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Company. 



Western Union Telegraph Company 

Jamaica Electric-light Company 

St. John's Hospital 

Stock Quotation Company 

W. Klobutschcck 

B.O Ellis & Co 

R.J.Scheinoha 

Long Island Railroad Company 

Long Island Electric Railway Company 

A. Fr.tnkel 

G. F. Cummings 

New York and Rockaway Beach Railroad Company 

R. Chaffer & Co 

Triumph Electric Company 

Cassidy & Sons 

M. Lcwy 

P. F. Rider 

W. Gregory 

J. H. Rusby 

Zimdars & Hunt 

Newtown Light and Power Company 

North Beach Electric-light and Power Company 

Cook Electrical Con^ruction Company 

Police Department 

Wagner Construction Company 

A. Newbergcr , 

Steinway & Sons 

J. E. T.Bailey 

C. Krabbe 

C.Wissel 

G. Bonhag 

Schmidt & Co 

F. A.Hanwebcr 

R.Finlay 

J. Rubsam 

J . C . McG uire 

Nichols Chemical Company 

Total 




OS 

Total complaints 187 

Total complaints attended to 126 



There are 141 complaints left over which are now being attended to. 

Report of Number of PoUi and Anumnt of Wire Removed by the different Compames during the 

Quarter ending 'June 30, 1 899. 



April. 



May. 



COMPA-VV. 



New York and New Jersey Telephone) 
Company ) 

New York and Queens County Railway I 
Company ) 

Queen« Borough Electric-light an4 Power) 
Company ) 

Electric Illuminating and Power Company. . . 

Jamaica Electric- light Company 

Brooklyn Heights Railroad Company 



Total 



Pole«. 

»9 
7 

«3 
7 



Miles 
Wire. 



P«u. Miles 
Poles. , ^,.^^ 



June. 



TOTAL- 



Poles. 



3.20 ; 17 37 



1.50 



4a 
10 

37 



.04 



63 



4-74 



107 



03 

• • 

00 

a4 ' 



Miles p«i^ I Miles 

Wire. *^®'**- ' Wire. 

1 



10 

23 
35 

I 



-7« 

1. 00 

a. CO 
.07 



46 

3« 

100 



t8 



39-«7 



3.78 



40-94 
1. 00 

5-50 

•3« 

• ■ • • 

.04 



a39 i 47-7<> 

I 



Respectfully submitted, 

JOEL FOWLER, Deputy Commissioner. 



DOCUMENT " K. 



n 



New Brighton, Borough op Richmond, 

July I, 1899. 



( 



/Ion, Henry S. Kearny, Commissioner Public Buildings^ Lighting and Supplies^ New York 
City: 

Dear Sir — I respectfully submit the following report of the transactions of this Department, 
in the Borough of Richmond, for the quarter ending June 30, 1899. 

Very respectfully, 

EDWARD I. MILLER, Deputy Commissioner. 

Statement of Vouchers Transmitted to General Office^ Quarter ending jfune 30, 1 899. 



Date. 



May 23, 1899 



" 23. " 



In Favor of. 



" Supplies and Repairs.** 



(J. R. Mersereau. 



Amount. 



I33 <» 

49« 3® 



67 



Date. 



Apr. 6. 


X899 


" I. 




May 83, 


«« 


Apr. 6, 




" 5. 


Cf 


" 7. 




" »«, 


«« 


" X4. 




May a3, 




Apr. 14, 




•• «9. 




Mar. 6, 




" i6. 




May 23, 




" 6, 




Mar. 31, 





i« 



3X» 
a3i 



«« 



Apr. 7, X899 
May. 5, «• 



" i». " 



June 15, •' 



May 19, 1899 
Apn 7. •• 
May 3, " 



3» 



In Favor or. 



Wyckoff, Seamans & Benedict 

C. F.Wilson 

G. R. Mersercau ; , 

Thomas F. Quinlan ■ 

J.G.Biddle ,.... 

John J. Van Pelt 

G. R. Mersereau 

M. S. CyConnell 

N. Light 

Mrs. G. Earth 

Wyckotf, Seamans & Benedict 

New York Stencil Works 

Mrs. Thomas Morgan 

New York and New Jersey Telephone Company 

•« 

«« 

Total 

" Lanr^s and Ligkttng," 

Alexander Van Pelt 

Richmond County Gas-light Company 

Alexander Van Pelt 

Total 

" Continggncies" 

Waiiam R. Hillyer 

Edward I. Miller 

George Sheridan 

John A. Driscoll 

Total 



Amount. 


$xi7 00 


Z2 00 


34 00 


35 00 


as 00 


23 75 


7fl 95 


IX 00 


105 00 


19 5a 


4 55 


3 75 


XI4 75 


xo 80 


5 00 


39 a5 


27 so 


9« 35 


#1,267 47 




f 100 00 


42 30 


100 00 


xoo 00 


f J4a 30 


$30 00 


10 00 


24 70 


990 



«64 60 
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RECAPITULATION. 

** Supplies and Repairs" $1,267 47 

** Lamps and Lighting *' 342 30 

** Contingencies ** 64 60 



Total $ 1 ,674 37 

• — 

Ordefs Issued during Quarter aiding June 30, 1899. 



Date. 



Description. 



Whe.ve Furnished. 



Am or NT. 



May 4, 1899 
Apr. 26. " 





10, 




• 1 


>5. 




• » 


11, 




June 


6. 




May 


>5. 


•» 1 

1 


Apr. 


7. 


1 


«t 


8, 





Carting furniture 

Insurance 

Linoleum 

Office furniture.. 



Richmond Building 

Edgewater Village Hall.. 
Dep;»rtmcnl of Health , . . 
Department of Buildings:. 
Receiver of Taxes 



11, 



14. 



95. 



June 21, 



Numbering machine j Department of Buildings.. . 

Plun;bing I Edgewater Village Hall ... 

I New Brighton Village Hall 

Portable testing set 

Repairing windows I New Brighton Village Hall 

Rubber cloves ' \ r>«P 'rtment of Public Buildings, Lighting and 1 
I *• I I Supplies S 

Typewriter and cabinet ' Municipal Court, Stapleton 

Typewriter and cover Department of Buildings 



' ( Department of Public Buildings, Lighting and ) 
• • "i bupplies ) 



S5 «• 
30 00 

105 00 

332 y\ 
591 50 

190 CO 

10 be 

XI 00 

19 5^ 

72 95 

4 55 

4 00 

117 CO 

90 00 



Total. 



^1.583 67 



Permits Granted during Quarter, 
Name of Company. Number of Permits. 

New York and New Jersey Telephone Company 109 

New York and Staten Island Electric Company 165 

Statcn Island Electric Railroad Company 4 

Staten Island Midland Railroad Company 11 

Richmond County Gas-light Company 88 



Total 377 



Interior Wiriu ^, 

Applications received for interior wiring 129 

Certificates received for interior wiring iii 



Number of motors installed — 4 one-twelfth horse power, i five horse power, I two hon«e 
power, I fifteen horse power. 



Private Lighting. 

Incandescent lights installed Ii744 

Arc lights installed 51 



Number 0/ Lamps Burning at end of Quarter. 

Arc lamps 382 

Incandescent lamps 3,2i6 

Oil lamps 100 



Amount oi over-head wire removed by Inspectors. 



Feet. 
3»7oo 



Complaints Issued. 



Name of C«>mpapiy. 



New York and Staten Ishnd F.lectric Compnny . . 
Xew V'ork and New Jersey Tclephon: Company. 

Scaten Island Midland Railroad Company 

S'.atcn Island Electric Railioad Company 

American Telephone and Telegraph Company... 



Total. 




OF Public Buildings, Lighting 
AND Supplies. 
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REPORT 
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OF 



THE CITY OF NEW YORK, 



FOR THE 
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New York : 
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REPORT 



OF THE 



Commissioner of Public Buildings, 
Lighting and Supplies 



OF 



THE CITY OF NEW YORK, 
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QUARTER ENDING SEPTEMBER 30, 1899. 
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New York : 
MARTIN R BROWN CO., PRINTERS AND STATIONERS. 

Nos. 49 TO 57 Park Place. 

1900. 



Department of Public Buildings, Lighting 

AND Supplies. 



REPORT FOR THE QUARTER ENDING SEPTEMBER 30, 1899. 



Department of Public Buildings, Lighting and Supplies, 
Commissioner's Office, No. 21 Park Row, 

New York, November 10, 1899. 

Hon, Robert A. Van Wyck, Mayor : 



\ 



Dear Sir — In accordance wiih the provisions of section 1544 of chapter 378, Laws of 1897, 
I have the honor t3 present the following report of the transactions of the Department of Public 
Buildings, Lighting and Supplies, for the quarter ending September 30, 1899 : 

Statement of Requisitions Drawn on the Comptroller During the Quarier. 

Chargeable to Appropriations of 1898. 

Boroughs uf Manhattan and The Bronx — 

Supplies and Repairs Si* 179 58 

Lamps and Lighting 500 00 

Borough of Brooklyn — 

Supplies and Repairs 3.870 Oi 

Chargeable to Appropriations of 1899. 
General Administration — 

Salaries of Officers, etc 5.854 22 

Boroughs of Manhattan and The Bronx — 

Salaries of Deputies, Clerks and Employes 112,840 08 

Supplies and Repairs 84,356 88 

Lamps and Lighting 30,030 70 

Contingencies 335 34 



Borough of Brooklyn — 

Salaries of Deputy, Clerks and Employees $43*^53 49 

Supplies and Repairs 26,835 35 

Lamps and Lighting 59,21495 

Contingencies 310 05 

Borough of Queens — « 

Salaries of Deputy and Employees 6,317 74 

Supplies and Repairs 5t243 14 

Lamps and Lighting 4it3io 40 

Contingencies 247 61 

Borough of Richmond — 

Salaries of Deputy and Employees . . 3>33i 55 

Supplies and Repairs 4*390 82 

Lamps and Lighting 320 85 

Contingencies 86 15 

Chargeable to Trust and Special Accounts, 

Gouvemeur Slip Hospital Building Fund 159098 25 

Fund for Public Bath-house on Rivington Street i7t56o 04 

Fund for Construction of the Hall of Records 56,738 00 



Total 55 19,025 20 



BOROUGHS OF MANHATTAN AND THE BRONX. 

Contract Entered into During Quarter. 

Estimated Cost. 

For furnishing materials and labor required for the installation of a plumbing and 

drainage system, etc., in the Seventh Regiment Armory, Borough of Manhattan. $14,747 00 

During the qaarter orders aggregating $73,171.62, for furnishing supplies and making repairs 
to the various public buildings and offices, were issued as follows : 

For furnishing carpets, linoleum, rugs, etc., also cleaning carpets, to Department of 
Heslth, Mayor's Office, Expert Accountant's Office and the various public build- 
ings, courts, etc $1,063 25 

For carpenter work, etc., in Departments of Health, Water Supply and Finance, 
also Free Floating Baths and steamship "New Hampshire," and the armories 
of the First Signal Corps and Seventy-first Regiment, etc 9,972 00 

For cleaning windows, glass doors and skylights in Criminal Court building. 

Brown Stone Building, City Hall, County Court-house, Hall of Records, First 

... ... ... 

District Municipal Court and City Paymaster's Office lyOOj 56 



5 

For electrical work, batteries, bells, etc., in Departments of Health and Finance, 

Hall of Records, OfiSce of City Clerk, Board of Aldermen, etc $1)678 00 

For furniture to Departments of Hi(;hways, Finance, Taxes and Assessments, Law, 
Sewers, Water Supply, Street Cleaning, Buildings and Parks, Sheriff's Office, 
Civil Service Commission, Commissioner of Jurors, President of Borough of 
Manhattan, Board of Estimate and Apportionment, District Attorney's Office, 
Board of Public Improvements, etc 6, 107 50 

For liimiiure repairs, etc., in the various public buildings, courts, offices, etc 540 00 

For heating (steam) in the City Hall, County Court-house, City Paymaster's Office 

and Public Comfort Station 2,869 98 

For iron work in Departments of Health, Finance and Sewers, Board of Public 
Improvements, County Court-house, Brown Stone Building, Criminal Court 
Building, also in Squadron " A," Twenty-second and Seventy-first Regiment 
Armories, West Washington and Jefferson Markets, elc 2,075 75 

For law books to Court of General Sessions, Court of Special Sessions, County 
Clerk's Office, Commissioner of Jurors, Municipal Civil Service Commission, 
Third and Ninth District Municipal Courts, etc ..... 370 00 

For painting, etc., in Departments of Fmance, Health and Water Supply, Court of 
General Sessions, County Court-house, U. S. S. "New Hampshire," armories of 
Ninth and Seventy-first Regiments and First Signal Corps, Washington Market, 
etc 7,170 00 

For roofing on Free Floating Baths, Eighth and Sixty.ninth Reg^iment Armories, 
Fulton Market, Crotona Park Building, Nos. 68 and 70 Elm street, occupied by 
Health Department, etc 2,465 00 

For plumbing, steam and gas fitting in buildings m City Hall Pa^k, Department of 
Health, New York County Jail, Criminal Court Building, Seventh District 
Court-house, etc 5t259 00 

For supplies to the following armories: Eighth Regiment and Squadron **A," 
Ninth, Twelfth, Twenty-second and Sixty-ninth Regiments, First Naval Bat- 
talion, First Signal Corps and Second Battery ; also to the Free Floating Baths, 
New York County Jail, Civil Service Commission, Departments of Health, 
Bridges, Finance, Street Cleaning and Highways (Bronx), Board of Public 
Improvements, Crotona Park Building and the various public buildings (including 
markets), courts, etc 4»097 85 

For typewriters and repairs to same in Departments of Street Cleaning, Public 
Buildings, Lighting and Supplies, District Attorney's Office, Board of Public 
Improvements, Hall of Records and City Clerk 385 co 

For telephones to Departments of Finance and Public Buildings, Lighting and Sup- 
plies and the Office of Commissioner of Accounts 2,014 5© 

For Welsbach lights, etc., to the following armories : Seventh Regiment, Eighth 
Regiment and Squadron "A," Ninth, Twenty-second, Sixty-ninth and Seventy- 
first Regiments and Second Battery ; also to Washington, Jefferson, Clinton, 
Centre and Tompkins Markets, Mayor's Office, County Court-house, etc 3»465 00 



6 

For electric current, lighting, etc., in the various public buildings (including 

armories), etc ^»762 98 

For miscellaneous orders for awnings, coal cartage, directories, elevator repairs, etc., 
^agSf gl&zingf hardware, ice, kindling wood, lumber, mason work, plastering, 
oils, safes — and repairing and removing same, towing baths, window shades, etc. 12,872 25 

The following is the number of lamps lighted at the close of the quarter : 

Gas lamps 25,057 

Naphtha lamps 1,581 

Welsbach naphtha 449 

2,030 

Electric lamps 4,442 

Total 31,529 

Number of new gas lamps lighted during quarter 84 

Number of new electric lamps lighted during quarter 52 

Number of new Welsbach naphtha lamps lighted during quarter* 8 

Number of old gas lamps relighted dunng quarter 30 

Number of gas lamps discontinued during quarter 39 

During the quarter 1,653 pern;its were granted for electric lighting and for telephone and 
telegraph aerial lines, etc., as follows : 

For telephone, telegraph and signal wires 497 

For electric light and power 320 

For pole lines 10 

For city lamp-posts 5 

For subsidiary connections 821 

18,700 feet (3*33 1 miles) of overhead wire were removed from various streets and avenues. 

3,025 certificates for interior wiring were issued. 

Certificates were granted for the installation of 98,373 new incandescent lights, 718 arc 
, lights, 24 generators of a total of 430 k. w. capacity, 1,420 motors of a total of 7.497^} h. p. 
capacity. 13,495 inspections were made on above work. 

A new map of the streets and parks of Manhattan, on a scale of 400 feet to the inch, has 
4 been completed as far north as One Hundred and Tenth street, showing all arc lights and gas 
amps. 

3,653 meters have been approved, tested and sealed during the quarter. 



BOROUGH OF BROOKLYN. 

During the quarter orders aggregating $35,631.33 for awnings, books (law books, direc- 
tories, etc.), carpenter work, carpets, clocks, and winding and repairing same, electrical work and 



supplies, elevator repairs, engineers*, janitors* and painters' supplies, furniture, glazing, hardware, 
ice, iron work, mason work, painting, plastering, plumbing, roofing, steam-fitting, telephones, 
typewriters and supplies for same, as follows : 

Borough Hall $2,809 17 

Bridges, Department of • • • • 72 00 

Disciplinary Training School for Boys 3*45^ ^ 

Hall of Records 2,508 52 

Kings County Jail 2,806 51 

Kings County Court House 3f 774 16 

Municipal Building 5t26o 27 

Public Buildings, Lighting and Supplies, Department of if ^93 02 

Public Ba^is 2,044 69 

Public Libraries — Central 1,988 50 

" East New York 709 00 

" South Brooklyn Branch 393 00 

" Eastern District Branch 823 00 

Storehouse 475 03 

Wallabout Market (Administration Building) 199 80 

Miscellaneous 844 00 

City Magistrates* Court— First District 240 72 

" Second District 201 58 

" Third District no 17 

" Fourth District 319 94 

'' Fifth District 10237 

'* Sixth District 315 07 

" Seventh District 507 54 

Eighth District 84 87 

Municipal Court — First District 65 37 

Second District 68 87 

Third District 107 60 



(C 



(( 



" Fourth District 87 88 

" Fifth District 0237 

Armories — Thirteenth Regiment 382 50 

Fourteenth Regiment 434 60 

Twenty-third Regiment 1, 193 28 

Forty-seventh Regiment 48 15 

Troop C 637 94 



it 



<C 



tk 



II 



8 

Armories — Second Signal Corps $69 00 

Third GMling Battery 895 60 

Second Naval Battalion 286 44 

Headquarters, Second Brigade 20 00 



(« 



(4 



(t 



Number of lamps lighted September 30, 1899 ; also number of lamps added and number 
extinguished during quarter : 

Gas-lamps 11,878 

Welsbach lamps , 1,978 

Naphtha 273 

Electric-lights 4,295 

** 600 candle power 212 

Added during quarter : 

Gas-lamps 491 

Welsbach co2 

Naphtha 18 

Electric lights 139 

Electric-lights, 600 candle power 2 

Extinguished during quarter : 

Gas-lamps 416 

Welsbach 7 

Electric-lights 20 

Permits were granted for overhead and underground conductors, also subways, as follows : 

New York and New Jersey Telephone Company 494 

Flatbush Gas Company 27 

Citizens* Electric Illuminating Company 138 

Municipal Electric-light Company 117 

Edison Electric Illuminating Company ic6 

Brooklyn Heights Railroad Company 55 

Western Union Telegraph Company . 8 

Stock Quotation Telegraph Company 11 

Brooklyn District Telegraph i 

Fire Department 2 

Coney Island and Brooklyn Railroad Company 4 

Kings County Electric-light and Power Company 4 



9 

CoDDRieicial Cable Company I 

American District Telegraph i 

Holmes Electric Burglar Alarm Company i 



Total . ^ 970 



54H miles of overhead wire were removed. Certificates were granted for the installation of 
27*843 incandescent lamps, 538 arc lamps, 346 k. w. of generators and 383 h. p. of motors ; 
1,642 interior wiring mspections were made ; 4*255 meters were certified. 



BOROUGH OF QUEENS. 

Orders aggregating $6,096.55 were issued for furnishing supplies and making repairs to the 
various public buildings, offices, etc., as follows : 

For carpets, linoleum, etc $196 00 

For electrical work and supplies 260 00 

For fuel 657 00 

For furniture 819 50 

For fitting up offices 683 00 

For lighting public buildings, etc I»29i 75 

For repairs to buildings 600 00 

For telephones, etc 130 00 

For miscellaneous supplies, including janitors* supplies, law books, plumbing, type- 
writers* supplies, copying presses,, lumber, ice, trucking, glazing, etc if 459 3^ 

The following is a list of permits issued for erecting, replacing and resetting poles, stringing 
wires, etc., as follows : 

New York and New Jersey Telephone Company 131 

Queens Borough Electric-light and Power Company 6 

Bowery Bay Electric-light and Power Company 9 

Western Union Telegraph Company 3 

New York and Queens Gas and Electric Company 15 

New York and Rockaway Beach Railway Company I 

New York and Queens County Railway Company 5 

New York and North Shore Railway Company 3 

Electric Illuminating and Power Company 22 

Jamaica Electric-light Company 5 

Brooklyn Heights Railroad Company 4 

Total 204 



lO 

« 

107 poles and 16.79 miles of wire were removed by the different companies during the 
quarter. 

2,664 inspections were made by Inspectors. 

The following additional lamps were erected and lighted during the quarter : 
4 naphtha, I arc and 8 gas lamps. 



BOROUGH OF RICHMOND. 

Orders aggregating 13,344.98 were issued as follows : 

For office furniture to Receiver of Taxes, Commissioner of Jurors ; Municipal 

Court, Stapleton, and District Attorney $723 35 

For safes for Receiver of Taxes 960 00 

For typewriter and cabinet for Surrogate's Court 11700 

For repairs to New Brighton Village Hall 245 00 

For miscellaneous supplies, etc., such as water coolers and stands, ice, plumbing 
work, awnings, furnishing and repairing clock, telephone service, linoleum 
directories, document file, etc 370 32 

For lighting various villages and public buildings 929 31 

The following is a list of permits issued during the quarter for telephone and telegraph lines^ 
etc., viz.: 

New York and Staten Island Electric Company 120 

New York and New Jersey Telephone Company 106 

btaten Island Midland Railroad Company 9 

Staten Island Electric Railroad Company ' 8 

Western Union Telegraph Company 2 

Total 245 

Number of lamps burning at end of quarter : 

Incandescent 2,883 

Arc 382 

Oil 100 

1,550 feet of overhead wire were removed by inspectors. 

Further and detailed information in regard to the operations and transactions of the Depart- 
ment will be found in the following documents attached hereto : 

Document **A " — Statement of Appropriations and Expenditures. 



II 



Document 
Document 
Document 
Document 
Document 
Document 
Document 
Document 
Document 



Boroughs of Manhattan and The Bronx, 
B '*— Statement in Detail of Contracts. 
C *' — Report of Bureau of Repairs and Supplies. 
D ** — Report of Bureau of Lamps and Gas. 
E " — Report of Assistant Engineer. 
F **— Report of Electrical Bureau. 
G '* — Report of Chief Inspector of Meter Tests. 
H " — Report of Borough of Brooklyn. 
I " — Report of Borough of Queens. 
K" — Report of Borough of Richmond. 

Very respectfully, 

HENRY S. KEARNY, Commissioner. 
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DOCUMENT 

Statement of Appropriations^ Trust and Special Accounts^ shewing the Total Expenditures 



TiTLBS OP Appbopriations. 



Salaries — General Administration. 



Borouf^h* of MankaiiaH and 7%e Bronx. 
Salaries of Deputies, Clerks and Employees 

Supplies and Repaits 

Lamps and Lightin;; 

Furnishing, etc.. and Two New Elevators, Brown Stone Building 

AlteriuK Building on Southwest Comer of Prince and Wooster Streets. 

Contingencies 

Borough of Brooklyn. 
Salaries of Deputy, Clerks and Employees - 

Supplies and Repairs 

I^mps and Lighting 

Contingencies 



Borougk of Queens. 
Salaries ot Deputy and Employees 

Supplies and Repairs 

Lamps and Lighting 

Lamps and Lighting, Long Island City 

Contmgeocies 

Borougk 0/ Rickmond. 
Salaries of Deputy and Employees 

Supplies and Repairs 

Lamps and Lightinj 

Lighting in the former Village of Tottenville 

Coutingcncies 



Totals. 



Appropria- 
tion* wrrn 
Transfers, 
1898. 



$i8,aco 00 


3aa,a67 


00 


365,520 


00 


1.957,236 


CO 


15,000 


00 


l2,OCO 


CO 


130,082 


00 


211,000 


00 


776,012 


67 

1 ■ • 


25,860 


CO 


26,000 


CO 


244t»?« 


84 


73.^00 


00 


ii.cSo 


CO 


K.1P6 


30 


X24.3a8 


75 


800 


00 





$3,621,864 56 



NoTR — Requisitions during Third Quarter of 1899, on liabilities of 1896, " Public Buildings, Construction 
and Repairs," $45.30. 



J3 



<< 



A." 



during the Quarter ending Sepetember 30, 1899, and the Balances on October i, 1^(99. 



Requisitions 
FROM Janu- 
ary I TO 
Deckmbek 
31, 1E98. 



I17.787 14 

320,930 92 

290,849 47 

i,xo8,66o 63 

14,967 46 
u,953 OD 



126,936 ^3 



101,513 00 



291,719 07 



Rkquisifjons 

ON LlABIU- 
TIES OF 1898 

DURING First 

Six Months. 

OF 1899. 



i {/'<€)% 10 

20.5M 59 

106,894 83 

50,920 64 



11,076 39 

»o.333 OS 
47,566 67 

800 00 

• • • ■ • • a 



«a.558,o7S 88 



$136 00 

7M54 48 
ic9,622 37 



Requisi- 
tions ON 

LlABILITISS 
OF 1898 
DURING 

Third 

Quarter 

OF 1899. 



74 00 

73.43» 73 
473,123 SI 



5.465 7» 
111,139 9> 

4.P33 54 



2,749 39 
48,118 76 



1898,839 30 



*x.i79 58 
500 00 



3,870 ox 



$5,549 59 



Balances 

OF 1898 

ON October 
I, 1899. 



*l4i2 86 

Z,2IO 08 
3,336 47 

33.453 00 

3« 54 

*47 00 



*3,o;i 08 

^ *ao,(00 00 
I 12.184 36 

12,171 09 



*i,X97 90 

19 70 

36,367 10 

18,045 8a 



♦3 6t 

3C3 96 
38,643 32 



$159,399 79 



Appropria- 
tions WITH 
Transfers. 

1899. 



$34,3 JO 00 

403,715 00 

3;9,53o 00 

1,396,236 CO 

i,SOJ 00 
163,730 00 

140,000 CO 

870,712 67 
1,000 00 

39,930 00 
20,000 00 

344,091 84 

I. coo 00 

13,080 00 

15,000 00 

118,528 75 

500 00 



Requisi- 
tions 

DURING 

First 



Requisi- 
tions 

DUKING 

Third 



$3,693,724 36 



/ - fT-y 


• 

7« 


351 


6,301 


75 


t,943 79 


54a 


30 


64 60 


$677,968 


49 



Six Months 
OF 1899. 


QuARTr-R Oc 

1899. 


$«x.674 


$5 854 »a 


188,703 5, 


113,840 oS 


95.965 44 


84,356 88 


4;.5'8 3a 


30,030 70 


291 00 


335 34 


76,339 30 


43.«53 49 


30.^6 55 


26.835 35 


1 19 070 38 


59.a>4 95 


443 o» 


310 05 


M.58» 55 


6.3»7 74 


7,631 7t 


5.243 M 


76,419 68 


41.310 40 



347 61 

3.33* 55 

4,390 83 

3 JO 85 

86 15 



$434,079 32 



BALANCES OF 
1899 ON 

October t, 
1899. 



$6,670 86 

103,173 38 
69,197 68 

m 

1,3x8,686 98 



873 66 

44.4^7 a« 
82,818 10 

693,437 40 

346 94 

9,019 71 

7.>35 t5 
236,361 76 

500 (8 

• 

3.446 70 

8..'66 39 

117,665 60 

349 2S 



$3,590,676 45 



* These balances have been transferred to the General Fund for Redjction of Taxation. 
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DOCUMENT "B." 

Statement of Contracts, Quarter ending Sei»tember 30, 1899. 
boroughs of manhattan and the bronx. 
Contracts Entered into During the Quarter. 



Plumbing, etc., Seventh Regiment Armory.. 



Contractor. 



Christopher Nally Co. 



estimatbd 
Cost. 



$14,747 00 



Contracts Completed During the Quarter. 



Lighting former Village of Williamsbridge . < 



Contractor. 



Amount. 



New V'ork and New Jersey Globe Gas-light Com- 
pany, Limited 



S3.670 73 



Contracts in Progress and not Completed. 



Plumbing, etc.. Seventh Regimont Armory 

Coal to Public Buildings 

Electric lighting lormer Town of West- ) 
Chester f 

Hall of Records, Chambers, Centre and I 
Reade streets ) 

Rivington Street Bath 

Gouverneur Slip Hospital Building 



Total. 



Contractors. 



Christopher Nally Company 

New York Ccrtral Coal Company 

Bronx Gas and Electric Company 

John Feirce 

Jchn F. Johnson 

Mapes-Rcevc Construction C mpany . . . 



estimatrd 
Cost. 



$M,747 CO 

>9»9i3 45 
71,250 00 

1,997.900 oc 

95,7.0 00 

it6,':oo 00 



Amount 
Paid. 



$z9,oo8 31 

53t4»9 54 
1x5,600 00 

5*^.758 75 
97,664 15 

I335.460 75 



DOCUMENT **C. 
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Department of Public Buildings, Lighting and Supplies, 
Bureau of Repairs and Supplie.s, Nob. 13 to 21 Park 

New York, October 20, 1899 



Row, [ 



i7tf;f. Henry S. Kearny, Commissioner of Public Buildings, Lighting and Supplies : 

Sir— In accordance with your instructions, I have the honor to submit the following report 
of the transaction.s of this IJureau for the quarter ending September 30, 1899 : 



Criminal Court Building. 

The usual orders were renewed for cleaning glass in doors and windows. Plumbers' and car- 
penters' supplies, supplies for cleaning purposes, and engineers' and electrical supplies were fur- 
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nished. Two barrels soap powder, I barrel engine oil and i barrel disiafectent also furnished. To 
clean the marble figures in the above building, a galvanized iron tank with steam gauge, pipe, 
cocks and air-pumps complete was furnished. One Moss & Dexter valve receding outfit No. 6 was 
furnished and set up complete. The la^ge iron gates at entrance doors of above building on Centre 
and Elm streets were enirely overhauled and repaired, and put in first class order. At Boilers 
3 and 4 the centre walls a^d side walls were taken down and rebuilt, side and bridge walls were 
relined, and new brick archways, where required, were built. The following repairs were made 
to elevators : 

No. I. New gear wheel and spindle of cut-off furnished. 

No. 3. New cable of cut-off furnished. 

No. 5. Main piston and valves repacked. 

Supreme Court, Criminal Term — One 16-inch electric motor fan properly installed was 
furnished and put in complete. 

Court of Special Sessions — A supply of law books, 2 New York city directories and 4 tin 
boxes were furnished ; 2 galvanized iron were placed as directed on ventilators in above cou>'t. 

Court of General Sessions of the Peace — A supply of law books was furnished. In Parts II. 
and III. of above court the ceilings and side walls were washed off, ceilings painted and decorated 
and side walls painted four coats, be!»t quality Atlantic lead ground in- linseed oil being used. 
All woodwork in above rooms were' cleaned off and polished. 

Coroner's Office — i medical register, i business directory and i city directory were furnished. 

Civil Service Commission — A supply of law books, 2 dozen '* Shannon ** binding cases with 
indexes, and 2 six-drawer cabineis with index cards furnished. 

District Attorney's Office — i Remington typewriting machine, i roll-top typewriter desk, i 
revolving typewriter chair, 5 city directories, 3 Brooklyn directories, 3 copartnership and 3 direc- 
tories of selected names were furnished. 

County Court-house. 

The usual orders for steam supply were renewed. Cleaning and engineer's supplies, includ- 
ing soap powder and machinery oil, furnished. The order for cleaning glass in windows and 
doors of above building were renewed. The 4 large water-tanks in cock-loft of above building 
were scraped, cleaned and painted. 

Supreme Court— In Part IV. of above court ceiling, walls and ironwork were washed off, 
ceiling kalsomined, tinted in colors, panels decorated, walls and ironwork painted two coats of 
best quality paint. All woodwork was cleaned off and varnished and dado painted in panels, 
grained and varnished. Two quarters of New York •* Law Journals" were bound in sheep and 
black cloth ; 19 city directories were furnished. 

Surrogate's Court — 6 city directories and I business directory furnished ; 7 electric-motor 
fans, with necessary wiring, etc., complete, were furnished and put up. 

County Clerk's Office— A supply of law books furnished. 
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Cjty Hall. 

The usual orders foi supplying steam to above building and cleaning glass in windows 
and doors were renewed. Cleaning supplies were also furnished. Worthington pump in above 
building was entirely overhauled and repaired, new parts replacing defective and worn parts, I 
directory for reporters' room was furnished. 

President of Borough of Manhattan — One window shade and i circle top was furnished and 
put up. Also I window-shade repaired. About 13 feet of mahogany partition, similar design 
and height of present partition, was furnished and erected in above office, and door was placed 
in partition to connect the two rooms. 

City Clerk's Office — Two electric-motor fans with wiring, etc., complete, were furnished 
and installed in above office, I Remington No. 7 typewriting machine furnished and two news- 
paj^r racks with files furnished. 

Mayor's Office — Two city directories, i Brooklyn directory and ij^ dozen clean towels, 
weekly, furnished. 

Brown Stone Building. 

The order for cleaning glass in windows and doors of alx)ve building were renewed and the 
usual cleaning supplies were furnished. In boiler room of above building arches and bridge 
walls were rebuilt, sides of furnace were relmed and arches and back walls were taken down and 
rebuilt. 1 1 grate bars, I dead plate, I ash hole, I hand-hole plate and 2 arch plates were 
furnished and set in place as directed. Window shades of above building were repaired. 

Hall of Records. 

Order was renewed for cleaning glass in windows and doors of above building, and the usual 
cleaning supplies were furnished. Six dozen bottles of typewriter oil, 50 oil cans, and volume 
I and 2 of Atlas, Borough of Manhattan, 3 city directories, 2 business directories, and 2 Brook- 
lyn directories were furnished. 

Harlem Court-house. 

The usual cleaning and engineer's supplies, including soap powder, disinfectant and 
machinery oil, were furnished. 

West Fifty-fourth Street Court-house. 

The usual cleaning and engineer's supplies, including soap powder, disinfectant and 
machinery oil, were furnished. 

The two pumps in above court-house were entirely overhauled and repaired and put in first- 
class order. 

Seventh District Court-house. 

The usual cleaning and engineer's supplies, including soap powder, disinfectant and 
machinery oil, were furnished. 

One dozen large earthenware cuspidors were furnished. Closets, urinals, sinks, etc., were 
removed from top floor of above court-hou^ to first floor, and same reset and properly 
connected. 

2 
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Third District Court-house. 

Seventeen grate bars similar to those in use were furnished and set in grate 4inder boiler as 
directed. 

Markei'S. 

Fulton — At Tower, Fulton and South streets, the gutters and valleys were relined and 
painted and slate roof repaired. Old skylight over Stand 8 was removed and replaced with new 

5 feet 6 inches by 5 feet 6 inches galvanized-iron skylight with louvres all around, 2 feet 6 inches 
high with hip skylight over top, glazed with ^-inch glasb. Old skylight was entirely over- 
hauled and repaired. Defective tin on roof of above market was cut out and replaced with new 
tin of best quality, painted bottom and top. 

West Washington Market — The steel rolling shutters at above market were entirely over- 
hauled, repaired and put in first-class order. 

Armories. 

Eighth Regiment — The following supplies were furnished : 800 pounds moth exterminator 
an<} 2 barrels cleaning compound ; 5 gallons Miller's harness dressing ; y^ dozen quarts mucilage. 
Carter's ; 5 great gross parlor matches. Swift & Courtney's ; 6 cases roll toilet paper, cro^s cut, 
100 rolls to case ; 2 dozen long-handle iron snow shovels ; 12 dozen goblets ; 10 gallons lard oil, 
best gr:(de ; 6 wrenches (engineer's), 6, 8, 10, 12, 15 and 18 inch ; 10 gallons cylinder oil, best 
quality, and 10 gallons machine oil. 

Ninth Regiment — The followmg supplies were furnished : One dozen balls Asbestos valve 
packing, »k(-inch (i-pound balls); i dozen packages flat wire brads, % inch to 2 inches ; i sec- 
tional ladder, 40 feet (8 sections) ; i case roll toilet paper, 100 rolls to case (cross cut) ; 50 
pounds manila wrapping-paper, assorted ; i hose reel ; 10 gallons Jarboe's patent water paint ; 

6 quires desk blotting paper, 24 by 20 inches ; 3 barrels washing soda and I barrel disinfectant. 
The lamps, iron railing, guards and gates around the above Armory were cleaned off, sandpapered 
and painted two coats of best quality paint. The wooden doors on Fourteenth street and Fif- 
teenth street sivles of above Armory were scraped and varnished. The ironwork on east and 
west sides of roof of above Armory were painted. 

Twelfth Regiment — The following supplies were furnished : Twelve gallons Brilliant 
polish, I set of copper funnels, 12 dozen scrub cloths, 6 dozen wire urinal protectors, 2 rubl)er-tire 
hand trucks, 6 dozen nickel toilet-paper fixtures, 6 dozen mdjis, 2 gross pint bottles of ammonia, 12 
cases toilet paper, i dozen chamois skins, 500 pounds flake camphor, I box Bon Ami, 6 doz-^n 
balls of twine, 3 ban els sal soda, 3 Wrigley augers, 200 yards of canvas, i barrel disinfectant, 
500 pounds moth exterminator and i hand wagon. 

Sixty-ninth Regiment — One barrel disinfectant, 200 pounds moth exterminator, 5 gallons 
signal oil, 5 gallons sperm oil, 5 gallons black varnish, i large varnish brush, 2 small varnish 
blushes, 3 five-gallon cans were furnished, defective tin of gutters and balconies on roof of above 
building wa- cut out and replaced with new tin of best (jualily, painted bottom and top. 

heventy-first Regiment — Ceilings and walls of main hallways on first and second floors, 
extending to third landing, were cleaned down, ceilings were prepared and tinted, walls painted 
four coats ot best <iualiiy paint. Woodwork of doors, wainscoting, stairs, etc., scraped, bleached. 
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filled, painted and varnished. Water tank on roof was repaired, scraped and painted. Gat 
apparatus for turning gas on and off at the various company rooms was overhauled and repaired. 

Squadron "A" — The following supplies were furnished : lo dozen Turkish bath towels, 
20 by 40 inches ; 12 i-pound cans white paint, Devoe*s ; 500 rolls toilet paper, cross-cut (1,000 
sheets to roll) ; i barrel Marvin^s wax-oil finish for floors, 3 barrels disinfectant and 650 pounds 
moth exterminator. About 150 tons of decayed and useless tan-bark were removed from ring of 
above armory. About 700 square feet of rubber was furnished and laid as directed on runway 
leading from stable to ring of 'above armory. Reflectors in ring were lowered as directed ; steel 
plates, iron plates and angle irons were furnished and placed as directed in rifle range. Axles, 
wheels, handles, bolts and braces were furnished and put on feed-box at above armory. 

First Battery — i barrel disinfectant, 200 pounds moth exterminator, 100 feet ^-inch rubber 
hose, I wooden reel, I dozen feather dusters, i dozen metal brushes, 2 dozen towels and 6 varnish 
brushes fiirnished. 

Second Battery — I complete set of carpenter's tools, with chest furnished. 

First Signal Corps— The following supplies were furnished : 2 gallons sperm oil, best grade, 
and 50 rolls of toilet paper. Ceilings and walls of corps rooms were washed off, repaired and 
calcimined. All woodwork was cleaned and varnished and steam radiators rebronzed. For the 
purpose of a store-room for above corps a partition was furnished and erected in attic. 

First Naval Battalion — The following supplies were furnished : 30 gallons lard oil, 10 gallon.5 
cylinder oil, 3 dozen fire bricks, i 2-inch tube expander, I barrel kerosene oil and i brass anchor. 
The United States steamship " New Hampshire," armory of above battalion, was towed to 
summer rendezvous off Tompkinsville, Staten Island, and while there was overhauled and repaired. 
Seams of deck were calked and made water-tight, woodwork of deck repaired. Plans, drawings, 
blue prmts and specifications were made and drawn for addition to cabin, state-rooms, berth, etc., 
in above ship, and said work, as called for in specifications, etc., was completed in a satisfactory 
manner. The outside and inside of above ship were painted, and, at the end of summer season, 
ship was towed to its present quarters, foot of East Twenty-eighth street. 

Municipal Courts. 

First District— Order was renewed for cleaning glass in windows and doors of above court. 

Third District — A supply of law books, I city directory and i revolving desk chair fur- 
nished. 

Sixth District — i city directory furnished. 

Ninth District — A supply of law books, i city directory and I business directory furnished. 

City Magistrates' Courts. 

Seven copies Laws of New York, 10 copies Cook's Criminal and Penal Code, i copy Con- 
solidated Act, 7 copies Charter of Greater New York and 7 city directones were furnished for 
use of Justice of above courts. 

Third District City Magistrate's Court — Entire basement, 2 prison pens, south and east 
rooms, coal vaults and areas were cleaned of! and whitewashed 3 coats of " Parian Enamel 
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Whitewash/* 17 window-shades, made of best quality nonpareil shade-cloth, hung on *^ Harts- 
horn '* spring rollers, were furnished and put up. 

Finance Department. 

Eight city directories, i roll top desk, and I revolving desk chair were furnished. Two 16- 
inch electric motor fans, with the necessary wiring, etc., complete, were furnished and in- 
stalled in above department. 

Receiver of Taxes — 2 36-drawer ** Lang *' document tiles furnished. A new ceiling of 
^-inch North Carolina pine with heavy building paper lining, bed mouldings, etc., was put up 
in above office. 

Department of Taxes and Assessments. 

Five city directories and 2 Brooklyn directories and i 5-feet 6-inch roll-top desk furnished. 

City Paymaster. 

Order was renewed for cleaning glass in windows and doors of above office. One 24 -inch 
exhaust fan and 4 16-inch electric motor fans with necessary wiring, etc., complete, were 
furnished and installed. 17 elliptical guards, made of f^-inch flat steel, 2-inch mesh, with pickets 
and scroll all finished in gold bronze were furnished and put in place as directed. 

City Chamberlain. 

One city directory and 4 Lang steel document file cases were furnished. 
An increase in the supply of clean towels weekly was ordered. 

Bureau of Expert Accountants. 

Three cocoa mats and i typewriter desk furnished. An iron railing, 3 feet I inch by 3 feet 
4 inches, with necessary gate, hinges, etc., complete, was furnished and put up. 

Clerk, Board of Estimate and Apportionment. 
One letterpress and stand, 2 rugs, 30 by 64 inches, and i roll typewriter desk furnished. 

County Jail. 

Six barrels of lime, 150 feet ^-inch rubber hose and i hose-reel furnished. Plumbing work 
of baih tubs, closets, urinals, basins, etc., throughout the building was entirely overhauled and 
repaired. A 48-inch iron sink, properly connected, was furnished and placed in yard. One 
Ericsson pumping engine and i water-heater, including pipe fittings, etc., complete, to connect 
with supply pipes throughout building, was furnished and put in as directed in above building. 

Department of Buildings. 

One city directory, i Brooklyn directory, i Queens directory, i Richmond directory, 
I business directory, i book-rack, 50 desks for use of inspectors, 70 stools, 24 bent wood chairs, 
6 revolving desk-chairs, and 3 36-drawer ** Lang " steel documeht file-cases were furnished. 
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Bureau of Municipal Statistics 
One directory of City of New York furnished. 

Board of Assessors. 
One Brooklyn directory furnished. 

Commissioner of Jurors. 
A supply of law books was furnished. 

Commissioner of Acx:ounts. 
2 city directories were furnished. 

Sheriff's Office. 

2 city directories, i large combination steel case and I 36-drawer Lang steel document-file 
case, I revolving desk -chair and 2 roll-top desks furnished. 

Supreme Court (Appellate Division). 
9 city directories were furnished. 

Corporation Counsel. 

8 city directories, i wardrol^e, i typewriter desk, 2 armchairs, I 6-foot roll-top oak desk, 5 
** Bank of England '' chairs and i 36-drawer Lang steel document-file cases were furnished. 

Bureau for the Recovery of Penalties — i copartnership directory, I city directory and I 
Brooklyn directory furnished. 

Bureau of Street Openings (Law Department)— 2 roll-top desks and 2 revolving chairs 

furnished. 

Department of Charities. 

. 19 city directories and i Brooklyn directory furnished. 

Department of Correction. 

17 city directories, 5 Brooklyn directories, 4 business directories and i copartnership directory 

furnished. 

Health Department. 

Fifty-fifth street and Sixth avenue — The furniture, books, papers, apparatus, etc.. were 
removed from previous to present quarters. Previous to occupancy all the plastering of walls and 
ceilings of the different floors of above building were repaired. Pigeon hole cases were taken down, 
removed and set up as directed, new material to complete same being used. A pigeon hole map 
case, built in accordance with plan, was furnished and put up in basement, I electric pump was 
furnished and put in and connected with supply tank, and an order was given for a 
supply of electric current to operate the same. Steam pump was properly connected to supply 
tank. Gas pipes throughout building were removed and altered as directed, waste pipes, supply 
pipes, sewer pipes and leader pipes were cleaned out, blow-off tank and steam pipes connected 
with same repaired. New panel partition on first floor of above building was shellaced, var- 
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ished 4 coats, rubbed down and polished. All old woodwork was cleaned and touched up. Old 
boiler tubes in boilers were removed and replaced with new 3-inch tubes. About i,ocx) yards of 
plain **A" linoleum was furnished and laid on second and fourth floors of above building. 
Window shades of best quality nonpareil shade cloth, hung on *' Hartshorn*' spring rollers, were 
furnished and placed on windows as directed, and under main skylight on fouith floor a skylight 
shade of best quality nonpareil shade cloth, made in three parts hung on " Hartshorn *' spring 
rollers, was furnished and put in place. 12 benches with perforated seats and backs, 12 bent-wootl 
cane bottom chair-, 3 office chairs and 3 revolving high chairs furnished. The usual cleaning 
supplies, including i barrel disinfectant, I barrel soap powder, were furnished. 100 feet rubber 
hose, with nozzle, couplings and reel complete, also furnished, and the order for cleaning glass in 
doors and windows was renewed. 

Vaccination Station, No. 68 Elm Street — Ceilings and walls on second floor of above building 
were washed off, prepared and calcimined and all woodwork was cleaned and painted. 

President of Board of Public Improvements. 

Six mahogany arm chairs with leather seats and backs, I cocoa mat, I 3-gallon porcelain- 
lined water-cooler, i stand, i letter copying press and i stand furnished ; 2 Remington type- 
writing machines were entirely overhauled and repaired and left in perfect working order ; a 
large table was cut in two and reflnished, new cloth, gimp and legs being furnished ; an iron 
railing, 5 feet 9 inches by 9 feet 6 inches, with gate, lock, springs, hinges, etc., complete, and 
finished in gold bronze was furnished and put up in hallway, and a glass sign made of French 
plate glass, quartered oak frame, burnished gold letters and carmine background, was furnished 
And placed in hallway, as directed. 

Department of Street Cleaning. 

One Manhattan typewriting machine, i 5-foot roll-top desk, and i quartered oak cabinet 

furnished. 

Department of Bridges. 

Order for an extra supply of clean towels weekly ; 2 gallons Marvin's floor polish ; I city 
directory and I Brooklyn directory furnished ; i wash-basin was furnished and properly con- 
nected in above office. 

Department of Srwkrs. 

One wooden sign, lettered ** Chief Clerk's Office," was furnished and put in place as 
directed, and i eight-foot double pedestal quartered oak desk was furnished. Railing in room 
13 10 was altered as directed, 32 feet of new railing being added, and in front of doorway at No. 
13 15 a wicket gate complete, finished in gold bronze, was furnished and put up. 

Department of Water Supply. 

About 236 feet of stationary upright desks, secured to partition supported on legs, top and 
front of desks of quartered oak, balance of whitewood, with joints and angles doweled and 
glued, having one coat of best wood-filler, shellaced, varnished, rubbed down and polished, and 
constructed in accordance with plan, was furnished and put in place. New panel partition was 
shellaced, varnished, rubbed down and polished as directed. Floors of rooms 2401, 2402, 
2403 and]^2404 were shellaced. 15 window awnings with necessary pulleys, ropes, etc., com- . 
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plete, were furnished and put up on windows of above department. I Remington typewriting 
machine, i roll-top typewriter desk 2 5-foot 6-inch roll-top desks, i dozen oak chain (cane seats), 
I oak high chair, 4 city directories, 2 Brooklyn directories, i business directory and 3 copies 
of the Session Laws of 1899 were furnished. 

Department of Highways. 

One city directory and i business directory were, furnished. 2 filing cabinets for maps, 
constructed in accordance with plan, were furnished and put up as directed. 

Department of Public Buildings, Lighting and Supplies. 

A supply of rubber stamps, note paper, envelopes and printed forms furnished, and 3 copies 
Hendrick's architectural engineers and mechanical directories of the United States also furnished. 

Deputy Commissioner's Office — A wash-basin, with the necessary pipes, fittings, etc., prop- 
erly connected, was furnished and put up. 

General Office -A supply of law books, i city directory, i business directory and i Brooklyn 
directory furnished. 4 window shades, hung on Bassett fixtures, were put up in above office. 

Bureau of Lamps and Gas — i Tucker filing case complete was furnished. 

Electrical Bureau — i city directory and 11,000 blank forms for use of above Bureau were 
furnished. 

Bureau of Repairs and Supplies — A supply of coal and wood for heating, etc., and a supply 
of ice, sponges, soap, brooms, pails, dusters, mops, brushes, etc., were furnished to the different 
public buildings, courts and offices in care of this department. The order for use of horse and 
wagon was renewed and order for replacing worn out and defective parts of Welsbach lights in 
the different buildings, courts and offices was also renewed. Among the many items of repairs 
made not otherwise specially referred to, are plumbing, steam-fitting, gas-fitting, mason work, 
plastering, painting, carpentering, glazing, electrical work, ironwork, etc., and for the use of the 
mechanics in the employ of this department, a supply of lumber, hardware, paints, varnish, etc., 
was furnished. Contract and specifications were drawn for furnishing material and labor required 
for the installation of a plumbing and drainage system, plunge and shower baths for the Seventh 
Regiment, and, after being duly advertised, awarded at public letting to lowest bidder. This work 
has been commenced and is progressing favorably. One dozen self-acting letter files, i 6-inch roll- 
top desk, I city directory and 4 cylindrical shaped tin boxes for plans were furnished. 

Free Floating Baths— To shut off the view of spectators there was erected on roof of bath at 
foot of east Twenty -fourth street a galvanized iron awning frame, together with awnings, rollers, 
aod necessary fixtures complete. The usual orders for lumber and small supplies were renewed. 
The anchors and chains on East One Hundred and Thirty-fourth street Bath, East Fifty-first 
street Bath, and Battery Bath, were recovered, removed and stored at Corporation Yards. 

The baths were towed from their respective berths on East and North rivers to their winter 
(juarters, where they will be overhauled and repaired for the forthcoming bathing season. The 
baths were opened June 12 and closed September 17, 1899. 

The season just closed was what might be termed a poor bathing season, inasmuch as no 
continued very hot weather prevailed ; still the number of bathers that availed themselves of the 
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privilege shows how great a necessity the public baths are. Herewith is a comparattve state- 
ment of the number of bathers during the bathing season of 1898 and 1899 : 



1898 

»899- 

A decrease of. 



Malrs. Fkmai.ks. Total. 



3.7"5.488 ' i,39».388 5,096,876 

2,914,469 I 958,017 ' 1,872,486 



1,224,390 



BOROUGH OF THE BRONX. 

Municipal BmLniNo. 

Roofs of main building and annex were repaired. Defective tin cut out and replaced with 
new tin of best quality, painted bottom and top. Kntire roofs were painted with best quality 
metallic paint. 

Department of Taxes and Assessments — ^3 sets of skids were fu; nished and set as directed. 

Departmentof Highways— 2 6-gallon water coolers were furnished. 

President of the Borough of The Bronx — i city directory and a supply of law books were 
furnished. 

Board of Puclic Improvements— One set of skids were furnished and set as directed ; about 
22 feet of iron railing, 6 feet high, with gate, springs, hinges, lock, etc., complete, all finished in 
gold bronze, was furnished and put up as directed ; 7 pigeon-hole cases, i chest and 2 supports 
made of oak and white wood in accordance with plan, was lurnishcd and put up as directed ; i 
letter-copying press, i stand, i dozen office chairs and i toilet cabinet with a supply of clean 
towels weekly furnished. 

Department of Public Buildings, Lighting and Supplies — Coal and wood for heating, etc., 
and brooms, dusters, mops, soap, sponges, chamois, sapolio, etc., for cleaning, were furnished for 
use at the different public buildings, courts and offices in care of this Department. Repairs were 
also made to carpentering, painting, plumbing, ironwork, etc., of the several public buildings 
in above borough in care of this Department. 

Very respectfully, 

BARTHOLOMEW DONOVAN, Superintendent, Repairs and Supplies. 



DOCUMENT **D." 

Department of Public Buildings, Lighting and Supplies, 1 

Burp:au of Lamps and Gas, j- 

New York, October 12, 1899. ) 

Hon. Henry S. Kearny, Commissioner of Public Buildings^ Lighting and Supplies : 

Sir — In compliance with ihe directions contained in your letter of the 3d inst., I herein 
submit a report of the transactions of ihe Bureau of I^mps and Gas for the boroughs of Manhattan 
and The Bronx, for the quarter ending September 30, 1899 : 
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Exhibit " A '* is a statement showing the amounts on vouchers for gas and electric currents 
supplied to the various public markets, offices, armories, etc., and for lighting and maintaming 
public lamps. 

Exhibit ** B" is a summary of the appropriation for ** Lamps and Lighting," 1899, showing 
vouchers drawn during the quarter, amounting to thirty thousand three hundred and seventy- 
seven dollars and seventy-eight cents ($30,377.78), with liabilities for the quarter of two hundred 
and ninety. two thousand four hundred and fifty seven dollars and twelve cents ($292,457.12). 
These liabilities consist of claims of the various gas and electric companies for the lighting 
and maintenance of the public lamps, and for gas to the various public markets, offices, armories, 
etc., for the months of July, August and September, which claims cannot be audited for the reason 
that contracts have not as yet been executed for said work. 

Exhibit " C " is a summary of the lamp account, and this shows the number of new lamps 
lighted, old lamps relighted and lamps discontinued during the quaiter ; eighty-four new gas 
lamps, eight new Welsbach naphtha lamps, and fifty-two new electric lamps have been lighted ; 
thirty-one gas lamps have been relighted, and thirty-nine gas lamps discontinued. The total num- 
ber of lamps lighted on September 30 was twcntv-five thousand and fifty-eight gas lamps, fifteen 
hundred and eighty-one naphtha lamps, four hundred and forty-nine Welsbach na{5htha lamps, and 
four thousand four hundred and forty-two electric lamps, making a total of thirty-one thousand 
five hundred and thirty lamps. 

Exhibit ** D '* is a statement showing the candle-power of the gases supplied to the city by 
such of the gas companies as are within reach of the photometric stations. 



The following statement will show the average amount of impurities found in the gases of the 
several gas companies, as determined by E. G. Love, Ph. D., the Gas Examiner at the labora- 
tories of this Department. 



Of What Company. 

Consolidated Gas Company — 

Branch i 

Branch 2 

Branch 3 

Branch 4 , 

Branch 6 

New York Mutual Gas Company 

Equitable Gas-light Company 

Standard Gas-light Company 

East River Gas Company , 



Sulphur. 

(Grains m 

100 Cubic 

Feet.) 



8.14 

16. oB 
7.66 

16. 10 
8.64 
7.40 
7.68 
8.14 
7.70 



Ammonia. 

(Grains in 

loo Cubic 

Feet.) 




SULPHU- 
RBTBD 

Hydrogen. 



trace. 



Tracr. 
Trace, 
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The following statement will show the specific gravity of the gases : 

Of Whai Company. 
Consolklaled Gas Company — Branch i 

Branch 2 

Branch 3 

Branch 4.* 

Branch 6 

New York Mutual Gas-light Company 

Equitable Gas-light Company 

East River Gas Company 

Standard Gas-light Company 



Specific 
Gravity. 

.644 
.596 
.686 
.546 
.617 

677 

.678 

.664 
.663 



The following statement will show the average maximum and minimum pressure on the mains 
of such companies as connect with our photometric stations, as recorded on the pressure registers 
during the quarter, the average being made for the time during which the public lamps are 
required to be kept lighted : 



Of What Company. 



Consolidated Gas Company — 
Branch i 



Branch 3, 
Branch 4. 



Branch 6. 



New York Mutual Gas Company, 



Equitable Gas Company. 



East River Gas Company, t, 



Standard Gas C<^'mpany. 



0) 6 «; 

Sboa •- 



i Inches. 



2.08 



Branch a 3.32 



4-58 



2.88 



3'30 



3-93 



2-45 



2-54 



1. 91 



V E C 

2.B2 
a> S «> 



Inches. 



1.97 



1.99 



2.49 

9.IO-< 



Wherf Taken. 



2 2^ 



o 



Comer Bowery and Grand street. 



I 



Seventy-ninth street, between Second and Third 



avenues 



2.10 



3.34 



1.87 



( ; Seventy-ninlh street, between Second and Third 



avenues 



.wl 



a. 19 



Z.81 



Comer Bowery and Grand street. 



t 



Seventy-ninth street, between Second and Third ) 
avenues •••) 

Ssventy-ninth street, between Second and Third > 
avenues 1 



iMiles. 

1.66 
1.66 

3.84 
3-3S 
1.05 
i.6x 
2.18 

1-39 
1.05 



Yours respectfully, 

S. McCORMICK, Superintendent of Lamps and Gas. 
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Exhibit "A." 

Statement showing the amounts on vouchers drawn for gas, etc., to the various public 
offices, markets, armories, etc., and for fitting up, lighting and maintenance, etc., of the public 
lamps for the third quarter of the year 1899. 

Pay-roll of Lamp-lighters, etc 

Cartages 

Gas examinations 

Rents of photometric stations 

Street lamps 

Repairs to gas-holder, Madison Avenue Bridge 

Cross-heads 

Wedges 

Lamp brackets 

Boulevard globes 

Miner's globes 

Repairing Boulevard lamp-tops 

Repairing old street lamps 

Painting, etc., candelabra. Fifth avenue and Twenty-third street 

Bicycle tires 

Central Bridge Tender's house 

Branch Department of Buildings, No. 2775 Third avenue 

Repair Shop, Water Supply, No. 3366 Third avenue 

Second District Municipal Court, The Bronx 

Sixth District City Magistrate's Court, The Bronx 

Municipal Building, The Bronx ... 

Repair Shop, Water Supply, Third avenue, between One Hundred and Eighty-eighth 

and One Hundred and Eighty-ninth streets 

Chief Engineer Water Supply, High Bridge 

Keeper's house, east side, High Bridge 

Headquarters Volunteers Seventy-third Regiment, No. 128 West Seventeenth street 

Public bath, East Twenty-fourth street (electric) 

Public bath, East Third street (electric) 

Municipal Building, The Bronx (electric) 

Law Department (electric) , 

City Hall (electric) 

City Paymaster (electric) 

City Register (electric) 

Public Comfort Station (electric) 

Receiver, Department of Taxes, Stewart Building (electric) 

Sheriff's Office, Stewart Building (electric) 

Surveyor of Taxes, Nos. 49 and 51 Chambers street (electric) 

Seventh Regiment Armory (electric) 



S490 


00 


525 


00 


324 


00 


240 


00 


675 


00 


25683 


350 


00 


40 


00 


65 


00 


750 


00 


30 


cx> 


220 


00 


437 50 


149 90 


6 


50 


5 04 




76 


7 


88 




19 


I 


90 


104 


22 


5 


80 


I 


99 


9 


12 


5 05 


25 


20 


20 


16 


120 


96 


139 32 


454 34 


371 


96 


200 


56 


ICX> 


26 


23 90 


^96 


15 


86 


519 64 
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Ninth Regiment Armory (electric) $278 28 

Twenty -second Regiment Armory (electric) 95 32 

Lighting public electric lamps, Manhattan 236 25 

Lighting public electric lamps, The Bronx 18,309 92 

Lighting public naphtha lamps, The Bronx I»397 '3 

Lighting public Welsbach naphtha lamps, Manhattan 3»357 '8 



i30»377 78 



Exhibit *»B." 

Summary of the appropriation for " Lamps and Lighting," for 1899, Iwroughs of Man- 
hattan and The Bronx, showing the amounts drawn on vouchers during the quarters ending March 
31, June 30 and September 30, 1899, with balance to the credit of the aopropriation : 

Amount of appropriation "Lamps and Lighting,'* 1899, Manhattan and The 

Bronx $1,340,236 00 

Amount of vouchers drawn first quarter $30,893 49 

Amount of vouchers drawn second quarter 29,957 43 

Amount of vouchers drawn third quarter 30i377 7^ 

91,228 70 

$1,249,007 30 
Sept. 15. Amount transfencd to appropriation "Salaries — Deputies, Clerks, etc. '\ 44*000 00 

Balance against which no vouchers have been drawn $1,205,007 30 

LtabiiiticSy Third Quarter. 

Consolidated (las Company, lighting, etc., public lamps $80,592 35 

Equitable Gas-light Company, lighting, etc., public lamps 10,857 43 

Standard Gas-light Company, lighting, etc., public lamps 7»392 28 

Central Union Gas Company, lighting, etc., public lamps 1 1, 118 35 

Northern Union Gas Company, lighting, etc., public lamps 20,549 89 

Yonkcrs Gas-light Company, lighting, etc., public lamps 5,201 16 

New York and New Jersey Globe Gas-light Company, lighting, etc., public lamps. . . . 7.254 51 

Brush Electric Illuminating Company, lighting, etc., public lamps 32,129 90 

Edison Electric Illuminating Company, lighting, etc., public lamps 18,247 00 

Harlem Lighting Company, lighting, etc., public lamps 3^299 60 

Manhattan Electric-light Company, lighting, etc., public lamps 26,588 40 

Mount Morris Electric-light Company, lighting, etc., public lamps 21,989 15 

North River Electric Light and Power Company, lighting, etc., lamps 40,290 30 

Pelham Electric Light and Power Company, lighting, etc., public lamps 3*255 40 

Consolidated Gas Company, lighting public offices L763 60 

Equitable Gas-light Company, lighting public offices , 431 60 
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East River Gas Company, lighting public offices 

Equitable Gas-light Company, lighting armories 

EsLSt River Gas Company, lighting armories 

Empire Ornamental Glass Company, 2,0(X> street signs, 



^55 65 
622 60 

457 95 
360 00 


$292,457 12 



SUMMARY. 

Balance of Appropriation against which no vouchers have been drawn $i,205,cx>7 30 

Outstanding liabilities, first quarter of year $290,620 g6 

Outstanding liabilities, second quarter of year 294,365 73 

Outstanding liabilities, third quarter of year 292,457 12 

877,443 21 



Balance available $327,564 09 



Exhibit **C." 

Summary of the Lamp Account, showing the number ol new lamps lighted, old lamps 
relighted and lamps discontinued by each gas and electric company during quarter ending 
September 30, 1899 : 



Borough 0/ Manhattan. 

Gas Lamps. 
Consolidated Gas Company, Branch i — 

Number of lamps lighted June 30, 1899 

Number of new lamps lighted duHng the quarter... 
Number of old lamps relighted during the quarter. . 



Less lamps discontinued during the quarter. 
Number of lamps lighted September 30, 1899. 



Consolidated Gas Company, Branch »— 

Number of lamps lighted June 30. 1899 

Number of new lamps lighted during the quarter. . 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter ■ 



Number of lamps lighted September 30, 1899. 
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Consolidated Gas Company. Branch 3 — 

Number of lamps lighted June 30, 1899 * 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamp discontinued during the quarter 

Number of lamps lighted September 30. 1899. 

Consolidated Gas Company. Branch 4 — 

N umber of lamps lighted June 30, 1899 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quaner 

Number of lamps lighted September 30, 1899 

Consolidated Gas Company, Branch 6— - 

Number of lamps lighted June 30, 1899 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

• 

Less lamps discontinued dunng the quarter 

Number of lamps lighted September 30, i8«^ 

Total number of lamps lighted by Consolidated Giis Company. Sept. 30, 1809. . 

Equitable Gas-light Company — 

Number of lamps lighted June 30, 1899 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued durme the quarter 

Number of lamps lighted September 30, 1899 

Standard Gas-light Company. Madison S«|u.ire Branch- 
Number of lamps lighted June 30, 1899 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Number of lamps lighted September 30, 1899 



«,t90 





• 


- - ■ ■ 


i.o9<> 




I 




i>39> 







2 




— ■ — 


^.393 1 




^ 







6,89, i 

6 I 



• ■ • • I 



3.425 



648 



6,916 
9 



3.427 

4 



648 



i..i9 



3.i<l9 



6.f^7 



M,403 



3.423 



048 



it 



Standard Gas-light Company, Harlem Branch — 

Number of lamps lighted June 30, 1899 

Number of new lamps lighted during the quarter. . . 
Number of old lamps relighted during the quarter. 



1.257 



1,353 



Less lamps discontinued during the quarter 

Number of lamps lighted June 30, 1899 

1 otal number of lamps lighted by Standard Gas-light Company, Sept. 30, 1899 . 

Borough 0/ The Bronx, 
Central Union Gas Company — 

Number of lamps lighted June 30, 1899. 

Number of new lamps lighted dunng the quarter 

Number of old lamps relighted during the quarter 



Less lampx discontinued during the quarter. . . 
Number of lamps lighted. September 30, 1899 



Northern Union Gas Company — 

Number of lamps lighted June 30, 1899 

Number of new lamps lighted during the quarter. . 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter. . 
Number of lamps lighted September 30, 1899. 



Yonkcrs Gas-light Company — 

Number of lamps lighted June 30. 1899 

Number of new lamps lighted during the quarter.. 
Number of old lamps relighted during the quarter. 



Less lamps discontinued durmg the quarter 

Number of lamps lighted September 30, 1899 

Total number of gas-lamps lighted September 30, 1899. 

Borough of Manhattan. 
Naphtha Lamps. 
New York and New Jersey Globe Gas-light Company — 

N umber of lamps lighted June 30, 1899, Central Park 

Number of Umps lighted June 30. 189Q, Riverside drive 

Number of lamps lighted June 30, 1899, Momtngside avenue, West . 

Number of l.imps lighied June 30, 1899, Momingsidc Park 

Number of new lamp& lighted during the quarter 

Number ot lamps lighted September 30, 1899 



1,692 

51 

6 



2,840 

2 



726 



lai 

132 
«5 
II 



1,36a 



1,9x0 



J. 749 

t 



'.748 



2,856 
10 



2,846 



728 



738 
25.058 



279 



279 
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Borough of The Bronx. 
New V'ork and New Jersey Glohc Gas-light Company — 

Number of lamps lighted June 30, 1899, Woodlawn Heights 

Number of lamps lighted June 30, 1899. Wakefield 

Number of lamps lighted June 30, 1899. Fnstchester 

Number of lamps lighted June 30, 1899, Williamsbridge 

Number of lamps lighted June 30. 1899, Dronx and Pelham parkway. 

Number of lamps lighted June 30, 1899, Bronx Park 

Number of lamps lighted June 30, 1899, Cedar Park 

Number t)f lamps lighted June 30, 1899, Cbrcmont Park 

Number of lamps lighted June 3c, 1899. Crotona Park 

Number of lamps lighted June 3<~>. 1899, (fUn Hill ro^d 

Number of lamps lighted June 30, 1^99. Mosholu parkway 

Number of lamps lighted June 30. 1899, Mosholu avenue 

Number of lamps lighted June 30, 181)9, ^^' Mary's Park 

Number ol lamps lighted June jo, 1899, Van Cortlandt Park 

Number of lamps lighted June 30, 1899, Washin}»ton Bridge Park . . 



I 

I 

I 
33 

142 

88 
36a 

1 59 

I 

18 I 

1 

-•* i 

98 I 

67 j 

I 
I 

59 

61 ' 

I 

34 I 



t.3oa 



Niiml>er of new lamps lighted during the quarter. 



1.30a 



Total number of naphtha lamps lighted Septeml>er 30, 1899. 



«.5«x 



Borough 0/ Manhattan. 
Wklsuacii Naphtha Lami'S. 
Welsbach Street Lighting Company of America- 
Number of lamps lighted June 30, 1899, Central Park . . . 
Number of lampw lighted June 30, i8«,9. Riverside Drive. 



433 
8 



Number of lamps lighted during the quarter. Central Park I 

Number of lamps lighted during the quarter. West One Hundred and Twcniy- 1 1 
second street f j 



Number of lamps lighted September 30, 1899. 



44 « 



8 i 



449 



Electric Lamps. 
Brush Eloctnc Illuminating Company- 
Number of lamps lighted June 30, 1899 

Number of nrw lamps lighted during the quarter. 
Number of old lamps relighted during the quarter 



864 



Less lamps discontinued during the quarter .. 
Number ol lamps lighted September 30, i8f|9. 



864 I 



864 



33 



Ed.son Electric Illuminating Company- 
Number of lamps lighted June 33, 1899 

Number of new lamps lighted during the quarter.. 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter. 



Number of lamps lighted September 30, 1899. 



Harlem Lighting Company — 

Number of lamps lighted June 30, 1899 

Number of new lamps lighted during the quarter.. 
Number of old lamps relighted during the quarter. 



Less !amps discontinued during the quarter. 



Number of lamps lighted September 30, 1899 



Manhattan Electric-light Company — 

Number of lamps lighted June 30, 1899 , 

Number of new lamps lighted during the quarter.. 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter. 



Number of bmps lighted September 30, 1899. 



Mount Morris Electric-li^ht Company — 

Number of lamps lighted June 30, 1899. 

Number of new lamps lighted dur.ng the quarter. . . 
Number ot old lamps rclisht-.d during the quarter, 



Less lamps discontinued during the quarter. 



Number of lamps lighted September 30, 1899 



Total number of electric lamps. Borough of Manhattan, Sept. 30, 18,9. . 

Borough 0/ Tht Bronx. 
North River Eliciric-light and Powrr Comp.my — 

Number of !.imp-> lighted June 30, 1899 

Numb.r of new lamps lighted during the quarter 

Num'er ot old lamps relighted during the quarter 

Less Umps discontinued during the quarter 

Number w* lamps lightid September 30, 1899 

3 



444 



85 



721 



578 

45 




7il 



6a3 I 



977 



444 



85 



721 



633 



a.734 



977 
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Bronx Gas and Elect nc Company — 

Number of lamps lighted June 30, 1899 

Number of new lamps lighted during the quarter. 
Number of old lamps relighted during the quarter 



Less lamps discontinued during the quarter 



570 
3 



Number of lamps lighted September 30, 1899 



573 



Pelham Electric-light and Power Company <- 

Number of lamps lighted June 30, 1899 

Number of new lamps lighted during the quarter... 
Number of old lamps relighted during the quarter 



Less lamps discontinued c uring the quarter. 



Number of lamps lighted September 30. 1899. 



Eastchester Electric Company — 

Number of lamps lighted June 30, 1899 

Number of new lamps lighted during the quarter.. 
Number of old lamps relighted during the quarter. 



Less lamps discontinued during the quarter 



86 



86 



Number of lamps lighted September 30, 1899 



Total number of electric lamps lighted Sep'ember 30, 1899. 



4.44a 
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RECAPITULATION. 



Number of gas lamps lighted June 30, 1899 

Number of naphtha lamps lighted June 30, 1899 

Number of electric lamps lighted June 30, 1899 

Number of Welsbach naphtha lamps lighted June 30, 1899 

Number of new gas lamps lighted during the quarter 

Number of new naphtha lamps lighted during the quarter 

Number of new electric lamps lighted during the quarter 

Number of new Welsbach naphtha lamps lighted during the quarter. 

Number of old gas lamps relighted during the quarter 

Number of old naphtha lamps relighted during the quarter 

Number of old electric lamps relighted during the quarter 

Number of Welsbach naphtha lamps rel'ghted during the quarter. . . . 

Less gas lamps discontinued during the quarter 

Less naphtha lamps discontinued during the quarter 

Less gas lamps discontinued on account of electric lights 

Less Welsbach naphtha lamps discontinued during the quarter 

Total number of lamps lighted September 30, 1899 



94,982 

1.581 

4.390 

44X 






3« 



31.994 



"44 



3« 



3».569 



39 



39 

3>.S30 

-; — ry 
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Exhibit 



Statement giving the illuminating power, in candles, of the gases supplied to the city by the 
observations at the Photometrical Rooms of the Department of Public Buildings, Lighting 



Month op- 



East KivBR Gas 
Company. 



Consolidated Gas 
Company, 
Rkanch 1. 



July 

August 

September 

Distance from I 
gas works ... \ 

Testing burner < 





Illuminatine Power 


in Candles. 






• 


M 


M 


U 


« 


V 


ri 


V 


JS 


W 


^ 


M 


V 


2 


S 


> 
< 


14.46 


25 80 


25. 18 


93-84 


25 02 


24. 3« 


96.3c 


27.68 


26.63 



1.39 miles. 

Bray's Slit Union 
No. 7. 



llluminn'tng Power 
in Candles. 



M 
V 

c 



V 

X 



V 

n 

u 

> 

< 



23.66 26.32 j 25.04 
23.65 35.22 34.28 

20.32 26.40 I 23.70 

I 

1 . 86 miles. 

Bray's Slit Union 
No. 7. 



Consolidated Gas 
Company, 
Branch 3. 



Illuminating Power 
in Candle«. 





. 




•* 


M 


M 


w 


V 


V 


-« 






'S 


M 









X 



23.01 
21.90 
19.66 



V 

« 

u 

> 
< 



»5-52 



34.10 



35.80 I 3). 06 

I 
24.93 , 23.37 



X.60 miles. 

Bray's Slit Union 
No. 7 



Consolidated Gas 
Company, 
Branch 3. 



Illuminating Power 
in Candles. 



8 

2 






35.04 

25-78 
33.50 



M 

> 
< 



39.32 

28.34 
27 03 



38.t7 
37.01 
35.76 



3.84 miles. 

Bray's Slit Union 
No. 7. 
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« < 



D." 



s^everal gas-light companies during the quarter ending September 30, 1899, as shown by the weekly 
and Supplies. 



Consolidated Gas 
Company, 
Branch 4. 


CovsoiiDATED Gas 
Company, 
Branch 6. 


New York 

Mutual Gas-light 

Company. 


Equitablb 
Gas-light Company. 


Standard 
Gas-ught Company. 


Illuminatinfc Power 
in Candles. 


Illuminating Power 
in Candles. 


Illuminating Power 
in Candles. 


Illuminating Power 
in Candle.*. 


Illuminating Power 
in Candles. 


• 

i 
2 


• 

JB 

X 


a; 

> 

< 


. 

n 
v 

2 


n 

i 

X 


• 

r 

V 

> 

< 


v 
2 


• 

X 


be 
r: 

> 
< 


s 
2 


a 

M 

X 


Average. 


n 



-1 


JS 
X 


V 

> 

< 


22.72 
22.44 
22.16 


24.40 
93.96 

23.11 


23.40 

23.16 

22. S5 


22.00 
23.76 

21. 20 


24.64 
25.62 

a3.3S 


23.07 
24.46 

22.17 


»5-56 

95-38 
25.24 


27.78 
26.44 
27-38 


26.58 
25.84 
26. oz 


34 -44 
34-34 
25.88 


35-94 
34 -94 
37.44 


25.10 

3457 
^6.48 


34-56 

31.34 
20.96 


35-34 
26.48 
27.28 


94 .91 

33.53 
24.30 


3- 
Bruy 


38 mile 

's Slit I 
No. 7. 


B 

Jnion 


1.05 miles. 

Bray's Slit Union 
No. 7. 


X. 

Bray' 


60 mile 

s Slit I 

No. 7. 


s. 

Jnion 


2.79 miles. 

Bray's Slit Union 
No. 7. 


I. 
Bray' 


05 miles. 

s Slit Union 
No. 7. 
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DOCUMENT **E." 

City of New York, 
• Department of Public Buildings, Lighting and Supplies, 

Office of Assistant Engineer, Nos. 13 to 21 Park Row, 

New York, October 16, 1899. 

Hon, Henry S. Kearny. Commissioner : 

Sir — In accordance with your instructions, I submit herewith a statement of the transactions 
of this office for the quarter ending September 30, 1899. 

Men have been employed outside in checking the number and location of street lamps lighted 
or extinguished and of all lamps shown on the maps previously compiled. 

The new map of the streets and parks of Manhattan, on a scal« ot 400 feet to the inch, has 
been completed as far north as One Hundred and Tenth street, showing all arc lights and gas 
lamps, the latter designated as Consolidated, Standard or Equitable ; ordinary lamps, single or 
double Welsbach or fire-alarm. 

Additions to and changes in the map of Manhattan are noted as follows : 



Consolidated Gas Light Company. 

Standard Gas-light Company 

Equitable Gas-light Company 

Arc lights of all companies 




Extinguished. 

o 

4 
o 



In the Borough of The Bronx the following changes are shown : 



LiCHTBD. 



Central Union Gas-light Company.. 
Northern Union Gas-light Company, 

Yonkers Gas-light Company 

Arc lights of all companies 




Extinguished. 

I 

10 
o 
o 



The map of Queens has been changed to show 7 gasoline lamps changed to gas, 13 new gas 
lamps lighted and 496 arc lights discontinued. These arc lights were in Lighting District No. 5, 
including Hollis, Queens, Springfield, Rosedale, Aqueduct and the surrounding country, and 
have been discontinued because the contract dated December 17, 1897, has been declared invalid 
by the Court of Appeals. 

Inspection has been continued of the lighting in public buildings, and, from time to time, 
twenty-four-hour charts of gas pressure secured, to ascertain that a uniform pressure was being 
maintained. 

The saving in consumption of gas in the principal public buildings is shown in the following 
table comparing the consumption of gas for the third quarter of 1899 with the average of the 
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corresponding quarters of the years 1894 to 1897, inclusive, 1898 being omitted as a period of 
partial change : 

Comparative Siatement showing Consumption of Gas in Principal Public Buildings durinfi Third 

Quarter. 



Building. 



Court Houses — 

BrowD Stone Building 

Clock Tower. Third District ) 
Court-house f 

Harlem Court-house 



New Court house. 



Engine Houses — 

High Water Service Pumping) 
Station, One Hundred and | 

Seventy-nmth street ) 

High Water Service Engine ) 
House, Ninety-eighth street f 

JaU- 

County Jail 

Markets — 

Catharine 

Centre .... 

Clinton 

Fulton 

Jefiferson 

Tompkins 

Washington 

Register's O.IBce 



Totals*. 



1894. 


1895. 


1896. 


Cu. ft. 


Cu.ft, 


Cu. ft. 


76,900 


61,100 


26,400 


ai7,6oo 


293,000 


107,(00 


64,400 


93,100 


89.300 


x,ax6,6oo 


2,140,300 


1,292 900 
574,7co 


4a r, 600 


39S.600 


437.30O 


330,600 


295.000 


a67,aoo 


46.500 


45.400 


47.800 


95.300 


84,300 


14X.300 


154.800 


144,900 


IZ3,000 


435,100 


441,200 


495,400 


45.400 


67,aoo 


84,800 


139,600 


145.600 


X75.000 


70a, 300 


649,300 


643,203 


50,900 


76,100 


79.400 



1897. 



Cu. ft. 

160,300 

i3o,aoo 

100,700 

1,219,100 

5*3.500 
360,900 

302,600 

53.900 
156,100 

96.700 
482,800 

68,000 
228,800 
660,600 

75.IOO 



AVB< AGB. 


1899. 


Cu. ft. 


Cu. ft. 


8x,aoo 


75.800 


1 87, ICO 


zaa,3oo 


86,900 


1x2,300 


x.2Z7,aco 


820, 100 


549. «oo 


604,400 


404,600 


383,800 


273.800 


196.800 


48,100 


34.400 


XI9.300 


53.300 


137,100 


85,100 


461,200 


127,860 


66,300 


53,000 


173,300 


34.000 


663,800 


340.500 


7o,aoo 


68,500 


4.537,900 


3,100,000 


A total i 
1,437,900 < 


laving of 
:ubic feet. 



Saving in 

1899 OVER 
AVRRAGB 

OF Four 
Years. 



Per cent. 

e% 

34l 
♦38 

33l 
•xo 

s8A 

9B^ 

55K 

33 

74« 

aiH 

80K 

48,'« 

3«M 



The Armories in the Borough of Manhattan have used during the quarter 1,665,700 cubic 
feet of gas, or an increase of 7^ per cent, over iheir average for the corresponding period of the 
years 1894-1897. This is attributed to the extra requirements in preparation for the Dewey cele- 
bration. 

Samples of cement submitted for use in the Department have been tested for fineness, sound- 
ness, tensile strength and rate of setting, and these tests are still in progress. 

Very respectfully, 

FRANK D. LEFFINGWELL, Assistant Engineer. 

~ ■ — — ■ — — ■ -- — , ■ . ■ - -_ _ 

* Increase. 
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DOCUMENT "F." 

Electrical Bureau — Boroughs of Manhattan and The Bronx, 
Department of Public Buildings, Lighting and Supplies, 

Nos. 13 TO 21 Park Row. 

New York, October 17, 1899. 

Hon, Henry S. Kearny, Commissioner : 

Sir — I submit herewith a report of work done by the Electrical Bureau of this Department 
for the quarter ending September 30, 1899 : 

Applications received for inspection of interior wiring 3«465 

Applications closed 3, 195 



Balance open I1271 



Certificates issued for interior wiring 3*025 



Permits issued for signal wires 497 

Permits issued for electric lighting 320 

Permits issued for pole lines 10 

Permits issued for city lamp-posts 5 

Permits i^ued for subsidiary connections 821 



Total number of permits issued for outside electrical work 1*653 



Complaint notices issued 453 

Complaint notices attended to 317 



Balance receiving attention 426 



Number of l6^andle power incandescent lamps covered by certificates 9^*373 

Number of arc lamps covered by certificates 718 

Number of generators covered by certificates 24 

K. VV. capacity of generators covered by certificates ^ 430 

Number of motors covered by certificates ii42o 

H. P. capacity of motors covered by certificates 7»497i J 

Total number of inspections made by 15 men I3}495 



The inspectors have removed 18,700 feet or 3.331 miles of overhead wires without any addi- 
tional expense to the City. 

Respectfully submitted, 

FRANK E. BROWN, Chief Inspector. 
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DOCUMENT "G." 

City of New York, 

Department of Public Buildings, Lighting and Supplies, 

Bureau of Meter Tests, Office, No. 214 East Ninth Street, 

New York, October 14, 1899. 

Hon. Henry S. Kearny, Commissioner of Public Buiidings^ Lighting and Supplies^ Nos. 13 
to 21 Park Row, City of New York : 

Dear Sir — In compliance with letter dated October 3, 1899, I herewith submit a detailed 
statement of the business transactions of the Bureau of Meter Tests, for the quarter ending 
September 30, 1899. 

On July I the number of new meters on hand to be tested was 63. During the same month 
there were received 539, for August 1,546 and for September 1,752, making a total for the 
quarter, including special tests, of 3,900, ranging in capacity from 3-light to lOo-light. 3*653 were 
approved, tested, sealed and badged as correct, with my official seal. 6 were rejected and 
returned for repairs and adjustment. 

Forty-two special tests were made upon request of gas companies or consumers, of which 10 
were found to register fast, 21 were found slow, and ii were found correct ; all of M'hich 
certificates were issued bearing my official signature. 

Recapitulation for the Quarter ending September 30, 1899. 

July I, 1899. Meters on hand to be tested 63 

Meters received for quarter ending September 30 3»837 

Total 3*900 

Sept. 30, 1899. Meters approved, tested and sealed 3»653 

" 30, " *' rejected 6 

" 30, " " special tests 42 

Total 3»7oi 

Sept. 30, 1899. Number of meters on hand to be tested 199 

Total 3*900 

Respectfully submitted, 

ANTHONY CLINCH Y, Chief Inspector, Bureau of Meter Tests. 
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DOCUMENT "H." 

Department of Public Buildings, Lighting and Supplies, ) 

PoROUGH OK Brooklyn, October 12, 1899. J 

Hon. HtNRY S. Kearny, Commissioner of Public Buildings ^ Lighting and Supplies, Maa- 
hattan. New York, N. Y. : 

Dear Sir — I send herewith report of the operations of the Department of Public Buildings, 
Lighting and Supplies, Borough of Brooklyn, tor the quarter ending September 30, 1899, as follows : 

Very respectfully, 

WILLIAM WALTON, Deputy Commissioner. 



Statement Showing the Amount of Requisitions Forwarded to the General 

Office for Transmission to the Finance Department. 

Salaries Deputy, Clerks, Laborers, Cleaners, Janitors and Employees f43*053 50 

Supplies and repairs 26,835 35 

Lamps and lighting 59*214 95 

Contingencies 310 05 

Total $129,413 85 



Summary Statement of Contracts. 



Contracts entered into, none. 
Contracts completed, none. 



Supplies and Repairs. 



Borough Hall— 

Awnings $27 50 

Books (including directories) 54 50 

Carpenter work iioo 

Check punch (Abbot's) 35 00 

Clocks, repairing and winding.. . 12 50 

Electrical supplies and repairs. . . . 223 94 1 

Elevator repairs 7 02 , 

Flags and repairs 75 

Furniture, carpets, etc 387 00 ' 

C'llazing 12 00 | 

Hardware i 00 | 

I lose and couplings ^ 25 | 

Ic<? 93 37 

Ironwork 3 75 

Janitor's supplies 7 65 



Borough Hall— 

Locksmithing 

Mason work 

Office supplies 

Painting, etc 

Plumbing 

Rental of registers 

Roofing 

Si^ns 

Soap 

Steam fitting, etc 

Telephones 

Time stamp repairs 

Typewriting machines and supplies 
Window shades 



>ii i«; 

437 95 
I 92 

343 60 
35 66 
20 00 

183 90 

25 75 
27 18 

226 83 

560 00 

4 50 
48 50 

3 50 

$2,809 17 
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Municipal Building — 

Awnings 

Bicjcles 

Books, directories, etc 

Carpenter work 

Clocks, winding and repairing . . . 

Draughtsman's materials 

Electrical supplies and repairs 

Engineer's supplies 

Furniture, carpets, etc 

Glazing 

Hardware : 

Ice 

Janitor's supplies 

Locksmithing 

Maps 

Mason work 

Office supplies 

Oil 

Paintmg 

Picture backing 

Plumbing 

Rental of registers 

Roofing 

Sealing wax 

Soap 

Steam fittmg 

Telephones 

Typewriting machines 

Window shades 

Kings County Court-house — 

Awnings 

Books, directories, etc 

Carpenter work 

Clocks, winding and repairing 

Electncal supplies and repairs .... 

Furniture, carpets, etc 

Ice 

Ironwork 

Janitor's supplies 

Locksmithing 



$37 oo 

20 10 

126 00 

1,448 90 

12 50 

37 32 
128 57 

4 50 

345 «> 

87 88 

71 95 
'45 25 

14 30 
19 10 

35 00 

375 67 
12 17 

50 
205 00 

3 60 

55 72 

15 00 

282 40 

17 50 

18 00 

923 59 
680 00 

130 75 
7 00 



$5,260 27 

$22 50 

115 50 
240 CX) 

12 50 

116 20 

713 90 
124 50 

40 CO 
21 QO 

3 75 



Kines County Court-house — 

Mason work. . t 

Office supplies 

Painting 

Plumbing 

Rental of registers 

Roofing 

Safes, moving, etc 

Steam fitting 

Telephones 

Typewriting machines 

Water coolers 

White lead 

Window shades 

Wood 



Hall of Records — 

Awnings 

Books, directories, etc 

Carpenter work 

Clocks, repairing and winding. . . 

Cuspidors 

Document files 

Draughtsman's instruments and 

materials 

Electrical supplies and repairs . . . 

Furniture, carpets, etc 

Gardening 

Glazing 

Hardware 

Ice 

Ironwork 

Locksmithing 

Maps 

Painting 

Plumbing 

Rental of registers 

Steam fitting, etc 

Telephones 

Watchman's clock 

Water coolers 



$235 00 

24 00 

363 88 

570 15 

15 00 

26 08 

20 00 

398 64 

470 00 

8550 

23 00 

3 00 
no 14 

20 00 

$3J74 16 

$192 25 

107 00 

464 90 

17 so 

1855 

86 40 

30 22 

63 75 
223 30 

75 00 

4 75 
2 50 

83 00 

54 90 
8 10 

60 00 

475 00 
176 15 

15 00 
130 00 

150 00 

50 00 

20 25 

$2,508 52 
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Kings County Jail — 
Blankets $439 00 



Boiler repairs , 

Carpenter work 

Engineer*& supplies ... 
Furniture, carpets, etc 

Glazing , 

Iron work 

Locksmithing 

Mason work 

Matches , 

Oils 

Painter's supplies 

Plumbing 

Roofing 

Rope, twine, etc 

Shoes 

Soap 

Soft soap 

Steam fitting 

Straw 

Telephones 

Tools 

Whiting 



312 95 
107 00 

52 45 

29 40 

9 68 

175 00 

.2 75 
180 CX) 

3 50 

31 32 

78 25 

364 13 
20 96 

3685 

600 00 

66 CX) 

97 50 
64 89 

32 63 

70 CX) 

16 60 

15 65 



S2,8o6 51 



Disciplinary Training School for Boys — 

Carpenter work 

Cleaning out and filling up cess- 
pools 

Electrical work 

Engineer's supplies 

Filling in old well 

Fire-alarm boxes ((lame well's key- 
less) 

Fire axes and hooks 

Fire-hose 

Glass 

Mason work 

Painting 

Painter's supplies 

Phenyje 



$432 62 

892 75 
M 75 

16 CX) 

293 00 
4CX) CX3 

36 CX) 

222 75 

55 71 
89 50 

150 00 

19 15 

50 00 



Disciplinary Training Schcx)! for Boys — 

Plumbing $631 73 

Roofing 43 84 

Steam fitting 35 00 

Stoves, repairing, etc 6 cx) 

Telephones 70 cx) 

$3,458 80 



City Magistrates' Courts— 

First District : 

Books l^'iw, etc . . . . 

Electrical work 

Furniture, carpels, e'c. 

Ice 

Plumbing 

Roofing 

Telephones, court 

Telephones, residence. 

Second District : 

Books, law, etc 

Furnace grates 

Ice 

Painting 

Plumbing 

Telephones, court.... 
Telephones, residence . 
Wood 



Third District : 

Books, law, etc 

Cleaning flues 

Glazing 

Ice 

Telephones, court. . . . 
Telephones, residence. 



Fourth District : 

Books, law, etc. 

Furniture 

Glazing 



54 50 

8 CX3 

76 25 
10 37 
22 40 
54 20 
40 (X) 
25 00 



$240 72 

$4 50 
6 cx) 

10 37 

loi 04 

10 67 

40 03 

25 00 

4 (X) 

$201 58 

$4 50 

26 3c 

4 00 

10 37 
40 cx> 

25 (X> 

$110 17 



$4 50 

12 (X) 
2 00 
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City Magistrates^ Courts — 

Fourth District : 

Ice 

Painting 

Plumbing 

Telephones, court. . . 
Telephones, residence. 
Window shades 



Fifih District : 

Books, law, etc 

Glnzing 

Ice 

Mantles nnd globes. . . 

Plumbing 

Telej>hon€s, court . . . . 
Telephones, residence. 

Window shades 

Wood 



Seventh District : 

Books, law, etc 

Carp<.'nter worV 

Cleaning furnace 

Fumilure 

Glazing 

Ice 

Plumbing 

Pumping out cesspool. 

Telephones, court 

Telephones, residence. 



$io 37 
142 52 

46 55 
65 oc 
25 00 
12 00 



S3 19 94 



$4 50 

3 a> 
10 37 
15 00 

7 00 
40 00 
12 50 

8 00 
2 00 



$IC2 37 

Sixth District : 

Hook-s law, diiectorie?, etc. . . . S17 50 

Carpenter work *28 95 

Furniture 87 00 

Ice 10 37 

Locksmithmg I 25 

Telephones, court 45 ^^ 

Telephones, residence 25 c» 



S3' 5 07 

54 50 
5481 

8 50 

4 50 
3 CO 

10 37 
228 81 

114 CO 

40 00 
17 00 



City Magistrates' Courts — 

Seventh District : 

Wmdow shades 

Wood 



Eighth Distiict : 

Books, law, etc 

Ice 

Telephones, court . . . . 
Telephones, residence 



Municipal Couits 

First District : 

Funiiiure. . . 
Ice 



Second District i 

Clocks, repairing, etc. 

Ice 

Telephones 



Third District : 

Carpenter work. 

Ice 

Plumbing 

Roofing 

Safes, repairing. 
Telephones . . . . 
Wood 



Fourth District : 

Cleaning furnace .... 
Clocks, repairing, etc. 

Ice 

Painting 

Telephones 



$18 05 


4 00 


$5^-7 54 


$4 50 


10 37 


45 00 


25 00 


S8487 



S55 


00 


10 


37 


$65 


37 


S3 50 


10 


37 


55 


00 


$68 87 


S5 


CO 


10 


37 


15 


>9 


IS 54 


7 50 


50 


00 


4 


00 


$107 


60 


S7 50 


4 


00 


10 


37 


16 


01 


50 


00 


S87 


88 
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Ciiy Magistrates' Courts — 
Fifth District : 
Books, law, directories, etc. . . 

Furniture 

Ice 

Telephones 



$7 oo 
25 00 

10 37 
50 00 

$92 37 



Armories — 
Thirteenth Regiment : 
Carpenter work $222 50 



Phenyle . . 
Plastering. 
Telephone. 



50 00 

55 00 
55 00 



$382 50 

Fourteenth Regiment : 

Furniture and carpets $320 10 

Gas fitting 15 00 

Glazing 9 50 

Safes, repairing, etc 40 00 

Telephone 5000 

$434 60 



Twenty-third Regiment : 

Carpenter work $422 00 

Electrical repairs 90 cx> 

Plumbing 252 

Roofing 422 00 

Stand pipes 189 00 

Steam fitting 67 76 

$1,193 28 



Forty -seventh Regiment : 

Glazing 

Plumbing 



$38 15 
10 CX) 



$48 15 



Troop C : 

Cleaning up tanbark $105 50 

Pluinbmi^ 52 44 

Tanbark 420 00 

Telephones 60 00 

♦637 94 



Armories — 
Second Signal Corps : 
Telephones 



Wood 



$65 00 
4 cx> 



$69 00 



Third Catling Battery : 

Furniture, carpets, etc $73^ 65 

Glazing 1000 

Plumbing 85 00 

Telephones 25 00 

Window shades 38 95 

$895 60 



Second Naval Battalion : 

Carpenter work $120 00 

Electric work 11 16 

Painting 90 28 

Plumbing 25 00 

Telephones 40 00 



Headquarters Second Brigade : 
Telephones 



$286 44 



$20 00 



Public Baths- 
Canvas screens $75 00 

Carpenter work 1,248 41 

Filling holes in walks 73 5° 

Furniture 5 00 

Hardware 27 20 

Ice 45 84 

Iron work 29 90 

Ladder 3 00 

Lighting apparatus 10 50 

Oils 5 25 

Plumbing 3© 45 

Pumping pontoons 325 00 

Pumps 15 00 

Rope 29 64 

Towing 1 10 00 

Water coolers 11 00 



$2,044 69 
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Public Libraries — 
Central Branch : 

Carpenter work $973 oo 



Gas fitting. . 
Mason work 

Painting. . . . 

Tray cases. . 

Wootl 



East New York Branch : 
Book support" 



Carpenter work 

Furniture 

Painting 

Plumbing 



90 00 

345 00 
19s 00 

367 50 
18 00 

$1,988 50 



$7 50 
525 00 

18 CX) 

150 00 
8 so 

5709 00 



South Brooklyn Branch : 

Carpenter work $385 00 

Wood 8 00 



$393 00 



Eastern District Branch : 

Carpenter work $815 00 

Wood 8 CX) 



$823 cx> 



Administration Building, Wallabout Market — 



Carpenter work. . . ., 
Engineer's supplies. 

Ice 

Janitor's supplies. . . 

Pump 

Signs 

Steam fitting 

Telephones 

Water coolers 



$50 00 

70 

10 37 

448 
10 00 

20 00 

28 75 

70 c» 

5 50 

$199 80 



Storehouse, P. B., L. and S, — 

Carpenter work 

Clocks, repairing, etc 

Electrical supplies and repairs. 

Gas fixtures 

Hardware 

Ice 

Oils 

Painter's supplies . . 

Removing rubbish 

Sealing materials 

Tools 



Department of Bridges — 

Books, directories, etc. . 

Cocoa mats 

Copying baths 



Horse Keep — 

Blanket?, robes, etc 

Board of horses 

Feed, etc 

Harness, etc 

Horse 

Shoeing . : 

Veterinary services 

Wagons and wagon repairs 



$30 00 

1 so 

144 70 

96 

10 40 

10 37 
6 10 

131 OS 
98 00 
28 00 

13 95 



$475 03 



$51 00 

13 00 

8 00 



$72 00 



$45 70 

360 CO 

50 42 

93 75 
125 00 

90 00 

14 00 

414 15 



$1,193 02 



Miscellaneous — 

Street signs 

Supplies for sweeping machine . . . 

Copying press, Board of Public 

Improvements 



$770 00 
33 75 

40 2S 
$844 00 
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RECAPITULATION — SUrPLIES AND REPAIRS. 

Borough Hall $2,809 17 

Municipal Building 5»26o 27 

Kings County Court-house 3f 774 '6 

Hall of Records 2,508 52 

Kings County Jail ^ 2,806 51 

Disciplinary Training School for Boys 3, 458 80 

City Magistrate's Court, First District 240 72 

" •* Second District 201 58 

Third Distnci no 17 

Fourth District 319 94 

Fifth District 102 37 

" '' Sixth District 3150? 

" Seventh District 507 54 

Eighth District 84 87 

M unicipal Court, First District 65 37 

Second District 68 87 

Third District 107 60 

Fourth District ... 87 88 

Fifth District 92 37 

Armories, Thirteenth Regiment 382 50 

Fourteenth Regiment 434 60 

Twenty-third Regiment 'i '95 28 

Forty-seventh Regiment 48 15 

Troop ** C ** 637 94 

Second Signal Corps 69 00 

Third Catling Battery 895 60 

Second Naval Battalion 286 44 

Headquarters Second Brigade 20 00 

Public Baths 2,044 ^ 

Public Libraries, Central 1,988 50 

East New York 709 00 

South Brooklyn Branch 393 00 

Eastern District Branch 823 00 

Storehouse, Department of Public Buildings, Lighting and Supplies 475 03 

Administration Building, Wallabout Market 199 80 

Department of Bridges. 72 00 

Horse keep, etc., iX'partment of Public Buildings, Lighting and Supplies I|I93 02 

M isccllaneous 844 00 

Total $35,631 33 

CONTIN(;ENCIh:S. 

Car-fares, postage stamps, etc $310 05 
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Lamps and Lighting, 



Gas lamps | 

Welsbach lamps 

Naphtha lamps 

Electric lights 

Electric lights, 600 candle power 



Burning Junk 
30, 1899. 



4,03a K.C.Co. I 
6,939 B. Un. . . f 

1.483 
a 10 



Addsd During 
Quarter. 



49» 
503 

18 

a 



Capped and 
Extinguished. 



416 



90 



Burning Sep- 
tember 30, 1899. 



11,878 

1,978 

a73 

4.99s 
az3 



Permits Granted During Third Quarter, 





» 
Overhead. 


Subways. 


Under- 
ground 
Conductors. 


Totals. 


New York and New Jersey Telephone Company 

Flatbush Gas Comoanv 


457 
aa 

'37 
"5 

91 

54 
8 

IX 

I 
a 

4 

I 

• ■ • • 

I 
z 


»3 
3 

• • • • 

a 

85 

I 

• • • • 

• • • ■ 

• • • • 

• • • • 

• • « • 

a 

• • • • 

• • • • 

• • • • 


«4 

a 
I 

I 
I 

• • • • 

• • • • 


494 

97 

138 

"7 
106 

55 
8 


Citizens' Electric Illuminatinfir Comoanv..... 


MuniciD3l Electric Liieht Comoanv ..>•• 


Edison Electric Illuminating Company 

Brooklvn Heiirhts Railroad Comoanv 


Western Union Telecraoh Comoanv 


Stock Ouotation Telesraoh Comoanv 


XX 


Brooklvn District Xelefirraoh Comoanv 


J 


Fire Department t.T.t«.>.t.t...«.«rTtT.rt.ft.tTit- 




Coney Island and Brooklyn Railroad Company 

Kings County Electric Light and Power Company . . . 
Commercial Cable Comoanv 




American District Telcsraoh Comoanv 




Holmes Electric Burslar- Alarm Comoanv 








Permits refused or oendins action 


835 
38 


116 

• • • • 


'9 

• • • • 


970 
98 






Total number applications received 


863 


116 


»9 


998 



Number of miles of overhead wire removed , 

Number of applications for interior wiring certificates. 



54H 
690 



?o 



J n',aA descent larps 27,^143. 
Arc ismpft, 53.^, ' 

K.W.^yf j3;?ri<Taton, 34'^. 



) 



^7 



NuirJ>er of interior winng intpectioTii ir^a/'ic 1,642 

Nam)/ef of meterv certified, rfMtint 4,255 

Noffif^er of meten provfrd and »ea]e^3, coir*p*a;n! 15 

N uml/cr of meters f/i'/ved an'] rejected, coTr.piaint 8 

Numl^r of pbotom«ttric teit> 01 illominating ga* 2 





Poles. 




Ik'Jc. 




Wood. 


fcrecf e4 




» ••«•»•«' «*• ■«««« ■.•«■•• 


5- 
119 


■ 


475 
3*9 






• 


Toial 




•69 


t 


ri46 
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DOCUMENT "I.' 

Jamaica, N. Y., October 11, 1899. 
//^«. IlKNkY S. KKAkNY, Commissioner, Public Buildings, Lighting and Supplies, New York 
City : 

Dkar Sir — I have the honor and re5>[)ectfu]ly submit the following detailed report of the 
transactionx of this Department for the quarter ending September 30, 1899 : 

Yours respectfully, 

JOEL FOWLER, Deputy Commissioner. 

<,)UAK'IKRLY KKI'^^RT KNDING SEITEMBER 30, l89<> — DEPARTMENT OF PUBLIC BUILDINGS, 

Lighting and Suitlies, Borough of Queens. 

accounting department. 

For transmission to the Finance Department, requisitions were made on the general ofiBce, 
during; tlie quarter, chargeable to the several appropriations, as follows : 

" Salaries of Deputy an<l Employees'* — 

J"'y $2,346 68 

Au^juht '»994 40 

September I»976 66 

$6,317 74 

* l>et.rfa.se. t Increase. 



SI 

••Supplies and Repairs" — 

July $1,584 26 

August i»9io 71 

September 1,748 17 

$5,243 14 

•* Lamps and Lightii^ '* — 

July $I3»049 ^ 

August 1 1)694 05 

September 16,566 75 

4'»3»o 40 

•* Contingencies " — 

July $239 66 

August 7 95 

247 61 

$53,118 89 

Orders Issued. 

For "Supplies and Repairs" to the various buildings, offices and departments, in the 
Borough of Queens, during the quarter ending September 30, 1899, orders were issued showing 
estimated amount of expenditures, as follows : 

Coal and Wood (Fuel), 

Sept. 16. Town HalJ, Jamaica $250 00 

16. Armory, Flushing 125 00 

16. Town Hall, Newtown 150 00 

16. Town Hall, Flushing 125 00 

18. Town Hall, Flushing 7 00 

$657 00 

Carpets {Linoleum^ etc.). 

July I. Municipal Court, Long Island City $45 00 

17. Department Assessments and Arrears, Long Island City 25 00 

25. Coroner's Office, Jamaica 56 00 

25. President of Borough, Ix>ng Island City 70 00 

196 00 

Electrical Work and Supplies. 

July I. Department Public Buildings, Lightmg and Supplies, Jamaica $50 00 

Sept. 9. Hackelt Building, Long Island City 90 00 

•" 16. Hackett Building, Long Island City 120 co 

260 00 

Fitting Up Offices, 

July 12. Department of Sewers, Long Island City , $249 00 

Aug. 8. Deputy Receiver of Taxes, Long Island City 434 00 

683 GO 
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Furniture {DesAs, Chairs^ etc). 

July 8. Department of Sewers, Long Island City $i8 oo 

12. Departments of Water, Sewers and Highways, Long Island 

City . . 280 00 

25. Department of Buildings, Jamaica 32 00 

27. Municipal Court, Long Island City * 6800 

Aug. 5. Deputy Receiver of Taxes, Long Iskland City 4^ 50 

8. Deputy Receiver of Taxes, Long Island City 1 10 00 

8. Deputy Receiver of Taxes, Long Island City 1 10 00 

8. Deputy Receiver of Taxes, Long Island City 14 00 

22. Department Taxes and Assessments, Long Island City 105 00 

Sept. 5. Department of Buildings, Jamaica 12 co 

** 15. Health Department, Jamaica 22 00 

Hardware, eu, 

July I. Municipal Buildings, Long Island City $100 00 

" I. Municipal Buildings, Jamaica 50 00 

'* II. Department Public Buildings, Lighting and Supplies, 

Jamaica ' 50 co 

Janitor^s Supplies. 

July 8. Department Public Buildings, Lighting and Supplies, 

Borough of Queens $10 50 

Aug. 8. Department Public Buildings, Lighting and Supplies, 

Borough of Queens 15 co 

" 21. Department Public Buildings, Lighting and Supplies, 

Borough of Queens 16 00 
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/Repairs to Buildings. 

July 21. I lackelt Building, Long Island City $1500 

•* 22. Village Hall, Far Rockaway 585 00 



$819 50 



200 00 



41 50 



Law Books. 
Aug. 8. Municipal Court, Long Island City 55 00 

Plumbing and Supplies, 

July I. Municipal Buildings, Jamaica , $3500 

I. Municipal Buildings, Flushing 25 00 



60 00 



600 00 



Typewriters^ etc, 
July I. Department Public Buildings, Lighting and Supplies, Jamaica 15 00 



S3 

Telephones, etc, 

July I. Department Public Buildings, Lighting and Supplies, 

Jamaica $80 00 

I Office of President of Borough/ Long Island City 50 00 
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$130 00 



Presses (Copying), 

Aug. 10. Offices of Public Improvements and I>puty Receiver of Taxes, Long 

Island City 78 00 

Miscellaneous — (Lumber^ Laundry, Disinfecting, Water, Gas, Repairs, Livery, 

Ice, Trucking Glazing and Maps.) 

July I. Department of Public Buildings, Lighling ancl Supplies, 

Jamaica fj$ co 

I. City Magistrate's Court, Long Island City. 8 00 

I. Hackett Building, Long Island City 10 00 

I. Health Depaitment, Jamaica 6 00 

I. Department of Public Buildings, Lighting and Supplies, 

Jamaica 7 00 

I. Town Hall, Newtown ; 10 00 

I. Hackett Building, Long Island City 10 co 

I. Municipal Buildings, Long Island City 125 00 

I. Department of Public Buildings, Lighting and Supplies, 

Jamaica. ..... 100 00 

^* I . Municipal Buildings, Jamaica 50 00 

" I. Town Hall, Newtown 10 00 

I. Municipal Buildings, Long Island City 55 00 

I. Municipal Buildings, Jamaica 9 00 

12. Armory, Flushing 10 co 

3. Finance Department, Jamaica 10 00 

I. Town Hall, Jamaica 6 co 

28. Hackett Building, Long Island City 50 00 

Aug. 3. Armory and Town Hall, Flushing 6 30 

I. Engineer's Department, Public Buildings, Lighting and 

Supplies, Jamaica 80 00 

3. Department of Public Buildings, Lighting and Supplies, 

Jamaica 10 00 

8. Hackett Building, Long Island City 35 00 

14. Department of Public Buildings, Lighting and Supplies, Bor- 
ough of Queens 40 00 

17. Department of Public Buildings, Lighting and Supplies, Bor- 
ough of Queens 25 00 

24. Hackett Building, Long Island City 26 50 
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Aug. 30. Department of Assessments and Arrears, Long Island City . . $8 00 

'* 31. Deputy Receiver of Taxes, Long Island City 50 00 

Sept. I. Engineer's Department, Public Buildings, Lighting and 

Supplies, Jamaica 80 00 

6. Department of Public Buildings, Lightmg and Supplies, 

Jamaica 10 00 

9. Hackett Building, Long Island City 32 00 

15. Deputy Receiver of Taxes, Long Island City 15 00 

15. Health Department, Jamaica 5 00 

19. Hackett Building, Long Island City 36 00 

$1,009 80 

Total * $4,804 80 

Orders were issued during the quarter for lighting public buildings, etc., m the Borough of 
Queens, the estimated cost of same being as follows : 

Jamaica Gas-light Company — « 

Village Hall, Jamaica, 13 gas-lamps in Village of Jamaica, Soldiers' Monument, 

Jamaica $138 00 

Mew York and Queens Light and Power Company — 

Village of Flushing, 8 arc lamps ; Armory at Flushing ; Town Hall, Flushing ; 

Whitestone Water Works, Whitcstone 456 67 

Queens Borough Electric Light and Power Company — 

Village of Far Rockaway, 5 arc lamps ; Disposal Works, Far Rockaway ; Rocka- 

way Beach, i arc lamp 165 83 

Newtown Gas Company — 

Elmhurst, 18 Wclsbach gas lamps 140 00 

East River Gas Company — 

Pumping Stations, Long Island City; City Magistrate's Court, Long Island City. 150 00 

Electric Illuminating and Power Company — 

Hackett Building, Long Island City 165 00 

New York and New Jersey Globe Gas-light Company — 

Arveme, 4 lamps 30 00 

Richmond Hill and Queens County Gas-light Company — 

Richmond Hill District, 15 gas lamps 46 25 

Total $1,291 75 
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CONTRACTS. 

There were no contracts entered into during the quarter ending September 30, 1899. 
There were no contracts completed during the quarter ending September 30, 1899. 

The following is a list of contracts not yet completed, with dates of expiration : 

Electric Illuminating and Power Company, Long Island City, expires January i, 1900. 

Margaret Dwyer, Village of Flushing, expires on thirty days' notice. 

Flushing Gas and Electric-light Company, Village of Flushing, expires December 20, 1902. 

Edwin Garsia, Jr., Town of Flushing, expires January i, 1907. 

Jamaica Electric-light Company, Village of Jamaica, expires December i, 1901. 

Jamaica Electric-light Company, Brooklyn Hills, expires December 10, 1907. 

Jamaica Electric-light Company, Woodhaven, expires January i, 1907. 

Jamaica Electric-light Company, District No. 5, expires December 17, 1907 (validity of this 
contract questioned). 

Jamaica Gas-light Company, Dun ton, expires October I, 1907. 

Jamaica Gas-light Company, public buildings, expires January I, 1902. 

New York and New Jersey Globe Gas-light Company, Arveme-by-the-Sea, expires October i , 
1902. 

New York and New Jersey Globe Gas-light Company, Rockaway Beach, expires October 
I, 1902. 

Newtown Light and Power Company, Town of Newtown, expires May 2j, 1905. 

Newtown Gas Company, Town of Newtown, for the term of seven (7) years, to be calculated 
from the time each lamp is erected and lighted. 

New York and Queens Gas and Electric Company, College Point, expires December 17, 1902. 

New York and Queens Gas and Electric Company, Village of Flushing, expires January i, 

1903- 

New York and Queens Gas and Electric Company, Town of Flushing, expires December 30, 

1907. 

New York and Queens Gas and Electric Company, Village of Whitestone, expires December 
25, 1902. 

New York and Queens Gas and Electric Company, Village of Whitestone, expires December 
25, 1902. 

Queens Borough Electric Light and Power Company, Far Rockaway, expires July 6, 1902. 

Queens Borough Electric Light and Power Company, Inwood and Edgemere, expires 
December 27, 1907. 

Queens Borough Electric Light and Power Company, Rockaway Beach, expires September 

I5» 1902. 

Richmond Hill and Queens County Gas Company, Richmond Hill, expires December 9, 

1901. 

Welsbach Street Lighting Company of America, College Point, expires December 17, 1902. 

Bowery Bay Electric Light and Power Company, North Beach, expires December 10, 1907. 

New York and Queens Gas and Electric Company, Village of Whitestone, expires December 
25, 1902, 
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Report of Electrical Transactions. 
Exterior fVirinj^ Permits issued during the Quarter ending September 30, 1899. 



Company. 

■ 

New York and New Jersey Telephone Company . . . 
Queens Borough Electric-light and Power Company 
Bowery Bay Electric Light and Power Company . . . 

Western Union Telegraph Company 

New York and Queens Gas and EUectric Company . . 
New York and Rockaway Beach Railway Company 
New York and Queens County Railway Company . . 
New York and North Shore Railway Company. ... 

Electric Illuminating and Power Company 

Jamaica Electric-light Company 

Brooklyn Heights Railroad Company 

Duplicate Ptrmits. 
New York and New Jersey Telephone Company. . . 

Total 



July. 


August. 


Sbpt. 


60 


33 


38 


6 


• • 


• • 


6 


3 


■ • 


3 


• • 


• • 


6 


6 


3 


I 


• • 


• • 


4 


I 


• • 


I 


• • 


9 


3 


ZI 


8 


• • 


3 


3 


• • 


4 


• • 


90 


60 


54 


• • 


• • 


3 
56 


90 


60 



Total. 
>3« 

6 

9 

3 

«S 

I 

5 

3 

23 

5 

4 
304 

2 
306 



For what Purpose, 



Erect poles and wires for city lamps 

Erect poles 

Erect poles and wires 

Replace poles and wires 

Move poles and wires 

Reset poles. 

Erect guy stubs 

String wires 

Change wires 

Subway 

Erect lamps and wires 

Duplicate Permits. 

Erect poles 

String wires 

Total 



July. 


August. 


Sept. 


• • 


I 


• • 


4 


6 


5 


7 


a 


3 


7 


«3 


4 


3 


a 


• • 


* • 


z 


z 


• • 


• • 


9 


6g 


33 


3X 


• • 


I 


• * 


• • 


z 


a 


1 


• • 


* • 


• • 


• • 


z 


• • 

90 


• • 


I 


6c 
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Total. 

z 

«S 
zz 

'4 

4 

3 

9 
«33 

z 

3 

z 



ao6 
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Total number of applications received 206 

Total number of permits granted 206 

Permits granted for telegraph, telephone and signal wires 136 

Permits granted for electric light and power 7^ 

Total permits 206 

Interior Wiring, Applications Received and Certificates Granted during the Quarter ending 

September 30, 1899. 





Applica- 
tions. 


Cbrtipi- 

CATB.«. 


Incandes- 
cent. 


Arc. 


Outlets. 


Motors. 


Genera- 
tor. 


July 


X03 
63 
64 


100 
49 


1,486 
2,618 
i,ai7 


xo 
as 

9 


400 
X3 

• • • • 


12.X3H HP. 
8-a8H HP. 
a-io^ HP. 


a-aS kW. 


August. ■ .«•••• 




Stf Dtembcr. ......... 








Total 


330 


"39 


S.3ax 


44 


4x3 


aa-siH HP. 


a-as KW. 



Applications for interior wiring from Inst quarter not completed loi 

Total number of inspections made by Inspectors 2,664 



The following is a list of Complaints issued for Exterior and Interior Wiring, during the 

Quarter ending September 30, 1899. 



Company. 



Van Wagnerft Lynn 

Westinghouse Electric Company 

General Electric Company 

Electric Illuminating and Power Company. . 
T.F. Attix Electrical Engineering Company 

J. F.Cummings 

B.C. Ellis & Co 

J. B. McCoy & Sons 



J. Flint. 



Bowery Bay Electric-light and Power Company. 

H.Yard 

New York and New Jersey Telephone Company. 
Jamaica Electric-light Company 



July. 



a 
I 

X 

10 
4 

X 

6 

X 

a 
a 
I 

«4 

% 



August. 



6 

a 

■ • 

xo 



Sept. 



Total. 



a 

X 
X 

"9 
6 

I 

16 

X 

a 

4 

I 

"9 

a 
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Company. 


July. 


AUGU«!T. 

• • 

• • 

■ ■ 

■ • 

• • 


Sbpt. 


Total. 


Brooklyn Heights Railroad Company , 


X 

3 

X 

I 

X 

X 
X 

a 


■ • 


^ 


Queens Borough Electric- lieht and Power ComDanv 


»3 


Cassidy & Sons 


Police Department 




Fire Department , 




North Beich Electric-light and Power Company 




E. F.Caldwell 




New York and Queens County Railway Company 




Chas. Eidlitz 




Idcn & Co 




C A. Lindcr 




W.J. Hobby 








R.Hnley 








Anderson & Tyler 




* 




ClarkA Co 




CM. Van Riper 




T. Siimmel 








D. Ingram, estate 








Total 


58 


50 


i " 


X3X 







Total number of complaints 

Total number of complaints attended to 

There are 107 complaints left over which are now being attended to. 

Total number of second notice complaints sent out 

Total number of second notice complaints attended to 



121 

"49 



81 
23 



REPORT OF ERECTION AND REMOVAL OF CITY LAMPS DURING THE QUARTER ENDING 

SEPTEMBER 30, 1 899. 

Additioval Lamps Erected, 
July- 

New York and New Jersey Globe Gas-light Company : 

4 nai>htha lam])s in front of the Home of the Mission of the Immaculate Virgin, Ocean 
avenue, Arverne, from July 24 to October 9, 1899. 
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August — 

Queens Borough Electric-light and Power Company : 

I arc lamp on Remsen avenue, between the Boulevard and Ocean avenue, Rockaway 
Beach. 

September — 

Richmond Hill and Queens County Gas-light Company : 

5 gas lamps on Division avenue, between Walnut street and Myrtle avenue, Richmond 

Hill. 
3 gas lamps on Chestnut street, between Jamaica avenue and Orchard street, Richmond 

Hill. 
I lamp changed from naphtha to gas on Division street, between Oak and Railroad 

avenues, Richmond Hill. 

Report of Number of Poles and Aftwunt of Wire Removed by the different Companies during the 

Quarter ending September 30, 1899. 



Company. 



New York and New Jersey Telephone 
Company 

Western Union Telegraph Company 



Electric Illuminating and Power Company. . . 

Jamaica Electric-light Company 

Queens Borough Electric-light and Power) 
Company ) 

New Yoric and Queens County Railway) 
Company ...) 



Total 



July. 



Pole?. 



23 

• • 

9 
7 

3C 

3 



63 



Miles 
Wir«. 



oS 



40 



50 



3-98 



August. 



Poles. 



4 
4 



«5 



Miles 
Wire. 



39 



01 



.40 



Septbmber. 



Poles. 



«7 

5 
3 



Miles 
Wire. 



11.50 
50 
4« 



29 13.41 



Total. 



Poles. 



46 
5 

s6 
iz 

2t 

8 



Miles 
Wire. 



14 



107 



97 
Ss 

• • 

50 



1^.79 



The New York and Queens Light and Power Company, the Flushing Gas and Electric 
Company and the Newtown Light and Power Company have consolidated and are now called the 
New York and Queens Gas and Electric Company. 

Respectfully submitted, 

JOEL FOWLER, Deputy Commissioner. 
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DOCUMENT " K." 

New Brighton, Borough of Richmond, I 

October 2, 1899. f 

lion, Henry S. Kea.rny, Commissioner Public Buildings^ Lighting and Supplies^ New York 
City : 

Dear Sir — I respectfully submit the following report of the transactions of this Depirtment, 
in the Borough of Richmond, for the quarter ending September 30, iSqq. 

Very respectfully, 

EDWARD I. MILLER, Deputy Commissioner. 

Statement of Vouchers Transmitted to General Office^ Quarter ending September 30, 1899. 



Date. 



Feb. 


IT, 


X899 


Mar. 


3«. 




<« 


3«. 




ti 


3«. 




May 


10, 




«4 


i3, 




July 


I. 




if 


I. 




tt 


3* 




if 


»3. 




ft 


94. 




ti 


a4i 




ft 


a4» 




f< ' 


3». 




<< 


3«. 





Aug. 4, 



t< 



Sept, 



17. •• 

22, " 

25. " 

26, •• 

26, •' 

5. " 

11. " 



In Favor of. 



" Supplies and Repairs^ 

J . Warren Mead, Agent 

New York and New Jersey Telephone Company 

ft 

•« 

Stanley & Patterson 

Morey & LaRuc 

Dwyer Sullivan 

Henry Spruck 

Mosler Safe Company 

Waltet's Express Company 

G. R. Mersi reau 

ft 

tt 
t< 
ft 
ft 

R. B Ferguson 

Wy ckoff, Se.im;ins & Benedict 

G. R. Mersereau 

George Ross 

E. Robinson & Co 

F. E. Hrenzinger 

M. S. O'Connell 

William O'Brien ... 

Total 



Amount. 



$74 46 

9« 35 
38 00 
3' 60 

4 00 
6 00 
8 00 

»3 56 
67 50 

zo 00 
990 00 
59T 00 
190 00 

45 00 

90 50 
967 00 
19a 00 

XT7 00 
333 35 

22 00 
30 00 
tl 00 

5 00 
4*5 00 

«4.aS4 82 



Date. 



June 30, 1899 

" 30, " 
July 31, •• 
Aug. 51, •' 



July 3, if99 



3» 



Aug. I •• 
Sept. 7, •' 
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In Favor of. 



" Lam^s and Lighting.* 

Alexander Van Pelt 

Richmond County Gas-light Company 

Alexander Van Pelt 



Total 



" Contingtnciu.* 



Hammond Van Vechten . 

George Sheridan 

John A. Driftcoll , 

D wyer Sullivan 

Edward I. Miller 



Total. 



Amount. 



$too 00 

ao 85 

xoo 00 

ICO 00 



S3ao 85 



S26 80 

as 65 
xz 70 

za 00 
10 00 



g86 15 



RECAPITULATION. 

*• Supplies and Repairs " $4*254 82 

*' Lamps and Lighting ** 320 85 

** Contingencies *.* 86 15 

Total $4»66i 82 



Ordets Issued during Quarter ending September 30, 1899. 



Datk. 



Description. 



July 7, 1899 

" 15. 

" 18, 

" 18, 
Aug. 9, 

•• 15. 

•* 15. 

" 15. 



IS. 



aa. 



" Supplies and Repairs.'* 

Building shelves 

Ice 

Water cooler and stand and «bades 

Water cooler and stand 

Plumbmg work 

Slfr.S 

Atlas 

Window awnings 

Typewriter and cabinet 

Furnishing and repairing clock. . . 



Whe e Furnished. 



Deputy City Clerk 

Municipal Court, New Brighton 

Surrogates' Court 

Municipal Court. New Brighton 

New Brighton Village Hall 

Receiver of Taxes 

County Clerk 

Surrogate's Cout t, Richmond 

Assessments and Arrears and Suirogates' Court 



AMOI'NT. 



Us 00 

to 03 
20 50 

7 00 

5 00 

960 00 
30 00 

32 CO 

117 00 

II 00 
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Date. 



Aug. 



•« 



Sept, 



22, 

aa, 

26, 
26, 
26. 
26. 
56, 
26, 
ao. 
28, 
28, 

28, 



1899 



<« 



July 



Aug. 
Sept. 



1899 



Aug. I, 1899 



•• 25, " 



Description*. 



Office furniture. 



Telephone service. 



Linoleum 

Office furniture 



Oak table 

Repairs , 

Repairing boiler. 

Directories 

Document file 



"Lamps and Lighting*' 

Gas 

Oil lighting 

Incandescent lighting 

Oil lighting 



" Contingencies. 

Ice 

Rubber stamps , 



Where Furnished. 



Receiver of Taxts 

Commissioner of Jurors. 

Receiver ot Taxes 

Bureau cf Licenses. 



Commissioner of Jurors 

Municipal Court, Stapleton 

District Attorney 

New Brighton Village Hall 

Surrogate's Court. Richmond 

Building Department and Commissioner of Jurors 
Public Buildings, etc 



Total. 



New Brighton and Edgewater Village Halls. 

Village of Tottenville 

Village of Edgewater 

Village of Tottenville 



Total 



Public Buildings, etc. 



Total. 



Amount. 



$64 00 

90 50 
36 66 
36 66 
at 00 

505 30 

58 55 

5 00 

245 00 

30 00 

8 00 

87 50 



$2,415 67 



$27 80 

too 00 

314 89 
100 00 

xoo 00 



I637 69 



$8 00 
9 60 



$17 60 



Permits Issued during Quarter, 
Name of Company. Number of Permits. 

New York and Staten Island Electric Company 120 

New York and New Jersey Telephone Company 106 

Staten Island Midland Railroad Company 9 

Staten Island Electric Railroad Company 8 

Western Union Telegraph Company. 2 

Total iifimber of permits granted 245 



Interior Wiring. 



Applications received for interior wiring. 
Certificates received for interior wiring. 



72 
84 



63 

Number of motors installed— I seven and one-half horse power, 2 two horse power, i five 
horse jx)wer, I one-quarter horse power, I one-twelfth horse power, i one horse power, i one- 
eighth horse power, I three horse power, I four horse power, i one-third horse power. 



Private Lighting, 



Incandescent lights installed 



823 



Number of Ijimps Burning at end of Quarter, 

Arc lamps 3S2 

Incandescent lamps 2,883 

Oil lamp< 100 



Amount ot over-head wire removed by Inspectors. 



Feet. 
1,550 



Comphints Issued, 



Name of G'MPa.n'v. 



New York and Siaten Island Electric Company . . 
New York and New Jersey Telephone Company. 

S'.atcn Island Electric Raili cad Company 

Staton Island Midland Railroad Company 



Receivrd. 



35 
8 
I 
I 



Atfrnuku to. 

33 
3 

X 
X 




OF THE 



Commissioner of Public Buildings, 
Lighting and Supplies 



OF 



THE CITY OF NEW YORK, 



FOR THE 



QUARTER ENDING DECEMBER 31, 1899; ALSO REVIEW 

FOR THE YEAR 1899: 



•M¥- 



New York: 

MARTIN B. BROWN CO.. PRINTERS ANO STATIONERS. 

Nos. 49 TO 57 Park Place. 

I 900. 



INDEX. 



Quarterly Report— Summary. 

requisitions drawn on the comptroller during quarter. 

Chargeable to— pagb 

General Administration, Appropriation, 1899 3 

Boroughs : 

Manhattan and The Bronx, Appropriation, 1S98 3 

1899 3 

Trust and Special Accounts 4 

Brooklyn, Appropriation, 1898 3 

1899 4 

Queens, Appropriation, 1898 3 

1899 4 

Richmond, Appropriation, 1898 3 

1899 4 
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CONTRACTS. 

Boroughs — 

Manhattan and The Bronx, entered into during quarter 4 

** completed during quarter 4 

Brooklyn, completed during quarter 6 

DEPARTMENTAL ORDERS. 

Boroughs — 

Manhattan and The Bronx , • 4 

Brooklyn / 6 

Queens 9 

Richmond 10 

BUREAU OF LAMPS AND GAS. 

Boroughs — 

Manhattan and The Bronx 5 

Brooklyn 8 



II INDEX. 

Boroughs — 

PACE 

Queens 9 

Richmond 10 



ELECTRICAL BUREAU. 

Boroughs- 
Manhattan and The Bronx 6 

Brooklyn 8 

Queens 9 

Richmond 10 



BUREAU OF METER TESTS. 

Boroughs — 

Manhattan and The Bronx 6 



Brooklyn. 



<( %% 



(( 



(k (k 



«c 



t( 



«t 



«( 
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Brief Review of the Year. 

requisitions drawn on the comptroller during year. 
Chargeable to- 
New York City, Appropriation, 1896 11 

1897 II 

s General Administration, Appropriation, 1899 11 

Boroughs — 

Manhattan and The Bronx, Appropriation, 1898 11 

1899 II 

Trust and Special Accounts 12 

Brooklyn, Appropriation, 1898 11 

1899 II 

Queens, Appropriation, 1898 11 

1899 12 

Richmond, Appropriation, 1898 11 

1899 12 



CONTRACTS. 

Boroughs — J 

Manhattan and The Bronx, entered into 12 

completed , 12 

in progress and not completed 12 

Brooklyn, entered into 15 

completed , 15 

in progress and not completed 15 



INDEX. 



Ill 



Boroughs — 

Manhattan and The Bronx, 

Brooklyn 

Queens. , 

Richmond 



DEPARTMENTAL ORDERS. 



PAGE 

IS 
16 

18 



Boroughs — 

Manhattan and The Bronx 
Brooklyn 



FREE FLOATING BATHS. 



13 
15 



Boroughs — 

Manhattan and The Bronx 

Brooklyn 

Queens 

Richmond 



BUREAU OF LAMPS AND GAS. 



13 

IS 
16 

18 



Boroughs — 

Manhattan and The Bronx 

Brooklyn 

Queens 

Richmond 



ELECTRICAL BUREAU. 



14 
16 

17 
18 



Boroughs — 

Manhattan and The Bronx. 
Brooklyn 



BUREAU OF METER TESTS. 



14 
16 



OFFICE OF ASSISTANT ENGINEER. 



Boroughs — 

Manhattan and The Bronx , 



14 



Quarterly and Annual Reports in Detail. 

Document '* A ** — Statement of Appropriations and Expenditures for quarter ending 
December 31, and year ending 1899 

Boroughs of Manhattan and The Bronx — 

Document '* B ** — Statement in detail of contracts for quarter 

** B " — Statement in detail of contracts for year 

** C '* — Report of Bureau of Repairs and Supplies tor quarter 



(« 



(( 



20 



23 

2S 
27 



IV INDEX. 

Boroughs of Manhattan and The Bronx — 



PACE 

Document *< D '* — Report of Bureau of Lamps and Gas for quarter and year 40 

*» <« E »» — Report of Office of Assistant Engineer for year 75 

4. »< F "—Report of Electrical Bureau for quarter 77 

it 



(C 



•* F" — Report of Electrical Bureau for year 78 

** G '* — Report of Bureau of Meter Tests for quarter 82 

" G "—Report of Bureau of Meter Tests for year 83 



Borough of Brooklyn — 

Document ** H '* — Report for quarter 83 

* * H ** — Report for year 93 



ifc 



Borough of Queens — 

Document ** I ** — Report for quarter 128 

" ** I "—Report for year 136 

Borough of Richmond — 

Document " K " — Report for quarter and year 150 



Department of Public Buildings, Lighting 

AND Supplies. 



Report for the Quarter ending December 31, 1899, also Review 

for Year 1899. 



Depaktment of Public Buildings, Lighting and Supplies, 
Commissioner's Office, No. 21 Park Row, 

New York, February i, 1900. 
Hon, Robert A. Van Wyck, Mayor : 



\ 



Dear Sir — In accordance with the provisions of section 1544 ot chapter 378, Laws of 1897, 
I have the honor to present the following report of the transactions of the Department of Public 
Buildings, Lighting and Supplies, for the quarter ending December 31, 1899, with a review of the 
transactions of the Department during the year : 

Statement of Requisitions Drawn on the Comptroller during the Quarter. 

Chargeable to Appropriations of 1898. * 

Boroughs of Manhattan and The Bronx — ^Supplies and Repairs. $357 00 

Borough of Brooklyn — Supplies and Repairs 2,669 ^7 

Borough of Queens — Lamps and Lighting i»S86 00 

Borough of Richmond — Lamps and Lighting 2,416 57 

Total $7>029 44 

Chargeable to Appropriations of 1899. 
General Administration — Salaries of Officers, etc $6,119 32 

Boroughs of Manhattan and The Bronx — 

Salaries of Deputies, Clerks and Employees 98*937 48 

Supplies and Repairs 69,621 49 

Lamps and Lighting 163*398 24 

Contingencies 632 19 
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Borough of Brooklyn — 

Salaries of Deputy, Clerks and Employees $42,496 55 

Supplies and Repairs 41*55^ 47 

Lamps and Lighting 1 14,488 39 

Contingencies 246 90 

Borough of Queens — 

Salaries of Deputy and Employees 7i009 66 

Supplies and Repairs Si 753 86 

Lamps and Lighting '. 72,729 79 

Contingencies 213 66 

Borough of Richmond — 

Salaries of Deputy and Employees * 3f436 5^ 

Supplies and Repairs 2,884 3^ 

Lamps and Lighting 74«52i 67 

Contingencies 84 80 

Chargeable to Trust and Special Accounts, 

Construction of Seventh District Police Court and Prisons, etc 8,366 00 

Fund for Public Bath-house on Rivington Street 17*485 98 

Fund for Construction of Hall of Records. 30,512 95 

Total $760,498 22 



BOROUGHS OF MANHATTAN AND THK BRONX. 

Contracts Entered into during Quarter. 

Estimated Cost . 

Eighteen contracts for lighting streets, public buildings, etc $918,002 00 



Contracts Completed during Quarter. 
Eighteen contracts for lighting streets, public buildings, etc $710,417 43 

Orders aggregating $73,952.40 were issued for furnishing supplies and making repairs to the 
various public buildings, courts and offices, during the quarter, as follows : 

For carpets, linoleum, rugs, etc., to County Court-house, City Hall, Criminal Court 

Building, Court of General Sessions, Supreme Court, Finance Department, etc.. $505 35 

For carpenter work, etc., in Finance Department, Department of Health, various 

markets, armories, courts, etc 6,834 40 

For electrical work, batteries, bells, etc., in Hall of Records, Department of Health, 
United States Steamship ** New Hampshire," Eighth and Twelfth Regiments 
Armories, etc , *f464 I 
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For furniture to Eighth Regiment Armory, Department of Water Supply, Municipal 
Civil Service Commission, Court of General Sessions, Corporation Counsel's 
Office, Department of Finance, etc $2,542 57 

For heating (steam) in City Hall, County Court-house, City Paymaster's Office 

and Public Comfort Station, City Hall Park 2,869 98 

For ironwork in armories, markets, Departments of Health and Water Supply, 
Brown Stone Building, Criminal Court Building, County Court-house, New 
York County Jail, Office of Receiver of Taxes (Bronx), Finance Department, etc. 7*655 81 

For painting, etc., in Criminal Court Building, County Court-house, Departments of 

Health and Sewers, New York County Jail, various armories, etc 4>288 00 

For plumbing, steam and gas fitting, etc., in Departments of Health and Highways, 

also in markets, courts and public buildings 7i8i7 00' 

For roofing in various public buildings (including armories), markets, court-houses. 

etc 3,022 00 

For sates, also moving and repairing same, in Finance Department, Department of 
Public Buildings, Lighting and Supplies (Electrical Bureau), Department of 
Health, Supreme Court, A. D., Department of Sewers (Bronx), etc 885 60 

For supplies to various public buildings (including armories), markets and courts, also 
Corporation Counsel's Office, Municipal Civil Service Commission, New York 
County Jail, etc 1,53800 

For telephones, extension sets, etc., to Finance Department, First District, Municipal 

Court, etc • i ,669 00 

For Wel&bach lights, etc 1,580 00 

For electric current, lighting, etc., in the various public buildings (including 

armories), etc .^ 15,644 72 

For miscellaneous orders, such as awnings, cleaning carpets, rugs, etc. ; cleaning 
windows, glass doors and skylights ; furnishing coal, directories, dictionaries, 
law books ; repairs to elevators, repairs to furniture ; supplying lumber, mason 
work, plastering, etc., oils, shades, typewriters, expressage, hardware, kindling 
wood, glazing, berths for free floating baths, towing and storing same, recover- 
ing anchors, furnishing tan bark, rubber stamps, seals, flags, cabinet and towel 
supply, etc 15*635 84 

BUREAU OF LAMPS AND GAS. 

Number of lamps lighted at close of quarter : 

Gas 25,213 

Naphtha 1,583 

Welsbach naphtha 449 

2,032 

Electric 4,461 

Total 31.706 



Number of new gas lamps lighted during quarter ij9 

Number of new naphtha lamps lighted during quarter lo 

Number of new electric lamps lighted during quarter 19 

Number of old gas lamps relighted dunng quarter 71 

Number of gas lamps discontinued during quarter 66 

Number of naphtha lamps discontinued during quarter 8 

Number of gas discontinued on account of electric during quarter 8 

ELECTRICAL BUREAU. 

During the quarter 1,885 permits were granted for electric lighting, telephone and telegraph 
aerial lines, etc., as follows : 

For signal wires 672 

For electric lighting 348 

For pole lines 28 

For resetting pole i 

For city lamp-posts 13 

For subsidiary connections 823 

2.651 miles of overhead wire were removed from various streets and avenues. 

3,890 certificates were issued for interior wiring. 

Certificates were granted for the installation of 129,727 incandescent and 1,313 arc lamps, 
24 generators of a total of 3,797 k. w. capacity, 653 motors of a total of 3,256^ h. p. 
capacity. 14,816 inspections were made. 

BUREAU OF METER TESTS. 

5,843 meters have been approved, tested and sealed, 3 rejected ',32 special tests and i experi- 
mental test were made. 



BOROUGH OF BROOKLYN. 

Contracts Completed during Quarter. 



Title. 



Furnishing, operatina and maintaining electric] 
lamps to and including December 31, i?99. 1 
for lighting the streets, public buildings and [ 
parks j 



Contractors. 



Edison Electric Illuminating Company of) 
Brooklyn ) 

Welsbach Street Lighting Company of America 



A AMOUNT. 



$313,670 00 
5.«43 o^ 



Orders aggregating $34,163.47 for awnings, berthing and storing public baths, furnishing 
books (including law books, directories, etc.), carpenter work, carpets, matting, etc., copying 
presses, clocks, and repairing same ; electrical work and supplies, engineers*, janitors* and 
painters' supplies, flags, furniture, glazing, hardware, horse keep, etc., ice, ironwork, mason 
work, oils, painting, plastering, plumbing, roofing, steam heating, safes, and repairing same ; 
istoves, telephones, typewriters, wood, etc., during the quarter, as follows : 
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lorough Hall $2,352 4^ 

Iridges, Department of 19 '5 

k)unty Court-house. 3,^08 61 

:ounty Jail 3>546 48 

)isciplinary Training School 5*^21 94 

iremen'* Hall, E. D 899 13 

[all of Records 1,050 30 

[unicipal Building 4» ^9^ 73 

ublic Buildings, Lighting and Supplies (storehouse) 574 4^ 

ublic Baths 1,641 10 

ublic Improvements, Board of 897 15 

ublic Libraries — Central Branch $1,069 95 

Eastern District Branch 1,090 10 

East New York Branch 679 22 

'^ Southern Branch 722 03 

3,561 30 

tation-house— Old Ninth Precinct 161 50 

/^allabout Market (Administration Building) 86 57 

" (sweeping) •. lOO 75 

lisceilaneous (including horse keep) S44 90 

rmories — Thirteenth Regiment 632 20 

Fourteenth Regiment 632 50 

Twenty-third Regiment 225 61 

Forty-seventh Regiment 204 86 

Troop C 93^ 30 

Second Signal Corps 468 70 

Third Battery 214 74 

Second Naval Battalion 320 20 

Headquarters, Second Brigade 22 95 

ity Magistrates* Court — First District 214 70 

Second District 71 43 

Third District 1 10 26 

Fourth District 144 75 

Fifth District 86 88 

Sixth District 183 27 

Seventh District 539 94 

Eighth District 217 21 

[unicipal Court— First District 25 00 

" Second District 122 42 

" Third District 89 95 

** Fourth District 9 25 

" Fifth District 32 85 



8 

LAMPS AND LIGHTING. 

Lamps Lighted October i. 
Gas 11,078 

Wclsbach 1,978 

Naphtha 273 

Electric, 1,200 candle power 4*395 

600 " 212 

Added during Quarter, 
Gas-lamps 294 

Welsbach * 238 

Naphtha 31 

Electric, 1,200 candle power 62 

18,561 

Extinguished during Quarter. 
Gas-lamps 201 

Electric, 1,200 candle power 17 

218 

J Total number of lamps burning December 31, 1899 1^,343 

Permits 

were granted for overhead wires, underground conductors and subway construction, as follows : 

Brooklyn Heights Railroad Company 22 

Citizens* Electric Illuminating Company 144 

Coney Island and Brooklyn Railroad Company 3 

Commercial Cable Company 2 

Edison Electric Illuminating Company 183 

Flatbush Gas Company 14 

Fire Department 2 

Kings County Electric-light Company i 

Municipal Electric-light Company 89 

New York and New Jersey Telephone Company 951 

Postal Telegraph Company i 

Stock Quotation Telegraph Company 15 

Union District Messenger Company 7 

Western Union Telegraph Company 5 

Total 1,439 

87.6 miles of overhead wire were removed ; 813 certificates were granted for the installation of 
20,308 incandescent lamps, 856 arc lamps, 862 1^ k. w. of generators and 909^^ h. p. of motors ; 
2,192 interior wiring inspections were made ; 4,430 meters were certified ; 21 meters were proved 
and sealed ; 3 photometric tests of illuminating gas were made ; 662 poles were erected and 37 
were removed. 



BOROUGH OF QUKENS. 

Orders aggregating $6,019.67 were issued for furnishing supplies and making repairs to the 
various public buildings, offices, etc., as follows : 

For coal and wood $483 00 

For electrical work and supplies 267 80 

For fitting up offices 842 00 

For furniture 306 00 

For hardware, etc 100 00 

For lighting public buildings, etc i 1,240 17 

For plumbing 420 00 

For repairs to buildings .' 1 ,435 50 

For telephone service 160 00 

For miscellaneous supplies, including law books, carpets, linoleum, rugs, etc., ice, 

laundry work, clocks, lumber, etc 765 20 

Number of Lamps Added during Quarter, 

Gas 19 

Arc \ 8 

( Permits 

were issued for erecting, replacing and resetting poles, stringing wires, etc., as follows : 

New York and New Jersey Telephone Company 112 

Electric Illuminating and Power Company 57 

Fire Department 7 

Postal Telegraph and Cable Company 6 

New York and Queens Gas and Electric Company 16 

Jamaica Electric-light Company 12 

New York and North Shore Railway Company . 9 

DeKalb Avenue and North Beach Railroad Company 2 

Jamaica Water Supply Company I 

Long Island Railroad Company i 

New York and Queens County Railway Company 4 

Western Union Telegraph Company 2 

Queens Borough Electric-light and Power Company i 

Total 230 

159 certificates were granted for 4,152 incandescent and 23 arc lamps, 11 94jlt( horse-power 
motors and 4.26 kilowatt generators ; 3,083 inspections were made ; 254 poles and 56.63 miles 
of wire were removed by the different telephone, electric-light and railroad companies. 
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BOROUGH OF RICHMOND. 

Orders aggregating $3,890.42 were issued as follows : 

For coal and wood to Surrogate's Office, New Brighton Village Hall and Edge- 
water Village Hall 

For office furniture to Receiver of Taxes, County Cletk and Highway Department 

For stoves, etc., to New Brighton Village Hall and Collector of Assessments and 
Arrears ' 

For electrical equipments to public buildings, etc 

For installing electric lamps in office of Collector of Assessments and Arrears 

For safes to Health Department, Building Department, Commissioner of Jurors, 
Bureau of Licenses and Board of Coroners. 

For book typewriters to County Clerk's Office 

For miscellaneous supplies and repairs, etc., such as photometer, motor and case, 
official seals, letter press, time stamp, repairs to book typewriter, electrical 
repairs, etc 

For lighting various villages and public buildings, etc 



$279 


25 


308 


75 


216 


52 


190 


00 


55 


00 


1,500 


00 


350 


00 


412 


75 


578 


"5 



Number oj^ Lamps Burning October i. 
Arc 375 

Incandescent 2,883 

Oil 100 

3.358 

Added during Quarter, 
Arc 7 

Total number of lamps burning December 31, 1899 3f365 

Permits 

for telephone and telegraph lines, etc., were issued during the quarter, as follows : 

New York and New Jersey Telephone Company 127 

New York and Statcn Island Electric Company <. 98 

Postal Telegraph Cable Company i 

Metropolitan Telephone and Telegraph Company i 

American Telephone and Telegraph Company i 

Western Union Telegraph Company 3 

Staten Island Electric Railroad Company 7 

Staten Island Midland Railroad Company . 6 

Richmond County Gas-light Company 55 

Total 299 



98 certificates were issued for interior wiring. Permits were granted for installing 4 arc and 
2,559 incandescent lights. 
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BRIEF REVIEW OF THE YEAR. 

Statement of Requisitions Drawn on the Comptroller During the Year. 

Chargeable to Appropriations of 1896. 

'ublic Buildings, Construction and Repairs $45 30 

Chargeable to Appropriations of 1897. 

ablic Buildings, Construction and Repairs 385 oo- 

upplles for and Cleaning Public Offices 204 90- 

Chargeable to Appropriations of 1898. 

oroughs of Manhattan and The Bronx — 

Salaries of Deputies, Clerks and Employees $136 co- 
Supplies and Repairs 72,691 06 

Lamps and Lighting 1 10, 122 37 

iorough of Brooklyn — 

Salaries of Deputy, Clerks and Employees 74 00- 

Snpplies and Repairs 79f972 61 

Lamps and Lighting .' 472,122 51 

orough of Queens — 

Supplies and Repairs 5*465 71 

Lamps and Lighting, Long Island City 4*^33 54 

Lamps and Lighting 1 12,715 91 

orough of Richmond — 

Supplies and Repairs 2,749 29 

Lamps and Lighting 50i535 33 

Chargeable to Approptiations of 1899. 
icneral Administration — 

Salaries of Officers, etc $23,648 46 

oroughs of Manhattan and The Bronx — 

Salaries of Deputies, Clerks and Employees 400,480 10 

Supplies and Repairs 249,943 81 

Lamps and Lighting 240,947 26 

Contingencies 1,258 53. 

k>rough of Brooklyn — 

Salaries of Deputy, Clerks and Employees 161,779 34 

Supplies and Repairs 98,740 37 

Lamps and Lighting 292,773 66 

Contingencies 999 96 
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Borough of Queens — 

Salaries of Deputy and Employees $27,909 95 

Supplies and Repairs 18,618 71 

Lamps and Lighting 190,459 87 

Contingencies 712 98 

Borough of Richmond — 

Salaries ot Deputy and Employees 13,069 81 

Supplies and Repairs 9»2I7 92 

Lamps and Lighting. 75>3^ 82 

Contingencies 235 55 

Chargeable to Trust and Special Accounts, 

Construction of Seventh District Police Court and Prisons, etc 9i05i 00 

Gouvemeur Slip Hospital Building Fund ' 39, 187 15 

Public Building (Twenty-third and Twenty-fourth Wards) in Crotona Park — 

addition to 27,046 33 

Fund for Public Bath-house on Rivington street 75f 663 69 

Fund for construction of Hall of Records. 159,214 95 

Total $2,116,344 22 



BOROUGHS OF MANHATTAN AND* THE BRONX. 

SUMMARY STATEMENT OF CONTRACTS DURING THE YEAR. 

Contracts Entered Into, 

Estimated Cost. 

18 contracts for lighting streets, public buildings, etc $918,002 00 

Coal to public buildings iQiQ'S 45 

Plumbing in Seventh Regiment Armory I4f 747 00 

$952,664 45 

Contracts Completed, 

19 contracts for lighting streets, public buildings, etc $714,088 16 

Public building (Twenty-third and Twenty-fourth Wards) in Crotona Park — 

Addition to 93)225 00 

Coal to public buildings 15,288 00 

Steam healing apparatus in Zbrowski Mansion I>I40 00 

$823,741 16 

Contracts in Progress and not Completed, 

Gouvemeur Slip Hospital $l 16,000 00 

Rivington Street Bath 95i7oo 00 



13 

Hall of Records— Chambers, Centre and Reade streets $ii997f900 oo 

'Coal to public buildings ^9»9^S 45 

Plumbing in Seventh Regiment Armory X4>747 ^^ 

♦2,244,262 45 



Orders aggregating $314,460.10 were issued for furnishing awnings, berthing and storing 

free floating baths, carpenter work, copying presses, electrical work. Engineers, Janitors and 

Painters' supplies ; furniture, glazing, hardware, heating (steam), ironwork, ice, painting, 

plumbing, steam and gas fitting, plastering, roofing, safes, supplies, telephones, typewriters, 

electric current, etc., during the year. 



FREE FLOATING BATHS. 



The following is a comparative statement of the number of bathers during the past three 
bathing seasons : 



Male... 
Female. 



Total. 



1899. 



2,9*4.469 
958.0x7 



3,873,486 



1898. 



3,705.488 
1,391,388 



5,096,876 



1897. 



3,699,201 
». 463.3*8 



5,162,519 



•BUREAU OF LAMPS AND GAS. 



Number of Lamps Lighted at Close of Year 1898. 



Cas 25,054 

Electric 



4,324 

Naphtha 1,415 

Welsbach naphtha 387 



New Lamps Lighted during the Year, 
Gas 

Electric 

Naphtha 

Welsbach naphtha 

Gas-lamps relighted during year *. 



Lamps Discontinued during Year. 



Gas 



Gas discontinued on account of electric lights, 
Naphtha 



4'3 

137 

195 
62 

182 



278 
158 

27 



32,169 



463 



Total number of lamps lighted December 31, 1899 3i,7o6 
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ELECTRICAL BUREAU. 

Subways — High Tension — There have been constructed during the year 23.285 miles of 
subway trench, in which have been placed 98.244 miles of single duct. This subway construction, 
added to the high tension subways that have previously been constructed in the Borough of Man- 
hattan, makes a total of 895.968 miles. In these subways there are about 1,518.418 miles of high 
tension electric-light and power conductors, which show an increase of 537 miles of high tension 
conductors in the subways for the year 1899. 

Low Tension — There have been constructed during the year 9.896 miles of duct for electric- 
light wires and 49.499 miles of duct for telephone, telegraph and signal wires. 

The total mileage of subways in the boroughs of Manhattan and The Bronx to December 31^ 
1899, including those built under the supervision of the Board of Electrical Control, is 2,281.945 
miles. 

The total number of permits issued during the year for the construction of new electrical 
subways and new electrical subway subsidiaries is 3,300. 

Since the inauguration of the Bureau in 1898, a total of 4,413 permits have been issued for all 
kinds of subway construction. 

The removal of overhead wire has been going forward as fast as practicable, and during the 
past year 25^95 miles have been removed without any expense to the City. 

During the year 3,607 permits were issued by the Department for erecting poles, stringing 
overhead wires and resetting dangerous poles. 

There have been 14,342 inspections made during the year, l>ased on applications received 
from the various contractors and persons installing electrical work in various buildings, and, as a 
result of these inspections, 13,509 certificates have been issued for the erection of 415,625 new 
incand^ent lamps, 3.887 new arc lamps, 94 generators, with a total kilowatt capacity of 11,911^, 
4,663 motors, with a total horse-power capacity of I7,933f }. 

On the above applications for inspections of electrical work, 50,565 inspections were made 
during the progress of the work by the Inspectors of this Department, and during the years 1898 
and 1899 a total of 26,812 applications for inspection of interior wiring were received, and, as a 
result of the inspections, 24,351 certificates were issued for the erection of 810,340 incandescent 
lights, 7,727 arc lights, 225 generators and 7,897 motors. 

BUREAU OF METER TESTS. 

24,328 meters have been tested and sealed, 140 rejected and 548 special tests made. 

OFFICE OF ASSISTANT ENGINEER. 

692 superfluous gas lamps have been discontinued, at a saving of over $12,000 per annum. 

Comparing the consumption of gas in the principal public buildings during 1899 with the 
average annual consumption for the four years~i894 to 1897 — a saving of 11,974,200 feet is noted. 
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BOROUGH OF BROOKLYN. 

SUMMARY STATEMENT OF CONTRACTS DURING THE YEAR. 

Contracts Entered Into, 

Estimated Cost. 

3 contracts for gas and electric lighting $361,001 00 

Contracts Completed, 

3 contracts for gas and electric lighting $361,001 00 

Alterations to and furnishing room on south side of Borough Hall, top floor 3>455 5^ 

Contracts in Progress and Not Completed, 

4 contracts for gas and electric lighting $3i7t792 00 

7,000 gross tons of coal 29,330 .00 

Orders aggregating $122,570.54 have been issued for supplies and repairs to the Borough Hall, 
Municipal Building, County Court-house, Hall of Records, County Jail, Armories, public baths, 
etc., including furniture, typewriters, safes, supplies for Engineers, Janitors, Painters, etc., elec- 
trical supplies, ironwork, hardware, glazing, steam-heating, carpenter work, mason work, 
plumbing, painting, plastering, roofing, etc. 

There are in use in the borough five public baths. During the summer 610,719 bathers were 
accommodated at a total cost of $11,980.34. 

LAMPS AND LIGHIING. 

Number of Lamps Lighted on January i, 1899. 
Gas 10,782 

Electric 3>9^ 

Welsbach 720 

Naphtha 255 

New Lamps Lighted during Year, 
Gas 713 

Electric 276 

Welsbach 1,505 

Naphtha 49 

Lamps (electric) relighted 174 

— 18,460 

Lamps Discontinued during Year, 
Gas 424 

Electric 55 

Welsbach 7 

486 

Total number of lamps lighted December 31, 1899 , I7»974 
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4,203 permits were granted for exterior conductors, including subway construction. 2,110 
poles have been erected in the outlying territory and 762 have been removed from the heart of 
the borough. 145J miles of underground construction have been completed during the year, and 
518 miles of wire have been voluntarily removed from the highways by the various companies. 

6,109 inspections have been made, comprising 77,918 incandescent and 2,827 arc lamps, 
hS'^^yi kilowatt of generators and 2,225 horse-power of motors. 

2,762 certificates have been issued to cover the above appliances. 

127 gas meters have been proved. 18,360 gas meters have been certified during the year. 



BOROUGH OF QUEENS. 

Orders were issued during the year for furnishing supplies and making repairs to Town Hall, 
Flushing ; Hackett Building, Long Island City ; Village Hall, Far Rockaway ; Departments of 
Building, Health, Highways, Finance and Public Buildings, Lighting and Supplies, in Jamaica ; 
Departments of Sewers, Bridges, Water Supply, Assessments and Arrears and Finance (Deputy 
Receiver of Taxes) in Long Island City, etc., aggregating $21,499.26. 

LAMPS AND LIGHTING. 

Number of Lamps in Service January i, 1899. 

Arc electric Ii942 

Incandescent electric 140 

Gas 3.784 

Welsbach gas 293 

Naphtha 871 

Oil 40 

New Lamps Lighted during the Year . 
Arc electric 33 

Welsbach gas 4 

Gas 27 

7.134 

Lamps Discontinued during the Year, 

Arc 44 

Naphtha 250 

294 

Total number of lamps burning December 31, 1899 6,840 
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Permits 

were granted for electric light and power, signal wires, etc., as follows : 

Signal wires , , 560 

Electric light and power 502 

Gas I 



1,063 



783 certificates were granted for interior work. 9,323 inspections were made. Certificates 
were issued for installation of 17,906 incandescent and 137 arc lamps, 75 motors, 234 7-24 horse- 
power ; 8 generators, 88^ kilowatts ; 3 heater and 5 service. 

Permits 

were granted to the following>named companies for removing 700 poles and 136.41 miles of wire 
during the year : 

New York and New Jersey Telephone Company. 

Western Union Telegraph Company. 

Postal Telegraph and Cable Company. 

Long Island Telegraph Company. 

Jamaica Water Supply Company. 

Fire Department. 

Police Department. 

New York Telephone Company. 

Electric Illuminating and Power Company. 

Newtown Light and Power Company. 

New York and Queens Gas and Electric Company. 

New York and Queens Light and Power Company. 

Jamaica Electric-light Company. 

Queens Borough Electric-light and Power Company. 

Seaside Amusement Company. 

Bowery Bay Electric-light and Power Company. 

North Beach Electric-light and Power Company. 

New York and Queens County Railway Company. 

New York and North Shore Railway Company. 

Long Island Electric Railway Company. 

Brooklyn Heights Railroad Company. 

New York and Rockaway Beach Railway Company. 

De Kalb Avenue and North Beach Railway Company. 

Coney Island and Brooklyn Railroad Company. 

400 miles of wire have been placed in subways built during the year. 
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BOROUGH OF RICHMOND. 

Orders were issued during the year for supplies and repairs to the various public buildings 
and offices under the supervision of this Department, also for lighting Village of Tottenville, 
New Brighton aud Edgewater Village Halls, etc., during the year, amounting to $10,714.84. 

LAMPS AND LIGHTING. 

Number of lamps burning January i, 1899 : 

Incandescent 2,883 / 

Arc 375 

Electric 100 

3.358 

Number of new arc lamps added during year 7 

Total number of lamps burning December 31, 1599 313^5 

Permits 

were issued during the year for telephohe and telegraph lines, etc., as follows : 

New York and New Jersey Telephone Company 476 

New York and Staten Island Electric Company 433 

Postal Telegraph Cable Company i 

Metropolitan Telephone and Telegraph Company i 

American Telephone and Telegraph Company 4 

Western Union Telegraph Company 6 

Staten Island Electric Railroad Company 21 

Staten Island Midland Railroad Company 34 

Richmond County Gas-light Company 237 

Total 1,213 

344 certificates were issued for interior wiring during the year. 

NUMBER OF MOTORS AND GENERATORS INSTALLED. 

Motors — I twenty h. p., i fifteen h. p., i ten h. p., 3 five h. p., 3 one h^ p., I three h. p., 2 two 
h. p., 4 one-twelfth h. p., i five h. p., i two-h. p., i fifteen h. p., i seven and one-half h. p., 2 two 
h. p., I five h.p., I one-quarter h. p., i one-twelfth h. p., i one h. p., i one-eighth h.p., i three 
h. p., I four h. p., I one and one-third h. p. 

Generators — i twenty k.w. 

Permits, 
were granted for installing electric-lights, etc., as follows : 

Incandescent lamps.. 7t203 

Arc 55 

7>258 
15,165 feet of overhead wire were removed during year. 
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Further and detailed information in regard to the operations and transactions of the Depart- 
ment will be found in the following documents attached hereto : 

Document "A ** — Statement of Appropriations and Expenditure <. 

Boroughs of Manhattan and The Bronx. 



Document '* B *' — Statement in Detail of Contracts. 



Document 



Document 



Document 



Document 



Document 



Document 



Document 



Document 



< C ** — Report of Bureau of Repairs and Supplies. 

* D ** — Report of Bureau of Lamps and Gas. 

* E '* — Report of Assistant Engineer. 

* F **— Report of Electrical Bureau. 

* G '*— Report of Bureau of Meter Tests, 

* H " — Report of Borough of Brooklyn. 

* I " — Report of Borough of Queens. 
*K" — Report of Borough of Richmond* 



Very respectfully, 



HENRY S. KEARNY, Commissioner. 
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DOCUMENT 

Statement of Appropriations^ Trust and Special Accounts^ showing the Expenditures during the 

Balances on 



Titles of Appropriations. 



Salaries — General Administration. 



Boroughs of Manhattan and The Bronx, 

Salaries of Deputies, Clerks and Employees 

Supplies and Repairs ', 

Lamps and Lighting 

Furnishing, etc., and Two New Elevators, Brown Stone Building 

Altering Building on Southwest Comer of Prince and Wooster Streets. 
Contingencies ..^ , 



Borough of Brooklyn. 

Salaries of Deputy, Clerks and Employees 

Supplies and Repairs 

I^mps and Lighting 

Contingencies 



Borough <if Queens. 

Salaries of Deputy and Employees 

Supplies and Repairs 

Lamps and Lighting, Long Island City 

Lamps and Lighting 

Contingencies 



Borough of Richmond, 

Salaries of Deputy and Employees 

Supplies and Repairs 

Lamps and Lighting 

Contingencies 



Totals. 



Balance op 
X898 ON Jan- 
uary z, 2899, 
WITH Trans- 
fers. 



i4ia 86 

1,346 08 

74.670 53 

X43f575 37 

3a 54 

47 00 



3.M5 08 
109,487 00 
484,993 60 



1,197 90 

5.485 4« 

22,879 36 

»37.397 01 



3 61 

3.053 as 
76,76a 08 



11,063,788 68 



Requisitions 

ON LlABIU- 

TIES OP 1898 

DURING FiSST 

Nine Months 
OF 1899. 



$136 00 
78.334 06 

1Z0,1S3 37 



74 00 

77.302 74 

47a.zas 51 



5.465 7« 

4.833 54 
111,139 91 



2,749 89 
48,118 76 



1904,388 89 



Note — Requisitions during First Quarter of 1899. on " Public Buildings, Construction and Repairs, 1897, 
Requisitions during Third Quarter of 1899, on " Public Buildings, Construction and Repairs, 1896,' 



Quarter ending December 31, 1 899, the Total Expenditures during the Year 1 899, and the 
December 31, 1899. 



Rk«)uisi- 

TIONS ON 

Liabilities 
OF 1898 

DURIl^G 
F.'URTH 

Quarter 
OF X899. 



8357 00 



a.669 87 



X.586 00 



2.4*6 57 



Total 
Requisi- 
tions ON 
Liabilitirs 

OF 1898, 
during the 
Year 1899. 



*7.«»9 44 



I136 00 

73,691 06 

110,133 37 



74 00 
79,97a 61 { 

473.133 5t 



5.46s 7X 

4.833 54 
1x2,715 9X 



a.749 99 
50.535 33 



Balan'css 

OF 1898 ON 

December 
31, 1899. 



*f4i3 86 

*X,3XO 08 

'.979 47 

33.453 00 

3a 54 

*47 00 



Appropria- 
tions WITH 
Transfers, 
X899. 



134,200 00 



19x1,4x8 33 



*3.o7« 


08 


*ao,ooo 


00 


9-5 « 4 39 


I3,17X 


09 


♦1,197 90 


19 70 


18,045 


8a 


34,68x 


10 


♦3 


61 


303 


96 


36,336 


75 


I152.370 35 



404,7x5 00 
309,530 00 

1,396,336 00 



x,503 00 

163,730 00 

I 140,000 00 

870,7x3 67 

1,000 00 

38,430 00 
21,500 00 

344.09X 84 

x,coo 00 

X 3,080 00 

15,000 00 

100,528 75 

500 00 



$3,735,724 a6 



Rrquisi- 

TIONS 
DURING 

First 

Nine Months 

OF 1899. 



*X7.5a9 «4 

301,543 63 
180,333 3a 

77.549 oa 

636 34 

1x9,383 79 

57.>8i 90 

178,285 37 

753 06 



20,900 29 
13,864 85 

XI 7,730 c8 
499 3a 

9.633 30 

6,333 6x 

863 X5 

»50 75 



|x, 103,047 8x 



Requisi- 
tions 

DURING 

Fourth 

Ql'ARTBR OF 

1899. 



16,119 3a 

9«.937 48 

69.631 49 

163,398 34 

633 19 

4a.496 55 

41.558 47 

1x4.488 39 

346 90 

7,009 66 
5,753 86 

73,739 79 
2x3 66 

3.436 5x 

a,884 31 

74.5a 1 67 

84 80 



8704,133 39 



Total 

Requisitions 

DURING the 

Year 1899. 



133.648 46 

400,480 10 

849.943 81 
340,947 36 

«.a58 53 

«6x,779 34 

98.740 37 
393,773 66 

999 96 



Balances of 

X899 on 

December 3X, 

X899. 



«55i 54 



4.334 90 

50,576 X9 

X, 055,388 74 



34X 47 

1,940 66 

41,359 63 

577.939 ox 

04 



27.909 95 


510 05 


x8,6x8 71 


2,88x 29 


190,459 87 


153.631 97 


7x3 98 


387 oa 


13.069 81 


xo X9 


9,ax7 9a 


5.78a oS 


75.384 82 


85.«43 93 


935 55 


364 45 


|x,8o6,x8x xo 


8x.9a9.543 x6 



* These amounts have been transierred to the General Fund for Reduction of Taxation. 
8385 : on '* Supplies for and Cleaning Public Offices, 1897," 8304.90. 
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DOCUMENT "B." 

Boroughs of Manhattan and The Bronx. 

contracts entered into during quarter. 

Public Lighting, 



Gat. 

New York and New Jeney Globe Gas-light Company (Limited) 
« «< 

* 

The Yonkers Gas-light Company. 

New Amsterdam Gas Company 

Standard Gas- light Company of The City of New York 

Central Union Gas Company 

Northern Union Gas Company 

Consolidated Gas Company of New York 

« 
Welsbach Street Lighting Company of America 

(• «• 

Total gas 

EUctrie. 

The Brash Electric Illuminating Company of New York 

Manhattan Electric-light Company.. 

The Mount Morris Electric-light Company 

Harlem Lighting Company 

North River Electric-light and Power Company 

Edison Electric Illuminating Company of New York 

The United Electric-light and Power Company i 

Pelham Electric- light and Power Company 

Total electric 

Total 



Estimated Cost. 



$4,000 00 

t6,ooo 00 

Z3.00Q 00 

34,000 00 

i7,oco 00 

40,000 00 

80,000 00 

300,000 00 

z 00 

z 00 



1 100,000 00 
90,roo 00 

80,000 CO 

i9,coo 00 

150,000 00 

60.000 00 

2,000 00 

90,000 00 



$404,002 00 



5Z4,oo3 00 



$91 8,00a 00 
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CONTRACTS COMPLETED DURING QUARTER. 
Public Lighting, 



Go*. 

New York and New Jersey Globe Gas-light Company (Limited) 
If fi 

llie Yonkers Gas-hght Company 

New Amsterdam Gas Company 

The Standard Gas-light Company of The City of New York 

Central Union Gas Company 

Northern Union Gas Company 

Consolidated Gas Company of New York 

Welsbach Street Lighting Company of America (no work done). 
<< *• •• 

Total gas 

Electric. 

The Brush Electric Illuminating Company of New York 

Manhattan Electric-light Company 

The Mount Morris Electric-light Company 

Harlem Lighting Company 

North River Electric-light and Power Company 

Edison Electric Illuminating Company of New York 

The Unifred Electric-light and Power Company 'no work done). 
Pelham Electric-light and Power Company 

Total electric 

Total 



Cost. 



11.745 50 

15,894 23 

12,97a 90 

3a.30« 59 
«6,79o 51 

a7.4«o 75 

51,913 38 

195,938 88 



«78,574 05 
64.640 40 

54.056 95 
8,038 00 

97.95" 50 
44.4X3 90 

5,766 00 



1356,977 63 



353.439 80 



17x0,4x7 43 



CONTRACTS IN PROGRESS AND NOT COMPLETED. 



Gouverneur Slip Hospital. 
Rivington Street Bath. . . . 



Htdl of Records, Chambers, Centre and) 
Reade streets ) 

Coal to Public Buildings 

Plumbing, Seventh Regiment Armory 

Totals 



Contractors. 



Mapes-Reeve Construction Company. . . 

John F. Johnson 

John Peu-ce 

New York Central Coal Company 

Christopher Nally Company 



Estimated 
Cost. 



|xi6,coo 00 
95,7^0 00 

«f997.9co 00 
>9.9«5 45 
M,747 00 

$3,344,363 45 



Amount 
Paid. 



I97.664 15 
73.818 35 

X45.644 95 

17.' 65 44 

1,750 00 



*336.54« 79 
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CONTRACTS ENTERED INTO DURING THE YEAR. 



Coal to public buildings 

umbing. Seventh Regiment Armory . 



Total miscellaneous. 



New York Central Coal Cempany. 
Christopher Nally Company 



Public Lighting. 



Gas. 
New York and New Jersey Globe Gas-light Company, Limited (Manhattan). 

(Bronx) 

The Yonkers Gas-light Company 

New Amsterdam Gas Company 

The Sundard Gas-light Com^ny of The City of New York. 

Central Union Gas Company 

Northern Union G<ts Company 

Consolidated Gas Company of New York 

Webbach Saeet Lighting Company of America (Manhattan) 



(Bronx). 



Total gas. 



EUctfic. 
The Brush Electric lUomicating Company of New York. 

Manhattan Electric-light Company, 

The Mount Morris Electric-light Company 

Harlem Lighting Company 

North River Electric-light and Power Company 

Edison Electric Illuminating Company of New York 

The United Electric-light and Power Company 

Pelham Electric-light and Power Company. .,. 



Total electric. 



Total. 



Estimated Cost. 



X4.747 CO 



f 34.663 45 



404,00a 00 



514,000 00 



$952,664 45 



CONTHACTS COUFLBTBD DURING THE YBAR. 
MiiallaiuvHS. 





Co 


... 




























(io9,esi » 


Towlm.Kd neon 




Public Lighting. 




C-t. 
N<w York .ftd New JentT Glob. Gu Lighl Comply. Limi.Bl {I 


r.or Village J 


(3.67= 73 

.5.894 " 
H.S7' 9" 

.«.79= S' 
•7.4" 7» 




New York mud New J««y Glob. G«i Lijhl Company. Liral«J 
New Yofk .nd Ne- Jervty Globe Gh Ughl Conprny. Limittd 


(U. 
Brt. 


■iliai™!) 




























W.l.b«:b S.i*e. Lighting Company ol Aoeha (no work done) 
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CONTRACTS IN PROGRESS AND NOT COMPLETED. 



Gouvemeur Slip Hospital 

RivingtoD Street Bath 

Hall of Records, Chambers, Centre and 
Reade streets 

Coal to Public Buildings 

Plumbing, Seventh Regiment Armory 



Contractors. 



Mapes-Reeve Construction Company. . . 
John F. Johnson 

John Peirce 

New York Central Coal Company 

Christopher Nally Company 



estimated 
Cost. 



|xz6,ooo oo 
95,700 00 

»9.9«5 45 
X4.747 00 



$2,944,26a 45 



Amount 
Paid. 



197,664 X5 
73.8»8 25 

X45.«44 95 

171665 44 

x,750 00 



<336.54a 79 



DOCUMENT "C." 

Department of Public Buildings, Lighting and Supplies, 
Bureau of Repairs and Supplies, 

New York, March 10, 1900. 



f 



Hon, Henry S. Kearny, Commissioner ^ Department of Public Buildings y Lighting and Supplies^ 
Nos. 13 to 21 Park Row : 

Sir — In accordance with your instructions, I have the honor to submit the following report 
of the transactions of this Bureau for the quarter ending December 31, 1899 : 



Criminal Court Building. 

The usual orders for cleaning glass in doors and windows were renewed. Plumbers, car- 
penters, janitors, engineers and electrical supplies were furnished, two barrels cylinder oil, one 
barrel engine oil, one barrel boiler compound and 1,000 pounds electrolyte also furnished. 

All the cold-air ducts in above building were entirely overhauled, repaired and recovered. 
Window shades where necessary throughout building were repaired and where necessary replaced 
with new shades. The curtains, portieres, draperies, etc., in the various rooms in above building 
were taken down, cleaned and rehung, vault lights and ventilating doors, consisting of 2-inch 
lens, patent bulPs-eye lights, each 2 feet 8 inches by 2 feet 7 inches cast-iron tiling, of ^-inch 
metal let into a 3-inch channel-iron frame 9 feet 7 inches by 3 feet 3 inches, each frame having a 
cast-iron border 4 inches wide. Each frame has a set of double flat -ventilating doors of the same 
material as patent bulPs-eye lights, together with necessary brass butt hinges and ratchet attach- 
ments for opening and closing from under side, and two protecting iron gratings with rod and 
thimbles 6 feet by 2 feet 7 inches, made of i^^y % iron and i>^ by ^ filler were made and 
placed in openings made by above-described doors on north and south sides respectively of stoop 
leading to main entrance on Centre street side. 
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Repairs were made to return-pipes and main steam-pipes over boiler. The 2 Worthington 
pumps in above building were entirely overhauled and repaired, new parts replacing defective and 
worn parts. 

At boilers Nos. i and 2, centre 9nd sidewalls were taken down and rebuilt, sides and bridge- 
walls relined and new brick arches were rebuilt. 

The elevators in above building were entirely overhauled, repaired and kept in first-cUss 
condition, cut-offs adjusted, hand ropes furnished and put in, pistons repacked, etc. Awnings od 
windows of above building were taken down and stored for winter season. 

Supreme Court, Criminal Term, Part I. — The ceiling and cornice of above coart-rootn were 
cleaned off, prepared and kalsomined as directed. Carpets were taken up, cleaned and relaid in 
court-room. Judge's chambers, hallways and Clerk's room. 

District Attorney's Offices — Carpets in above offices were taken up, cleaned and relaid as 
directed. 

(Special) Grand Jury Room— Five bent- wood hat and coat racks with umbrella stands 
attached were furnished. 

Civil Service Commission — One book-rack of special design, I library table furnished, aUo 
two 4-drawer cabinets, together with necessary caids and guides, furnished. 

Civil Service Commission (Labor Bureau) — One time-stamp was furnished. 

Court of General Sessions— In Part I. of above court the ceiling and walls were washed off, 
ceiling prepared and decorated and side walls painted four coats of paint, Atlantic lead ground 
in linseed oil being used. All woodwork was cleaned off, painted, varnished and polished. 

The carpets in Justices' private rooms and hallways were taken up, cleaned and relaid ; 6o 
yards of best quality brusscls was furnished and laid ; I easel was furnished for Judge McMahon's 
private room. A supply of law books and I City Directory for use of above court also furnished. 

County Court-house. 

The usual orders for a supply of steam were renewed. Janitors' and Engineers' supplies, 
including disinfectant, soap, powder and machinery oil, were furnished. The order for cleaning 
glass in doors and windows of above building were renewed. The curtains, portieres, draperies, 
etc., in the various rooms of above building were taken down, cleaned and rehung. Window- 
shades throughout building were repaired and about 50 new window shades made of best quality 
Nonpareil shade cloth hung on Hartshorn Spring Rollers were furnished and put up. The 
Electric Pneumatic Automatic Temperature Regulating Apparatus was regularly inspected and 
kept in hrst-class working order. The roof at base of cupola was pointed up and repaired. Sky- 
light and dome over rotunda were repaired. Ventilators and gutters on roof of above building 
were repaired and painted. Awnings on windows of above building were taken down and stored 
for winter season. 

Supreme Court — One porcelain-lined water cooler and a supply of law books furnished, and 
one volume of the ** Law Journal " was bound in one-half sheep and black cloth. Carpets were 
taken up, cleaned and relaid in Judges' Chambers. Clerks' offices and Court-rooms in Parts 
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II. and III. of above Court— ceilings were washed off, kalsomined and tinted in colors and 
large centre panels decorated. 

Walls and iron- work washed off and painted two coats of best quality paint. Woodwork 
cleaned off, touched up and painted ; i coat of wax varnish. 

Dados painted in panels, grained and varnished and chandeliers gilded, and in Part IV. 
chandeliers were painted and gilded. 

Supreme Court Library — For the purpose of joining existing balconies at entrance from 
corridor in above library, an iron balcony 12 feet long corresponding in every detail with existing 
balcony was made and put up. 

County Clerk's Office— Two City Directories were furnished. 

Surrogate's Office — The carpets in court-rooms, ante-rooms and Surrogate's chambers were 
taken up, cleaned and relaid. 

City Hall. 

The usual orders for supplying sleam and cleaning glass in windows and doors of above 
building were renewed. Awnings on windows of above building were taken down and stored 
for winter season. 

The curtains, portieres and draperies in the various rooms of above building were taken down, 
cleaned and rehung. 

Halyards on flag-staff of above building were repaired and two United States flags made of 
best quality bunting furnished. 

Repairs to Worthington pump in above building were made, leaving same in flrst-class order. 

Mayor's Office — A supply of law books, a cocoa mat, I wool border mat and one mahogany 
desk furnished ; the backs of 3 sofas, i large rotary chair, 15 chairs and the seat and 
back of I large rotary chair were covered with the best quality morocco leather, stamped with 
the Coat of Arms of The City of New York. 

Bureau of Licenses — I City Directory furnished. 

Governor's Room — i perforated corrugated rubber mat, 5 feet $yi inches by 3 feet }i inch 
and lettered ** Governor's Room " furnished. 

City Record Office— i "•* Standard " dictionary bound in full Russia furnished. 

Clerk's Office, Board of Aldermen — Repairs were made to safe in above office. 

City Clerk's Office — 2 City Directories and i Business Directory were furnished. 

Brown Stone Building. 

The orders for cleaning glass in windows and doors of above building were renewed and 
Janitors' and Engineers' supplies furnished. Tubes in boiler, about forty, were removed and 
replaced with new tubes, 3 inches by 10 feet. Defective tin on roof of above building was cut 
out and replaced with new tin of best quality, painted bottom and top, and entire roof, including 
chimney top, painted. 

3 
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Worthington pump in above building was entirely overhauled, repaired mtd put in first-class 
order. Valve ot elevator No. i in above building was repacked. Awnings on windows oi above 
building were taken down and stored for winter season. 

Building southwest corner of Chambers ai4d Centre Streets. 

Defective tin on roof of above building and roof of extension on Park side was cut out and 
replaced with new tin of best quality, painted top and bottom, and entire roofs, including chim 
ney tops and ventilators, painted one coat of best quality metallic paint. Two 4-inch galvanized 
iron leaders, to replace defective leaders taken down, were furnished and properly secured to 
building. 

Awnings on windows of above building were taken down and stored for winter season. 

Hall of Records. 

Orders for cleaning glass in doors and windows of above building were renewed and the 
usual cleaning supplies were furnished. 

Awnings on windows of above building were taken down and stored for the winter season. 
Two 30-inch electric exhaust fans, one 24-inch exhaust fan and four 16-inch electric motor fans, 
with necessary wiring run in loricated conduits and properly connected with circuits to building, 
were furnished and installed. 

Harlem Court-house. 

The usual Janitor's and Engineer's supplies, including soap powder, disinfectant and 

machinery oil, furnished. Carpets in various rooms of above building, as directed, were taken 

up, cleaned and relaid. Awnings on windows of above building were taken down and stored 
for the winter season. 

Repairs to locks, knobs, escutcheons, etc., were made and one dozen Yale keys were fur- 
nished. The steam plant of the above building was entirely overhauled, repaired and put in 
first-class order. One I ^ -inch water meter, properly connected to boiler, was furnished and put 
in , and stuffing boxes, pistons and valves of elevators were repacked. 

West Fifty-fourth Street Court-house. 

The usual Janitor's and* Engineer's supplies were furnished. Awnings on windows of above 
building were taken down and stored for the winter season. 

One 2-inch water meter, properly connected to boiler, was furnished and put in, and elevators 
in above court-house were repaired and put in first-class condition. 

• Seventh District Court-house. 

The usual Janitor's and Engineer's supplies were furnished. Walls and ceilings of engine- 
room and coal-bin in above court-house were whitewashed. Awnings on windows of above 
building were taken down and stored for winter season. 
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Third District Court-house. 

The usual Janitor^s and Engineer's supplies were furnished. Window-shades throughout 
building were repaired. Awnings on windows of the above building were taken down and stored 
for the winter season. Clock tower of above building was whitewashed. One duplex steam- 
pump, 4^ by 2^ inches by 4, and one positive-acting pump governor was furnished and installed 
as directed. One flag pole, and one United States flag, made of best quality standard bunting, 
furnished. 

Markets. 

Fulton — A (6 feet 6 inches by 6 feet 6 inches by 2 feet) hipped skylight with louvres all round, 
glazed with 4-inGh glass, was furnished and put up over stand in above market. 

The awnings at above market on Front and Beekman street sides of above market were 
overhauled and repaired. 

Washington — A (6 feet 6 inches by 6 fieet 6 inches by 2 feet) hipped skylight with louvres 
all round, glazed with ^-inch glass, was furnished and put up. 

Clinton Market— For use at the various markets there was furnished and stored at the above 
market 6 dozen street brooms, 2 dozen long-haodle scoop shovels, i dozen short-handle scoop 
shovels and 1 dozen ice choppers. 

West Washington Market — The plastering in above market where necessary was repaired, 
all cracks were cut out, and new lath, brown and white mortar were used. The iron rolling 
shutters at above market were entirely overhauled and repaired, new parts replacing worn and 
defective parts, and where necessary new iron shutters replaced old ones. 

Catharine Market — Old sashes and damaged parts of sash-frame were removed from forty 
window openings in above market ; sash-frames were repaired, and new sashes, three for each 
opening, were furnished, with the necessary fastenings, fitted and hung, as directed. 

Armories. 

Seventh Regiment— At the four boilers of above armory fire-boxes were relined and bridge 
walls and arches were rebuilt. After necessary excavations were made, two 3-inch galvanized 
iron water-mains, connected with water-mains in street, were run inside of above armory. 

Two sets of Imperial rocking and dumping grate bars, with necessary supports, fittings, etc., 
were furnished and placed under boilers as directed. About I,7C0 square feet of steam pipe in 
above armory was covered with one thickness of asbestos, one thickness of hair felt, one thickness 
of rosin-sized paper and 8-ounce canvas, all neatly and properly sewed. 

Eighth Regiment — A combination steel file case, containing 54 compression files, 16 pigeon 
holes and 97 plain drawers, furnished. 100 lockers were taken down and removed from tower on 
southwest comer of above building and set up complete on first floor of same tower as directed ; 
new material, where necessary, was used. Defective tin of roofs, gutters and lanterns over drill- 
room and administration parts of above armory was cut out and replaced with new tin of best 
quality, painted bottom and top ; all old work received one coat of best quality metallic paint. 
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Stanchions to support balcony, together with necessary railings and two flights of iron stairs, 
were made and put up on south side of tower, southeast corner of building. The electric gas- 
lighting apparatus in above building was entirely overhauled, repaired and put in Brst-class work- 
ing order, and the electrical apparatus in rifle range was also repaired, overhauled and put in 
Brst-class working order. 

Ninth Regiment — The patent buirs-eye lights on Fourteenth and Fifteenth street sides of 
above armory were repaired. A i|^-inch water meter, properly connected to boiler, was furnished 
and placed as directed. lo gallons of Jarb paint (enamel) was furnished. 

Twelfth Regiment — One barrel of disinfectant furnished. The electric gas-lighting appiraius 
in above armory was entirely overhauled, repaired and put in first-class order ; 43 brass cylinder 
locks, with two keys for each, were furnished and put on doors of lockers; 83 keys were fitted and 
furnished for locks of company rooms, and at entrance door, i heavy babetted front Yale patent 
cylinder latch, with 12 extra keys, was furnished and put on. 

Twenty-second Regiment — Patent bull*s-eye lights on outside of above armory were repaired. 
Old and defective tubes in boilers were removed and replaced with new tubes of best quality. 
Grate-bars in boilers were repaired and reset. Repairs were made to concrete in area about 
armory on Sixty-seventh street. Sixty-eighth street and Columbus avenue sides. About 1,200 
square feet of steam pipe in above armory was covered with I thickness of asbestos paper, i 
thickness of hair felt, i thickness of rosin-sized paper, and over all 8-ounce canvas neatly and 
properly sewn. 

Sixty-ninth Regiment — Three cocoa mats were furnished and glazing throughout building 
repaired. 

Seventy-first Regiment — Four new boiler tubes, to replace old and worn tubes, removed 
were furnished and put in boiler of above armory. 

Squadron *' A"— Twenty-four large grate-bars were furnished and put in place under boilers. 
Two openings were cut in smoke flue and iron doors were placed therein. Exhaust fan was entirely 
overhauled and repaired. Two 3-inch Challenge flue cleaners ; two 3-inch Challenge Brushe 
gauge cocks, glasses, nipples, elbows and rainbow packing were furnished. 100 tons of tan bark 
also furnished. Entire roof was repaired, defective tin cut out and replaced with new tin, 
painted bottom and top. All old work received I coat of best quality metallic paint. 

Second Battery — Three cocoa mats were furnished. Partitions between non-commissioned 
officers' room and non-commissioned officers' locker-room were taken down. All cracks in plaster 
were cut out and all loose and damaged plaster was repaired in non-commissioned officers' room, 
non-commissioned officers' locker- room, men's locker-room, library, ofl&ce and main hall, in above 
armory. The main hallway and sixteen rooms in above armory were prepared, tinted and painted 
as directed. All woodwork was cleaned off and varnished. 

United States Steamship «»New Hampshire," First Naval Battalion— The above ship was 
lowed from summer quarters off Tompkinsvillc, S. I., to present quarters foot of East Twenty- 
eighth street. And on above ship an electrical engine was erected where directed. On No. I 
launch a duck canopy awning, 25 feet long, with side curtains, was furnished and put in place. 
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Headquarters of Naval Battalion — On poop deck of United States steamship ** New Hamp- 
shire " (above headquarters) the new cabin was painted, oiled, shellaced and varnished. New 
porcelain-lined basins, one lead-lined cypress tank, together with necessary piping, etc., was com- 
pleted. Steam coils and steam trap were made and connected up with present steam plant. 

Municipal Courts. 

First District — Order for cleaning glass in doors and windows of above court was renewed and 
the usual Janitor's and Engineer's supplies were furnished. 

Second District — Awnings on windows of above court were taken down and stored for 

winter season. The usual Janitor's supplies for cleaning were furnished. 

• 

Fourth District — The usual Janitor's supplies for cleaning were furnished. Awnings on 

windows of above buildings were taken down and stored for winter season. 

Fifth District — The usual Janitor's supplies for cleaning were furnished. 

Sixth District — Order for cleaning glass in doors and windows of above court were furnished. 
The usual Janitor's supplies for cleaning were furnished. 

Seventh District — A supply of law books for use of above court were furnished. 

Eighth District— The usual Janitor's supplies for cleaning were furnished. Order for clean- 
ing glass in doors and windows of above court were renewed. 

Eleventh District — The usual Janitor's supplies for cleaning were furnished. 

City Magistrates' Courts. 

Third District — The usual Janitor's supplies for cleaning were furnished. 

Slate roof of above building was entirely overhauled and repaired, new work replacing old 
and defective parts; flashing was placed around chimneys as directed, and two new chimney tops 
with bases furnished. 

Sixth District — The usual Janitor's supplies for cleaning were furnished. 

Finance Department. 

The book cases, desks, etc., in Rooms Nos.31, 33, 34, 35, 36, 37, 38 and 39 were taken apart, 
moved and erected in new offices on second floor. New material was used where necessary. 

The -consolidation of the boroughs' bureaus in the above Department necessitated the moving 
and changing of counters, desks, pigeon-hole cases, safes and other furniture, all of which was 
done in a satisfactory manner and as directed. The safes, books, records, stationery, desks, 
closets and other articles of furniture, etc., were removed from the previous borough offices in 
The Bronx, Queens, Richmond and Brooklyn to present offices, all the articles were moved, 
placed and erected as directed. Two quartered -oak wardrobes, i Shannon filing cabinet 24 
inches wide by 48^ high, i Lang steel 36-drawer document file, I double desk, 13 chairs, one 2 • 
by 6 table, I roll top desk, i revolving chair, 2 flat top desks furnished, 8 copies Laws 1899 <^^ 
6 copies of Ash's Greater New York Charter also furnished. In Room No. 39 about 38 yards of 
plain linoleum was furnished and laid, and in Deputy Comptroller Levy's room about 55 yards of 
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velvet carpet and necessary paper lining was furnished and laid. In Rooms Nos. 35 and 37 abont 
31 feet of quartered oak and glass partition was furnished and erected as directed. Ninety-five 
Welsbach lights, with necessary shades, mantles, etc., complete, together with necessary mohair 
tubing, furnished. 

The woodwork in Rooms 33, 35, 37 and 39 was filled, shellaced and varnished. 

The iron railing in Rooms 19, 21 and 23 was taken down, reconstructed and placed where 
directed in various rooms on first floor. 

The brass and glass partition in Rooms 21 and 41 was taken down, reconstructed and placed 
in Rooms 19, 33 and 35, new material where necessary being furnished ; 38 feet of iron railing, 
with polished oak top rail, was furnished and put in place in Rooms 31 and 39. 

Awnings on windows of above Department were taken down and stored for winter season. 

City Chamberlain — Awnings on windows of above office were taken down and stored for 
winter season. 

One combination steel cabinet containing 27 files and i cupboard, 32^ inches by 20^ inches 
by 22 5-16 inches, with double door box base, cornice sunk panel ends, carpeted ledge, oxidized 
bronze trimmings, all finished dead olive, was furnished. 

Bureau for Collection of Assessments and Arrears — Safes, books, papers, records, furniture, 
etc., were moved from previous offices on first floor to present offices on second floor as directed. 

Department of Taxes and Assessments. 

Safe in Room <' R " was moved to office of above Department in Borough of Richmond. 
Awnings on windows of above Department were taken down and stored for winter season. 

Receiver of Taxes — Safe was removed as directed, sate in basement wi^s repaired, bolts 
oiled and cleaned and new lock put on same. 

The iron railings and cashiers' cages were taken down, reconstructed, repaired and put up as 
directed ; new material where necessary was used ; 3 pounds aluminum bronze, 2 pounds silver 
bronze and 2 gallons monogram liquid were furnished. 

City Paymaster. 

Orders for a supply oi steam, and cleaning glass in windows and doors of above office, were 
renewed. 

For vault under sidewalk an iron door, 6 feet 8 inches by 3 feet, was made and put up, and 
repairs were made to vault cover. 

Exempt Firemen's Headquarters. 
Old and worn parts oi Welsbach lights were repaired, new parts replacing same. 

Department of Buildings. 

Two new flagpoles and brackets, etc., complete, furnished ; repairs were made to flag^le 
and halyards for same furnished ; 3 United States flags for same also furnished. 

Awnings on windows of above Department were taken down and stored for winter season. 
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County Jail. 

One barrel disinfectant was furnished. Repairs to boiler and grate-bars and fire tools in 
above jail were made. Partition on first floor was glazed with 3 lights of ground glass, 24 by 28, 
and painted, grained and varnished. Ceilings and side walls of 7 cells and wash-houses were 
painted. 

Commissioners of Accounts. 
Awnings on windows of above office taken down and stored during the winter season. 

Board of Assessors. 
I city directory furnished. 

Commissioner of Jurors. 

I complete set of Revised Statutes, latest edition, furnished. 

Supreme Court. 

Appellate Division — Bolts of small safe were cleaned and oiled, six new locks were furnished 
«nd put on safes as directed. 

Awnings on windows of above Court were taken down and stored for the winter season. 

The books, records, stationery, desks, chairs, etc., were removed from previous to present 
Court-house. 

Corporation Counsel. 

5 cocoa mats, 3>^ by 2, and i quartered-oak cabinet with sliding door furnished. Awnings 
on windows of above ofHces were taken down and stored for winter season. 

Public Administrator. 
I city directory and I business directory furnished. 

Public Comfort Stations. 
City Hall Park— Orders for a supply of steam and electric current w?r^ renewed. 

Dewey Arch — Twenty-third Street and Fifth Avenue. 

Part of the main and entire attic of Dewey Arch was covered as directed, so that the same 
would remain preserved during the winter season. 

Department of Health. 

The orders for cleaning glass in doors and windows and supply of electric current to operate 
motor in above building were renewed. Two sets of halyards were furnished and reeved on 
flagpoles. Two United States standard bunting flags, each 10 by 15 were furnished. On 
southerly side of above building over skylight, 4 awnings, with necessary hooks, pulleys, etc., 
were furnished and put in place. Safe on top floor Criminal Court Building was removed to top 
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floor of above building. The steam-pipes throughout building where necessary were covered with 
asbestos paper, hair felt, rosin-sized paper and 8-ounce canvas neatly and properly sewed. 

New sink was set up and connected in rear of first floor. Wash-basin on second floor was 
removed and all pipes sealed. Gas-pipes were removed and placed as directed- Steam plant in 
above building was entirely overhauled and put in perfect order. Necessary blow-off pipes, steam 
and water gauges, valves, fittings, etc., were furnished. Concrete floor of boiler-room was 
repaired where necessary. Rear brick wall at boilers was taken down and rebuilt. The iroo 
railings in above Department at Criminal Court Building were taken down, reconstructed and 
placed in above building where directed, new material being used where necessary. A steel plate 
bulletin board, about lo feet by 12 was furnished and placed where directed. Old and defective 
tubes in boilers were removed and replaced with best quality new tubes. Old grate bars were 
removed and two new sets of Imperial rocking and dumping grate bars were furnished and placed 
where directed. 

Patent lights on outside of building were repaired. 

Elevator gates also repaired and iron railing in main office on flrst floor and room No. 4 on 
fourth floor was taken down, reconstructed and reset as directed. To enclose Police Sergeants' 
room in above building about 24 feet of quartered-oak and glass partition corresponding in every 
detail with existing partitions was made and put up as directed. 

In Record Room on flrst floor a pigeon-hole cabinet made as per plan was set up complete. 
Wall cases and closets in Criminal Court Building were taken down, repaired, reconstructed and 
set up as directed in the various offices in above Department, new material where necessary 
being used. About 22 feet of oak and glass two-sided partition about 7 feet 8 inches high, same 
design as on flrst floor, was furnished and put up as directed in office of Secretary to President, 
and in office of Burial Permit Clerk about 19 feet of similar partition was made and put up. 
Panel work in opening on Fifty-flfth street side of building was removed and new doorway as 
directed put in. In kitchen on attic floor pipes were boxed in. 

Cases were taken down and desks were altered and repaired and placed where directed. 
Storm-door at entrance, also necessary railing and steps leading to same was furnished and erected 
as directed. Inside and outside of storm-door was painted and shellaced walls and ceilings of 
President's room and adjoining two rooms were washed off, ceiling^s prepared and calcirained 
and walls papered. Partitions were shellaced and varnished three coats. 

President, Board of Public Improvements. 

One Kinsman electric light with the necessary wiring, etc«, complete, was furnished and put 
up as directed. One toilet cabinet and a supply of clean towels weekly was furnished. 

Department of Street Cleaning. 
One 9 by 12 Smyrna rug and about 12 yards of linoleum was furnished and laid. 

Department of Bridges. 
One cocoa mat 2 by 4 was furnished. 
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Department of Sewers. 

Safe at No. 150 Nassau street was removed to present office, Nos. 13 to 21 Park row and at No. 
72 Elm street. Awnings on windows of above Department were taken down and stored for 
winter season. 

Department of Water Supply. 

The books, stationery, records, furniture, etc., of Bureau of Water Register were removed 
from previous to present offices. One 5-foot roll-top desk, one revolving chair and three Lang 
steel document file cases were furnished. About 219 feet of iron railing ^-inch No. 14 fiat 2-inch 
mesh with scroll border, pickets on top, all furnished in gold bronze, was furnished and put up, 
as directed. About 42 yards of best quality Bigelow Brussels carpet, together with necessary 
paper lim'ng, was furnished and laid in office of Commissioner. 

Department of Highways. 

An iron railing 8 by 6 feet with handhole, scroll border and pickets on top and an hon 
railing 6 by 3 feet 6 inches with gate lock hinges, etc., together with polished oak top rail, was 
furnished and put up as directed. The above railing was made of ^-inch No. 14 flat 2-inch mesh 
and lurnished in gold bronze. 

Department of Public Buildings, Lighting and Supplies. 

A supply of rubber stamps, printed forms, blank books, etc., were furnished. 

Commissioner's Office — One revolving bookcase furnished. 

Deputy Commissioner's Office — One toilet cabinet, with a supply of clean towels weekly, 
were furnished. 

General Office— One 4-foot standing-desk, with rail, 12 large documentary files, and six 
extra large documentary files were furnished. Typewriter in above office was overhauled^ 
repaired and put in first-class order. 

Electrical Bureau — Three toilet cabinets, with a supply of clean towels weekly ; i 5-foot 
roll-top desk, i Quinand stop-watch, and i Bates 5-wheel numbering machine furnished ; i fire- 
proof safe, 32 by 40 inches by 16 inches, inside measurements, with inside doors, and interior 
divided as directed, was also furnished. 

Bureau of Assistant Engineer — One hundred prints of maps and prints, i Hyde's map of 
Borough of Queens, i Hyde's atlas of Borough of Brooklyn (3 volumes), and i set of final maps,. 
Twenty-third and Twenty-fourth Wards, 150 feet to the inch, mounted and bound in atlas form, 
furnished. 

Bureau of Meter Tests— Elevator in above Bureau was overhauled, repaired and put in first- 
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class working order ; about 1 ,200 meter seals were furnished. 

Bureau of Repairs and Supplies — A supply of coal and wood for heating, etc., and a supply^ 
of ice^ sponges, soap, brooms, pails, dusters, mops, brushes, etc., were furnished to the different 
public buildings, courts and offices in the care of this Department. The order for use of horse 
and wagon was renewed, and orders for replacing worn and defective parts of Welsbach lights in 
the different public buildings, courts and offices also renewed. 
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Among the many items of repairs made not otherwise specially referred to are plumbing, 
steam-fitting, gas-fitting, masonwork, plastering, painting, carpentering, glazing, electrical work, 
cabinetwork, ironwork, tin work, cleaning and laying carpets, etc., and for the use of Mechanics 
in the employ of this Department a supply of lumber, hardware, paints, varnishes, hair-felt, 
canvas, etc., were furnished. One Hammond typewriter and one roll-top typewriter desk 
furnished. 

Free Floating Baths. 

The baths are now stored in winter quarters and such repairs as could be made by employees 
at this season were made. All the necessary lumber, hardware, etc., was furnished. A supply 
of coal and wood also furnished. 

The following is a comparative statement of the number of bathers during the past three 
bathing seasons : 





1899. 


1898. 


1897. 


Male 


958,017 


3.705.488 
If39«.388 


3,699,201 
1,46 ,318 


Female • 




Total 


. 3.87a.4W 


5 095,876 


5.»6t,5X9 





BOROUGH OF THE BRONX. 

Municipal Building. 

The usual Janitors and Engineers' supplies including machinery oil were furnished. 

Awnings on windows of above building were taken down and stored during the winter season. 
One metallic oil tank, 60 gallons, 2 No. 5 coal scoops, i cross cut saw, >^-dozen saw files, i gauge 
glass-cutter and 6 galvanized iron ash cans furnished. 

Second District Municipal Court — A supply of law books for use of above Court were fur- 
nished. The sewer in above building was entirely overhauled, new material replacing old and 
defective material and same was left in perfect condition. 

Department of Buildings — Awnings on windows of above Department were taken down and 
stored during winter season. 

Coroner's Oftice^Awnings on windows of above office were taken down and stored during 
winter season. 

Receiver of Taxes — Window guards of No. 10 wire i^ inches mesh with channel iron frame 
properly screwed to hanging stiles, all finished in aluminum bronze, were furnished and placed on 
10 windows of bill room of above Department. An iron gate, 7 by 3, made of ^-Inch round iron, 
2 inches on centre, with necessary cross-bars properly hung, together with necessary lock, hinges, 
etc., all finished in aluminum bronze, was furnished and placed in book vault, and at stairs 
leading from first floor to bill room a wrought-iron gate made of ^-inch round iron, 4-inch on 
necessary cross-bars, surmounted by a scroll border properly hung, together with necessary lock, 
hinges, etc.^ all finished in gold bronze, was furnished. 
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Deputy Collector of Assessments and Arrears— Two 6 by 3 feet polished oak tables and one 
walnut pedestal double desk furnished. 

President, Borough of The Bronx— One No. 7 Remington typewriter and one toilet cabinet 
with a supply of clean towels weekly, furnished. 

Board of Public Improvements. 

Branch Office, 78 White Plains avenue — Two No. 16 Red Cloud stoves with necessary pipe, 
fittings, etc., complete, were furnished and put up. 

t 

t 

Department of Highways. 

Cottage, One Hundred and Seventy-seventh street and Third avenue — One No. 1 1 Senate 
stove with necessary pipe, fittings, etc., complete, furnished and put up. 

Branch, Park avenue and One Hundred and Seventy-eighth street — One No. 11 Senate 
-stove with necessary pipe, fittings, et:., complete, furnished and put up. 

Branch, White Plains avenue, near Elizabeth street — One No. ii Senate stove with 
necessary pipe fittings, etc., complete, furnished and put up. 

Branch, White Plains avenue, near Julianna street — A new sewer connecting toilet rooms, 
urinals, etc., with main sewer, was furnished and put in. All necessary excavations were made 
and material of best quality was used. Also after necessary excavation a new brick catch-basin, 
wash out, closet, cisterns, pipe, etc., was furnished and put in as directed. 

Department of Sewers. 

Safe in above Department was repaired, lock oiled, bolts cleaned and safe painted and 
moved as directed. About 90 linear feet of two-sided partition (quartered-oak and glass) was 
filled, shellaced, varnished and rubbed down to a polish finish. 

Department of Public Buildings, Lighting and Supplies. 
An order for use of horse and carriage was given, and bicycle overhauled and repaired. 

Coal and wood for heating, etc., and brooms, mops, soap, pails, brushes, dusters, etc., for 
cleaning, were furnished for use at the different public buildings. Courts and offices in care of this 
Department. Repairs not otherwise specially referred to were made to the carpentering, paint- 
ing, plumbing, ironwork, glazing, etc., of the several public buildings in the Borough of The 
Bronx, in the care of this Department. 

In concluding this fourth quarterly report for the year 1899, I desire to call attention to the 
great volume of labor and amount ot expense unexpectedly entailed on the Department during 
the year, caused by the removal of the offices of the following Departments to the Park Row 
Building, namely, Department of Bridges, Department of Sewers, Department of Street Cleaning, 
Department of Water Supply, Department of Highways, Department of Public Buildings, 
Lighting and Supplies, Department of Public Improvements, and Bureau of Municipal Statistics. 

Temporary offices were furnished for the Building Code Commission in same building. The 
Department of Health was removed from the Criminal Court Building to the building at Fifty- 
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fifth street and Sixth avenue, in which many alterations and repairs were foand necessary to make, 
entailing an expense of about $25,000, also a downtown vaccine station was fitted up and furnished 
for the Department of Health at No. 70 Elm street at a cost of about $3,500. 

The Appellate Division of the Supreme Court was moved from the Eighteenth Street and 
Fifth Avenue Building to the new Court-house at Twenty-fifth street and Madison avenue. 

There was also an additional expense incurred by the operation of the recently-enacted 
Labor Law, which necessitated the appointment of fifteen additional Bath Attendants for ninety 
days, amounting to about $3,500. 

The cost of making the removals, repairs, alterations and the additional appointments ts 
berembefore enumerated amounts to about $60,000, which was not considered in my estimate for 
the maintenance of this Bureau for the year 1899, in consequence of which many needed repairs 
and improvements to the Public Buildings, more especially the Criuiinal Court Building and 
County Court-house, had to be postponed until 1900, when I trust the same will be attended to. 

Respectfully submitted, 

BARTHOLOMEW DONOVAN, Superintendent, Repairs and Supplies. 



DOCUMENT "D." 

Department of Public Buildi.ngs, Lighting and Supplies, 

Bureau of Lamps and Gas, 

Nos. 13 TO 21 Park Row, 

New York, March 2, 1900. 

Hon, Henry S. Kearny, Commissioner^ Department of Public Buildings^ Lighting and 
Supplies : 

Dear Sir— I herein submit a report of the transactions of the Bureau of Lamps and Gas for the 
boroughs of Manhattan and The Bronx for the quarter ending; December 31, 1899, with a summary 
of the same for the entire year. 

In Exhibit ** A " will be found a statement showing the amounts expended on vouchers for a 
supply of illuminating gas, etc., to the vanous public markets, court-rooms, offices, armories, etc., 
and for the fitting up, lighting and maintenance of the public lamps for each of the four quarters 
of the year, and the sums total for the whole year. 

This statement does not include the cost of lighting the public lamps and supply of gas to 
public offices, etc., for the first five months of the year, for the reason that contracts for the public 
lighting were not executed until May 22, and hence the biils of the various lighting companies 
could not be audited, but the amounts are included in the list of liabilities. 

Exhibit ** B" is a summary of the appropriation for ** Lamps and Lighting," and this shows 
an expenditure during the quarter of seven hundred and eleven thousand four hundred and fifty- 
six dollars and eighteen cents ($711,456.18), and for the year of eight hundred and two thousand 
two hundred and nineteen dollars and twenty-seven cents ($802,219.27), with outstanding 
liabilities amounting to four hundred and eighty-eight thousand eight hundred and eighty-two 
dollars and seven cents ($488,882.07), leaving a balance of forty-nine thousand, one hundred and 
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thirty-four dollus ind sixty-sx cent* ((49,134.66), of which forty-four thousand dollus (144,000) 
hare been iriiuferred to the account of "Salaries of Depalies, Clerki, etc.," leaving a surplus 
balance of five thousand, oue hundred and thirty-four dollars and sixty-six cents ($5,134.66). 

Exhibit " C " is a summary of the I jimp Account, shoving the number of new lamps lighted, 
old lamps relighted and lamps discontinued, by each gas and electric company during the 
qaarter and the year ; 159 new gas lamps, 10 new naphtha lamps and 19 new electric lamps 
lighted; 71 gas lamps relighted, 74 gas lamps and S naphtha lamps discontinued during the 
quarter ; and 413 new gas lamps ; 195 new naphtha lamps, 61 Welsbach naphtha lamps and 137 
new electric lamps have been lighted ; i8z gas lamps relighted, and 436 gas lamps and 37 
naphtha lamps have been discontinued during the year. The total number of lamps lighted on 
December 31, 1899, was 35,113 gas, 1,583 ordinary naphtha tamps, 449 Welsbach naphtha lamps 
and 4,461 electric lamps, making a total of 31,706 lamps. 

Exhibit " D " is a statement showing the average illuminating power of the gases supplied 
in the Borough of Manhattan during the quartet and year. 

Exhibit " E " is a time-table (or litjhiing and extinguishing the public lamps during the 

The following statement will show the number of gas lamps fitted up, lamp-poits removed, 
reset, straightened, etc., during the year : 



Covolidattid Gai Compmiy — 

Brueh 6 

New Amiterdain Gas Conipa 

Madkon Squue BriDch 

Ccmral Union Gi! Cgmpiny. ... 
NorlhEm Uniaii Gii Cooipiiny.. 
Vonkcn Cut Light Compnny.... 
-Nf • York and Newjcrwy Glob 
tWclibach Stncl-lighllng Compa 
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The IbUowxDg UUe will sbov the Bomber of new laaps hfftud bj the leroml ps com. 
panics md electric-li|^ companies in tlie years 189S md 1899 : 



Bt Wmat CouTAxr. 



Co0«o'i<Uted Gas 

Braacfa « '. 

Braacfa 9 

Brmndi 3 

Bnach 4 

Braach 6 

*New Aaisterdam Gas Company 

Scaadard Gas-light Company — 

Madison Avenue Branch 

Harlem Branch 

Central Union Gas Company 

Northrm Union Gas Company 

tXew York and New Jersey Globe Gas-light Company 

tWeUbach Street-lighting Company of America 

Brush Electric Illuminating Company 

Mount Morris Electric-light Company 

North River Electric-light and Power Company 

Bronx Gas and Electric Company 

Pelham Electric-light and Power Company 

Eastchet ter Electric Company 

Totals 

* In 1897 and 1898 this was Equitable Gas-light Company 

t Naphtha lamps. 

X Welsbach naphtha lamps. 



»«9^ 


««99. 


I 


3 


I 


so 


7 


5 


41 


6 


396 


54 


9 


5 


• • 


I 

a 


4 


I 


9« 
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The following table will show the average number of lamps lighted in the boroughs of Man- 
hattan and The Bronx for the years 1897, 1898 and 1899 : 



By what Company. 



Consolidated Gas Company — 

Branch z 

Branch a 

Branch 3 

Branch 4 

Branch 6 

New Amsterdam Gas Company 

Standard Gas-light Company — 

Madison Square Branch 

Harlem Branch 

Central Union Gas Company 

Northern Union Gas Company 

Yonkers Gas-light Company 

* New York and New Jersey Globe Gas-light Company, Limited ....... 

* Welsbach Street-lighting Company of America 

Brush Electric Illuminating Company 

Edison Electric Illuminating Company 

Harlem Lighting Company 

Manhattan EUectric-light Company 

Mount Morris Electric-light Company 

North River Electric-light and Power Company 

Pelham Electric-light and Power Company 

Bronx Gas and Electric Company 

Eastchester Electric Company 

Totals 

* Naphtha lamps. 



AVBRAGB NUMBKR OF LaMPS 
LiGHTBD IN 



1897. 



a.azz 
i,zo6 
x,fi9 

3.594 
6,293 

3,790 

886 
x.asa 

'.509 
3,63a 

752 
z,aa4 

• • • • 

837 

85 
707 

45X 

9M 

6 

496 
69 



Z898. 



30,208 



a,o25 
t.033 
z,xc4 

3.537 
6.689 

3.472 

655 
1.255 
«.590 
2.749 

742 

x,"9 
X35 
860 

446 

85 
721 

5«7 

943 

68 

570 
69 



30.384 



1899. 



2,003 
',015 
1,089 
3.425 
6,897 
3,424 

648 
x.a6o 

X.705 

2,844 

732 

x.sSa 

427 

8c7 

444 

85 
721 

590 

973 
86 

57« 

^9 



3X.477 
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New gas-mains have been laid by the several gas companies during the year as follows : 

By what Company. Linear Feet. 

Consolidated Gas Company 38,226 

New York Mutual Gas*light Company:. 734 

New Amsterdam Gas Company 22,177 

Standard Gas-light Company 9,240 

♦Central Union Gas Company 30,838 

♦Northern Union Gas Company 10,700 

*Yonkers Gas-light Company 

♦Bronx Gas and Electric Company 9,713 

121,628 
or23^^^jnil^ 

Linear Feet 
The Consolidated Gas Company has taken up 26,761 

The Consolidated Gas Company has disused 10,889 

The New York Mutual Gas Company has taken up 580 

The Equitable (now New Amsterdam Gas Company) has disused 25,168.9 

63>398.9 

Linear Feet. 
*The Central Union Gas Company has taken up 3, 175 

♦The Central Union Gas Company has disused 13*604 

♦The Northern Union Gas Company has disused 1,000 

♦The Yonkers Gas-light Company has taken up 639 

18,418 



The total number of miles of gas-mains in use in the Boroughs of Manhattan and The Bronx 
on December 31, 1899, were as follows : 



Of What Company. 



Consolidated Gas Company 

New York Mutual Gas-light Company. 

New Amsterdam Gas Company 

Standard Gas-light Company 

♦Central Union Gas Company 

♦Northern Union Gas Company 

♦Yonkers Gas-light Company 

♦Bronx Gas and Electric Company 

Total.. 



Miles. 



z,6io 



Fb«t. 



836 


1.789 


«5S 


3.050 


958 


t.703 


198 


x*453 


79 


3.827 


44 


4.462 


aa 


2,637 


>4 


4.754 



».555 



Of which I448||J{ miles are in the Borough of Manhattan and 161 g^ J miles are in the 
Borough of the Bronx. 



♦In Borough of The Bronx. 
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The following additional streets have been lighted by gas during the year : 

1 Borough of Manhattan — 

Audubon avenue, from One Hundred and Sixty-eighth to One Hundred and Sixty-ninth 

street. 
Audubon avenue, from One Hundred and Seventy-first to One Hundred and Seventh-third 

street. 
Audubon avenue, from One Hundred and Eighty-fourth to One Hundred and ]£ighty-fifth 

street. 
Riverside drive, east side, from Eighty-second to Eighty-third street. 
Riverside drive, east side, from Eighty-seventh to Eighty-eighth street. 
Riverside drive, east side, from One Hundred and Tenth to One Hundred and Thirteenth 

street. 
Riverside drive, ea<«t side, from One Hundred and Fifteenth to One Hundred and Sixteenth 

street. 
Sylvan court. 

One Hundred and Eleventh street, from Amsterdam avenue to Boulevard. 
One Hundred and Eighteenth street, from Amsterdam to Morningside avenue^ 
One Hundred and Twenty-ninth street, from Manhattan street to North river. 
One Hundred and Thirty-ninth street, from Amsterdam to Convent avenue. 
One Hundred and Ninetieth street, from Amsterdam to Audubon avenue. 

a Borough of The Bronx — 

Barretto street, from Intervale avenue to One Hundred and Sixty-ninth street. 

Beach avenue, from One Hundred and Forty-ninth to One Hundred and Fifty-second street. 

Brook avenue, from One Hundred and Sixty-sixth to One Hundred and Sixtjr-eighth street. 

Brook avenue, from Wendover avenue to 300 feet south of One Hundred and Seventy-first 
street. 

Cauldwell avenue, from One Hundred and Fifty-eighth to One Hundred and Sixtieth street. 

Cedar place, from Cauldwell to Trinity avenue. 

Clinton avenue, from Crotona Park to One Hundred and Sixty-ifinth street. 

Clinton avenue, from One Hundred and Eightieth to One Hundred and Eighty-second 
:reet. 

College avenue, from One Hundred and Sixty-third to One Hundred and Sixty-fourth 
treet. 

Crotona avenue, from Jefferson street to Crotona Park, South. 

Decatur avenue, from Woodlawn road to Two Hundred and Seventh street. 

Elliott avenue, from Olin avenue to 200 feet south- of Elizabeth street. 

Hunt's Point road, from Spofford to Lafayette avenue. 

Hull avenue, from Scott avenue to Two Hundred and Seventh street. 

Jackson avenue, from One Hundred and Fifty-sixth to One Hundred and Sixtieth street. 

Jackson avenue, from One Hundred and Sixtieth to One Hundred and Sixty-first street. 

Leggett avenue, from Dawson to Kelly street. 

4 
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In BoTC^h of The Bronx — 

Long£ellow street, from FreeinaA to Jenmngs street. 

KoiHUh arenae, from Bjrron to Catharioe street. 

Marion arenae, from Traren street to Soathem Boalerard. 

Macy place, from Prospect aTenne to Hewitt street. 

Nelson avenae, from Union to Birch street. 

Nelson arenae, from One Handred and Sizty^fourth to One Haodred and Sixtj-fifth street 

Park&ide place, from Webster avenae to^Two Handred and Serenth street. 

Stebbins avenae, from Westchester avenue to One Hundred and Sixtj-nfth street. 

Stebhins avenae, from Freeman street to loo feet north of One Hundred and Seveatieth 

street. 
Stebbins avenae, from One Hundred and Sixty-ninth to Freeman street. 
Trinity avenae, from One Hundred and Fifty-eighth to One Handred and Sixtieth street. 
Wilkins place, from Freeman to One Hundred and Seventieth street. 
Fifth street, from Park avenue to White Plains road. 
Sixth street, from Fourth avenue lo W^hite Plains road. 
One Hundred and Fifty-sixth street, from Cauldwell to Trinity avenue. 
One Hundred and Fifty>eighth street, from River to Walton avenue. 
One Hundred and Sixty-third street, from St. Ann's to Stebbins avenue. 
Two Hundred and Fifth street, from Webster to Scott avenue. 
Two Hundred and Seventh street, from Decatur avenue to Parkside place. 
Washington Bridge Park, lighted by naphtha lamps. 

The following additional streets have been lighted by electric lamps during the year : 

Sixtieth street, from Central Park, West, to Columbus avenue. 
Seventieth street, from Central Park, West, to Columbus avenue. 
Seventy-second street, from Central Park, West, to Riverside drive. 
Seventy-fourth street, from West End avenue to Riverside drive. 
Seventy-sixth street, from Central Park, West, to Columbus avenue. 
Seventy-seventh street, from Central Park, West, to Columbus avenue. 
Seventy-seventh street, from West End avenue to Riverside drive. 
Eighty-third street, from Central Park, West, to Columbus avenue. 
One Hundred and Fourth street, from Amsterdam to Columbus avenue. 
Central Park, West, from Seventy-second to Seventy-sixth street. 

The above streets were formerly lighted by gas. 

The Harlem River Driveway, Irom One Hundred and Fifty-fifth to Dyckman street, was 
lighted by electric lamps. 

The total aggregate length of streets lighted by gas in 1899 in the Borough of Manhattan 
was ^m miles ; the aggregate length of additional streets lighted by gas in the Borough of 
The Bronx was 5}$^$ miles ; the aggregate length of additional streets lighted by electric 
lamps in the Borough of Manhattan, formerly lighted by gas, was 3}f f } miles ; the aggre- 
gate length of additional streets lighted by electric lamps in the Borough of The Bronx was ^ 



_ __ t 



■ ■ 

I. 

f 



mile, and 8 45-100 acres in Washington Bridge Park, making a total aggregate addition of n 
lamps lighted during the year of SiiVi n^'^^s and 10 acres of parks. The total aggreg 
length of streets lighted on December 31, 1899, was 667|f|^ miles. The total aggreg 
length of bridges was 2{{{g miles. The total aggregate length of piers was 3,220 fc 
The total aggregate area of parks lighted was 112} acres in the Borough of Manhattan, a 
237 acres in the Borough of The Bronx. The total aggregate area of Gansevoort Market squi 
w^ 3^4 acres. The total aggregate length of streets lighted by electric lamps in the Borough 
Manhattan is USH^ miles, and in the Borough of The Bronx po^fj miles. 

All the Public Parks in the Borough ot Manhattan are lighted by electric lamps excepti 
Central Park, which is partially lighted by naphtha lamps, and excepting Morningside Park, wfi 
is partially lighted by naphtha lamps, and excepting East River Park, South, which is 1 
lighted. 

The following statement shows the average amount of impurities found in the gases of such 
the companies as have gas-mains on the line of our Photometric Stations, as determined by 1 
analyses made by Dr. E. G. Love, our Gas Examiner, in the laboratories of the Bureau. 



Of What Company. 



Consohdated Gas Company — 

Twenty-first Street Station 

Fourteenth and Eighteenth btreet Stations 

Forty-fourth Street Station 

Forty-second Street S;ation 

Ninety-«atnth Street Suiion 

New York Mutual Gas-light Company 

New Amsterdam. Gas Company 

Standard Gas-light Company 

East River Gas Company 



Sulphur (Grains in 100 


Ammonia (G 


RAINS 


IN zoo 




Cubic 


fSBT). 






Cubic 


Feet). 




• 

u 

V 

t 

n 

3 


it 


V 

« 
s 

.Ss 


Quarter. 


• 
W 

s 

rt 

s 


• 

u 

& 


• 

u 

1 


Quarter. 




a 


1 


u 

a 




•0 

§ 
u 

V 

t/1 


•0 


JC 

C 

9 



9.X8 


7.46 


8.14 


6.76 


0.40 


0.40 


0.52 


0.08 


17.04 


14. 03 


z6.o8 


17. z8 


I. to 


1.C3 


i.3» 


O.IO 


8.02 


7.08 


7.66 


6.84 


0.30 


o.ai 


0.30 


0.06 


17.84 


x6. 14 


16.10 


6.6s 


1.88 


X.48 


Z.20 


0.5a 


7-M 


8.02 


8.64 


6.71 


0.36 


0.30 


0.38 


o.c8 


8.o5 


7.66 


7.40 


5-7X 


0.38 


0.14 


o.z6 


0.04 


a.6o 


8.06 


7.68 


4-56 


0.36 


o.x8 


o.z6 


0.10 


8.34 


9.00 


8.Z4 


5.91 


0.44 


0.36 


o.aS 


0.08 


7.96 


7-94 


7.70 


4.84 


o.a6 


0. ao 


0.14 


0.08 



8 

g 

> 



9 

J3 

O 
»~* 

9 



Tra 



Tra( 



*^i 



■«- 
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The following stalement shows the specific gravity of the gases : 



Of What Company. 



First 

QUAKTER. 



Consolidated Gas Company-- 

Twenty-first Street Station 

Fourteenth and Eighteenth Street Stations . 

Forty-fourth Street Station 

Forty-second Street Station 

Ninety- ninth Street Station 

New York Mutual Gas-light Company 

New Amsterdam Gas Company 

Standard Gas-light Company 

East River Gas Comyany 



.652 

•558 
.704 

.504 
.666 

.721 

.696 

.651 

.661 



Second 
Quarter. 



.648 
.560 
.688 

•546 
.654 

.7»4 
.663 
.644 
.672 



Third 
Quarter. 



Fourth 

QCARTtR. 



.644 


.640 


.596 


.57a 


.636 


.668 


.546 


.5S4 


.6.7 


.630 


.677 


.682 


.678 


.670 


.664 


.654 


.663 


.678 



The following statement will show the average maximum and minimum pressure on the mains of 
such gas companies as connect with our photometric stations, as recorded on the pressure registers, 
the average being made for the time during which the public lamps are required to be kept 
lighted : 



Op Wh \r Company. 



Consolidated Gas Company — 
Twenty-first Street Station. 



Fourteenth and Eighteenth Streets Sta- 
tions 



Average Maximum Pressure. 



Co 



Forty-fourth Street Station 

Forty-second Street Station 

Ninety-ninth Street Station 

New York Mutual Gas-light Company, 
New Amsterdam Gas Company — 

Equitable Branch 

East River Branch 

Standard Gas-light Company 



Inches. 

a. 32 

3-7" 
4.«4 

3.18 

3-37 
3.88 

2.69 
a. 76 
X.83 



Second 
Quarter. 


Third 
Quarter. 


Inches. 


Inches. 


9.C9 


a. 08 


3.61 


3-3» 


4.70 


4.58 


3.06 


2.88 






3.08 
4.11 

2.50 

a'53 
1.87 



3.20 


3-93 

• 


a-45 


1.91 


2.54 



Inches. 

2.09 

3-49 
3.48 
2.92 

3.3s 
3.88 

2.57 

3.46 
Z.98 



AvERA«B Minimum Pressuu. 






Inches. 



a. 06 
a. 06 

a. IS 
1.93 
T.86 
3.21 

2.06 
2.25 
Z.80 



9 



•0 

a 



lO* 



(/} 



u 

t 



Inches. 

a.oa 
a. 04 
2.63 

2.02 
Z.81 

3a4 

2. ox 
a. 19 
X.87 



Inches. 

1.97 
I 99 
a 49 
a. 10 
a. TO 
3-34 

1.87 
z.8x 
a. 19 



u 

■Si 

Gb 



In. 
1.96 

2. 06 
1.72 

a.c£ 
a. 05 
3.16 

X.32 
a. 03 

1.88 



The franchise of the Equitable Gas-light Company (absorbed by the New Amsterdam Gas 
Company), as fixed by the Gas Commission, requires this company to pay to the City at the rate 
of 20 cents for each linear foot of gas mains laid by it. It is also requiied to light the public 
street lamps situated on the lines of its mains at a rate not to exceed $12 per year for eachjarop, 
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and it is required to submit a bid whenever the City authorities ask for proposals for lighting 
public larops. 

The Standard Gas-light Company is required by its franchise (chapter 248 of the State Laws 
of 1886) to light the public lamps on the lines of its mains at a rate not to exceed $12.50 per 
year for each lamp' lighted, 3,833)^ hours, but as the New York City time table (Manhattan and 
The Bronx) has a total of 4,000 hours per year the Company makes a charge of $13.04]^ per year 
for each lamp, this being the pro rata rate. 

The East River Gas Company (also absorbed by the New Amsterdam Gas Company) is 
required by its franchise (chapter 338 of the Laws of 1892) to pay annually into the City treasury 
three per centum of its gross receipts from gas furnished by it to private and public buildings in 
The City of New York. 

The gas manufactured by the Consolidated Gas Company is manufactured at 6 stations, viz. : 

Fourteenth Street Station (formerly Manhattan Gas-light Company), located at Fourteenth 
street and Avenue C, manufactures coal gas. 

Eighteenth Street Station (formerly Manhattan Gas-light Company), located at Eighteenth 
street and Tenth avenue, manufactures coal gas. 

Twenty-first Street Station (formerly New York Gas Company), located at Avenue A and 
Twenty-first street, manufactures water gas. 

Forty-second Street Station (formerly Metropolitan Gas-light Company), located at Forty- 
second street. North river, manufactures coal gas. 

Forty-fourth Street Station (formerly Municipal Gas-light Company), located at Forty-fourth 
street, North river, manufactures water gas. 

Ninety-ninth Street Station (formerly Knickerbocker Gas-light Company), located at Ninety- 
ninth street. East river, manufactures water gas. 

One Hundred and Eleventh Street Station (formerly Harlem Gas-light Company), located at 
One Hundred and Eleventh street. East river, does not manufacture gas. 

The capacity of the several gas works of the Consolidated Gas Company is 35,000,000 cubic 
feet per day. 

The New York Mutual Gas-light Company has mains iq various streets in the Borough of 
Manhattan, between Battery place and Sixty-fifth street, but it does not light any of the public 
lamps. It manufactures water gas at its works at Eleventh street. East river, and the capacity 
of its works is 6,000,000 cubic feet per day. 

The Equitable Gas-light Company (absorbed by the New Amsterdam Gas Company) has 
mains in various streets of the Borough of Manhattan, between Division street and Eighty-eighth 
street, and it lights the public lamps on the lines of its mains. Its works are at Forty-fourth 
street. East river. It manufactures water gas, and the capacity of its works is 6,000,000 cubic 
feet per day. 
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The Standard Gas-light Company has mains in various streets in the Borough of Manhattan, 
between Thirteenth street and One Hundred and Thirty-eighth street. It has also a main under 
the Harlem river, from Second avenue to Lincoln avenue, and in a few streets in the Twenty- 
third Ward, Borough of The Bronx. The works of the company are at One Hundred and Fif. 
teenth street, East river. They manufacture water gas, and the capacity of its works is 5,500.000 
cubic feet per day. 

The East River Gas Company (also absorbed by the New Amsterdam Gas Company) has 
mains in various streets of the Borough of Manhattan, between Bleecker street and One Hundred 
and Thirty-sixth street, but it does not light any public lamps. The gas works are located in 
the former Long Island City (Borough of (Queens) and supplies gas in the Borough of Manhattan 
through mains laid in a tunnel under the East river. It manufactures watef gas and the capacit)- 
of its works is 6,000,000 cubic feet per day. 

The New Amsterdam Gas Company was incorporated under Article VI. of the Corporaiion 
Transportation Law (chapter 566 of the Laws of 1890). This company has absorbed the 
Equitable and East River Gas companies. 

The Central Union Gas Company supplies gas to and lights the public lamps in the Twenty- 
third Waid (Borough of The Bronx). It manufactures coal and water gas at its works at One 
Hundred and Thirty-eighth street. East river, and the capacity of its works is 2,000,000 cubic feet 
per day. 

The Northern Union Gas Company supplies gas to and lights the public lamps in a part of the 
Twenty-fourth Ward (Borough of The Bronx). It manufactures coal and water gas at its works 
on the Bronx river, and the capacity of its works is 1,000,000 cubic feet per day. 

The Yonkers Gas-light Company has mains in and lights the public lamps and supplies gas 
to that part of the Twenty-fourth Ward formerly the Town of Kingsbridge, now in the Borough 
of The Bronx, Its gas-works are in the City of Yonkers, Westchester County, and it manufac- 
tures water gas. This company is leased to the United Gas Improvement Company and iis 
business is confined principally to the City of Yonkers. 

The Bronx Gas and Electric Company has mains in a few streets in the former Town of 
Westchester, Borough of The Bronx, but it does not light any gas lamps. Its office and works 
are at Unionport, Westchester. 

The New York and New Jersey Gas-light Company furnishes and lights 279 lamps in the 
Borough of Manhattan, and 1394 lamps in the Borough of The Bronx, a total of 1583 lamps. 
These lamps are lighted by means of naphtha contained in a reservoir attached to the lantern. 

The company furnishes and maintains the lamp-posts and lanterns. 

I 
The Welsbach Street Lighting Company of America furnishes and lights 449 Welsbach 

naphtha lamps, of which 433 are in Central Park, 8 m Riverside drive and 8 in West One Hun- 
dred and Twenty-second street. These lamps are lighted by means of naphtha contained in a 
reservoir attached to the lantern. The company furnishes and maintains the lamp-posts, lanterns, 
Welsbach burners and mantles. 
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The breakage of glass in the public lamps of this City is carried on to a very serious extent. 
119,726 lights of glass, and 3,988 globes have been broken in the boroughs of Manhattan and The 
Bronx during the past year. Lamp-lighters have very frequently found lamps broken when 
extinguishing the lamps, have reglazed them during the day and then found them broken at 
lighting time. Of course, under this condition of affairs, the lights are extinguished by the winds 
and then complaints are received because the lamps are not found lighted, thereby causing serious 
annoyance, and this Bureau has no power to remedy the matter. ^ 

The following statement will show the number of extinguishments of electric lights during 
the year as reported by the police : 
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Extinguishments of Electric-lamps during the Yecur 1899, as Reported by the Police, 



Month of 



January 

February 

March 

April 

May 

June 

July 

August 

September 

October. 

November , 

December 

Totals 



Brush Elbctric 

Illuminating 

Company. 



Average Number 
of Liunps, 864. 



u. a 



55 

47 
38 

2Z 



49 
38 

75 
5a 

Z98 
193 



7*3 



Amount 
Deducted. 



$aa IS 

19 15 

15 30 

9 00 

a 40 

19 65 

38 50 

15 30 
30 xo 
ai 73 

5a 45 

49 05 



Edison 

Elhctiuc 

Illuminatimg 

Company. 



Average Number 
of Lamps, 444. 






I294 75 



la 

5 

zz 

3 

1 

3 

4 
8 

a 
zo 
zo 
a8 



99 



Amount 
Deducted. 



•4 90 

a 10 

4 70 
z ao 
z 30 
1 40 
z 70 

3 ao 
90 

4 40 
4 «o 

13 XO 



Harlbm 
Lighting 
Company. 



Average Numbei 
of Lamps, 85. 






5 

a 

z 



6 

3 



$43 00 



«9 



Amount 
Deducted. 



|z ao 

a 00 
80 
40 



a 40 
80 



$7 60 



S3 



and the Amounts Deducted from the Monthly Bills oj the Electric Companies. 



Manhattan 

Electric-light 

Company. 



Average Number 
of Lamps, 731. 



M 



97 
7a 
59 
34 

7 
zi 

«7 

38 
36 

as 

6a 

a70 



738 



Amount 
Deducted. 



I38 80 
a8 80 
>3 60 

13 60 

3 80 

4 40 
6 80 

15 20 

14 40 
zo 00 
34 80 

Z08 00 



$391 30 



Mount Morris 

ElBCTRIC- LIGHT 

Company. 



Average Number 
of Lamps, 570. 



u. a 

'I 
(3 



ZI3 
136 
Z04 

75 
Z02 

445 
351 
4Z0 
ai4 

53 
337 

35 



2.«74 



Amount 
Deducted. 



144 80 
54 40 
41 60 

30 00 
40 80 

Z78 00 

100 40 

Z64 00 

90 zo 

31 30 
94 80 
Z4 oo 



I874 fO 



North Rivbr 

Elbctric-light 

and powbr 

Company. 



Average Number 
of Lamps, 970. 



• 






« 






** 






w a 






V 






^§ 






1^ 


Amount 


Deducted. 


?;.S 






lA 






d) 






98 


<44 


zo 


359 


z6i 


55 


Z78 


80 


zo 


187 


84 


«5 


57 


as 


65 


58 


36 


zo 


36 


zz 


70 


9' 


4095 


64 


38 80 


33Z 


103 95 


383 


Z36 


90 


335 


Z05 75 


z,866 


I839 


70 



Bronx Gas 

AND Electric 

Company. 



Average Number 
of Lamps, 573. 









M 






** 






w a 






V 






^i 






X-S 


Amount 


Numl 
lingui 


Deducted. 


<S 






31 


$7 


«9 


Z36 


43 


X5 


5 


z 


7« 


























z 


34 






«S3 


«5a 


39 



Pblham 

Electric-light 

AND Power 

Company. 



Average Number 
ot Lamps, 86. 



8 9 

d) 



44 



46 



Amount 
Deducted. 



$0 80 



13 ao 



l«4 00 



Eastchbster 
Electric 
Company. 



Average Number 
of Lamps, 69. 



X 



Amount 
Deducted. 



• • 

• • 




• • 

z8z 

* • 


$zi 03 


• • 

48 

• • 


3 93 


• • 

73 


490 


30a 


<i8 84 



Yours respectfully, 

S. McCORMICK, Superintendent of Lamps and Gas. 
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Exhibit "A." 

Statement showing the amounts on vouchers drawn for gas to the various public markets, 
offices, armories, etc., and for fitting up, repairing, lighting, etc., the public lamps for the first, 
second, third and fourth quarters for the year 1899, with the totals for the whole year. 



Washington Market 

Catharine Country Market 

Catharine Meat Market 

Fulton Meat Market 

Fulton Country Market 

Centre Market 

Clinton Market 

Union Market 

Tompkins Market 

Jefferson Market 

First District Municipal Court 

Second District Municipal Court 

Fourth District Municipal Court 

Fifth District Municipal Court 

Sixth Dirtrict Municipal Court 

Tenth District Municipal Court 

Eleventh District Municipal Court 

Second District Municipal Court, The Bronx. . . . 

Second District City Magistrate's Court 

Third District City Magistrate's Court 

Fourth District City Magistrate's Court 

Sixth District City Magistrate's Court 

Seventh District City Magistrate's Court 

New Court-house 

Criminal Court Building 

Brown-stone Building 

Harlem Court-house 

City Hall (gas) 

City Hall (eleci r ic) 

County Jail 

Corporation Cousel 



First 

QUARTKR, 
SNDING 

March 31. 



$t 80 



a6 3« 



Second 
Quarter, 

ENDING 

June 30. 



• • • • I 



$0 29 



5 «3 



609 68 



3«4 34 



Third 
Quarter, 

ENDING 

September 
30. 



$0 19 



I 90 



454 34 



Fourth 
Quartpr, 

ENDING 

December 
3«- 



27 sc 

14 80 
d8 70 

9» as 

63 35 

ixa 15 

«9 95 
4a XJ 

82 a6 
13 10 

15 »5 

3 X5 

26 9t 

10 80 

8t 99 

8 05 

47 

45 

33 «» 

83 79 
8 36 

956 3a 

1,199 'o 

267 25 

X20 60 

173 93 

174 05 
676 39 

936 43 

4 35 



Total. 



»44aa5 


37 10 


«4So 


6870 


9a 33 


633s 


iia 15 


«9 95 


43 12 


8336 


13 10 


«5«5 


3 »S 


26 91 


10 80 


8199 


8 05 


2 75 


45 


33 »x 


8379 


41 70 


956 33 


1,129 10 


967 95 


T90 60 


173 « 


174 05 


a.054 75 


936 43 


4 35 





Finr SicoND 

QUA»T«. 1 Qt,A»T... 






,.,.. 


PdW Ad • ■ S 


♦'3 77 

as 94 

.0S3 

JJ8» 




M9} 
Saj 

»j 14 

5(9 






»»o j6 

""iw 

' «9 
ito 







so* 

7* 
5=4 


>93 

14690 
ajjiB 

■6)0 

aB ]0 
905 
47*0 

.083 
.jM 

«s6 6o 
.6 8} 
*9 4= 
303} 

• 370 

36TID 

^l 

" a 

IJO J. 

9(«1 


fj. 60 


. B d fPl ber. 






1690 








.60 




^ 


Depanm«.t of High-ay) Tool Shop. No.rSSI 


4 31 


E»c Eiihty-Kwnth •Iniil... .- ( 

Hondrrd and Twen.j-thinJ ur«t and! 


li 30 

9 03 


No-TsKnutreol ! 


47*0 


°"T.-,Ti ?«r.:.S";'?. "r.'.'. ."'.?; i 


41 41 


"^"fej;"::'::':!!!'..?.":'.'^'."^; 

Ki|h Water Strrice EngiK-hoDae, Wni Nin:- 


.5,6 

S6S< 

3"S« 
4»S3 


Hi,h_^.ter S.»i.e E,;irtn.-h™«. High 

H«hwS«;-^;,;ii;-p;»pWs».'ion:T=n;h 

avuue aad One Hnndred nnd S=v^„iy. 


6s«6o 




.£8j 
(940 

ati7» 










Corporal ioo Vatd. Weal Ftl^-dilh street 

Health Dapanaieal, Sixh avenue aad Fdty- 1 


Bureau of MalerTeati. Na.a.4 East Ninth uretl 


34 30 

3»30 


Clock Towar, Third Kiirii:! Coiirt-hou« 


130 ja 

9*63 




4B94 











C..y P»y™.« (g«) 

Dipinmiai of 5cwen (clHlric) 

Receiver of TixM, SiewJrt BoCldine (elraric) . . . 

ShcrJH'iOlGcr, SirwuiBiiadinf (clecirie) 

DepiRaMniorBcidgH.SiewanBuildiDgtdKiric} 
Uepanmem of Tuei lod AocMmenti. Mo, 49 1 

Miinic<|ul Building. Croloaa Park tG»] 

Branch, ,\tiinictpsl Building. WllliainibridKc | 

itiKUic J 

Public Coin[orlS<iiiDn(clKlric) 

S.™,, I, R=(imen« Armory (g..) 

lelwricl 

Eifhib RsgimeDt Armory 

Ninth RegimEai ArmoTy fgai) 

Twallth RegiiDinl Armory 

T wco.y.«cood Regiment Armor, gai. 

{«l«.ric) 

Sialy-ninih Regiment Armory 

Finl Battery Armory 

"New Hamixhire" Ship Armory (cleclric) 

Public Balh, the Bitirry 

Duane Mreel. North rinr. 

" Twemielli unct. Nonb river 

Filiieih .rest, Nonk river 

C'orleari Park 

Eighieenih iirHi, Eiii river 

MitVii iireet, Eaa: rivet 

NinetyBmilnct. Evtrleet 

One Hundred aod TweUlh ilreel, I 

Eaalrivel. ( 

Third ..««.. Ea., river (electric).. 
Twenty-fourth .treec, Ea« riYerl 

('""'"y ' 






SlrTtHBiK Dec 



1«> U 

»9<94 , 
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Pay-rolls— Lighters, public markets, etc 

Gas examinations i... 

Cartages 

Rents — Photometric Stations 

Drawing mate- ial» 

Fire-alarm and Bridge lamp lights 

Boulevard lamp globes 

Repairing street lamps 

New Viaduct lamps 

Lamp irons 

Cross-heads 

Street lamps 

Repairing gas-holder, Madison Avenue Bridge. . . 

Painting, etc., candelabra. Twenty-third street I 
and Fifth avenue f 

Repairing lamp tops 

Repairing, etc., pressure register 

Minrr's lamp globes 

Wedges 

Brackets 

Bicycle tires 

Tinfoil 

Painting materials 

Lettering Boulevard globes 

Ghss street signs 

Photometric supplies 

Pentane standard 

Traveling expenfes 

Postages 

Lighting gas lomps, Manhattan 

Fitting up new lamps, Manhattan 

Repairing, etc., lamps, Manhattan 

Lighting gas lamps, The Bronx 

Fitting up new lamps. The Bronx 

Repairing, etc. lamps. The Bronx 

Lighting naphtha lamps, Manhattan 

Lighting naphtha lamps. The Bronx 



First 

QUAR FER, 
ENDING 

March 31. 



#340 00 
324 00 
511 00 
340 00 

9 55 

105 00 



1,369 25 



Sbcono 
Quarter. 

ENDING 

June 30. 



$340 00 

539 00 
340 00 



456 55 

375 00 
335 00 
300 00 

375 CK> 



15 50 



Third 
Quarter, 

ending 

Sbftembbr 

30. 



$490 CO 

334 00 

535 00 

340 00 



1,370 06 



750 00 
437 50 



350 00 
675 00 

356 83 
Z49 90 
390 00 

30 00 
40 00 
65 03 

6 so 



93* 4» 



Fourth , 
Quarter, ■ 

ENDING I Total. 
December i 

31- ! 



$340 00 ' 

I 

324 00 , 

I 
525 00 

340 00 



I 



834 00 
62 50 



675 OD 



»9 53 



8 64 
7 05 

74 55 

475 00 
37 77 

75 00 
16 36 
14 66 

214,866 79 

468 00 

9.086 50 

8a,939 C9 

1,576 00 

3,426 50 

3.580 50 

15,376 ao 



$x,3io 00 
1,396 00 

3, too 00 

960 00 

9 55 

247 65 

a.040 55 

875 00 
335 00 
300 00 
635 00 
x,35o 00 
356 83 
X49 90 

230 03 

«9 53 
30 00 

40 00 

65 00 

6 50 
8 64 

7 05 

74 55 

475 00 
37 77 

75 00 
16 36 
30 16 

314,866 79 

468 CO 

9,086 50 
83,939 09 
1,576 00 
3.4a6 50 
3.580 50 
18.946 93 



58 



Lighting Welsbach naphtha lamps, Manhattan . 

Lighting electric lamps, Manhattan 

Lighting electric lamps, The Bronx 



Total. 



First 
Quarter, 

ENDING 

March 31. 



$a,9i7 gS 

236 25 
i8,2j6 70 



Second 

QUAkTBR, 
BNOINU 

June 30. 



$3,045 00 
236 25 

>8,a57 73 



130.893 49 ; $29,957 43 



Third 
Quarter, 

ENDING 

September 
30. 



•3.357 18 

236 25 

18,309 gi 



$29,9x3 17 



Fourth 
Quarter, 

ENDING 

December 
3x. 



$3,367 50 
»38.9J7 35 
117,443 66 



Total. 



$12.68766 
239.636 10 
»72|M8 01 



$711,456 18 j $8o2,ii9 27 



RECAPITULATION. 

Gas to public offices, markets, etc f6,S68 10 

Electric-lighting, public offices 7,276 79 

Gas to armories 3,995 ^3 

Electric-lighting, armories 1 1,885 5J 

Supplies, etc., public lamps 7,184 94 

Cartages 2, 100 00 

Pay-rolls of Lighters, public markets, etc 1,210 00 

Gas examinations 1 ,296 00 

Rents of photometric stations 960 00 

Lighting public gas lamps, Manhattan 214,866 79 

Lighting public gas lamps, The Bronx 82,939 09 

Lighting public naphtha lamps, Manhattan 3,580 50 

Lighting public naphtha lamps, The Bronx 18,946 93 

Lighting public Welsbach naphtha lamps, Manhattan 12,687 ^ 

Lighting public electric lamps, Manhattan 239,636 10 

Lighting public electric lamps. The Bronx 172,228 01 

Fitting up new public lamps, Manhattan 468 00 

Fitting up new public lamps. The Bronx 1,576 00 

Repairing, etc., public lamps, Manhattan 9,086 50 

Repairing, etc. , public lamps. The Bronx 3,426 50 



Total 



$802,219 27 



Exhibit *'B." 

Summary of the appropriation for ** Lamps and Lighting, boroughs of Manhattan and 
The Bronx, 1899,** showing the amounts drawn on vouchers during each of the four quarters of 
the year, with the balance to the credit of the appropriation : 

Amount of appropriation " Lamps and Lighting,'* 1899 $1,340,236 00 

Amount of vouchers drawn first quarter $30,893 49 

Amount of vouchers drawn second quarter 29,957 43 



Amount of vouchers drawn third quarter $29,912 17 

Amount of vouchers drawn fourth quarter 71 1,456 18 



Total amount vouchers drawn in year $802,219 27 



Balance $538,016 73 

Less amount transferred $44,000 00 

Less outstanding liabilities 488,882 07 532,882 07 



Balance $5)i34 66 



Outstanding UabiiitUs. 

Consolidated Gas Company, lighting public lamps, January to May, inclusive $I34>336 94 

Equitable Gas-light Company, lighting public lamps, January to May, inclusive 18,490 26 

Standard Gas-light Company, lighting public lamps, January to May, inclusive 11,069 20 

Ceu ral Union Gas Company, lighting public lamps, January to May, inclusive I7»6ii 56 

Northern Union Gas Company, lighting public lamps, January to May, inclusive . . . 33*924 20 

Yonkers Gas-light Company, lighting public lamps, January to May, inclusive 8,708 83 

New York and New Jersey Globe Gas-light Company, lighting public lamps, January 

to May, inclusive 12,081 63 

Brush Electric Dluminating Company, lighting public lamps, January to May, in- 
clusive 52,789 85 

Edison Electric Illuminating Company, lighting public lamps, January to May, in- * 

elusive 29,944 20 

Harlem Lighting Company, lighting public lamps, January to May, inclusive 5i4i6 50 

Manhattan Electric-light Company, lighting public lamps, January to May, inclu- 
sive '. 43»59 1 80 

Mount Morris Electric-light Company, lighting public lamps, January to May, in- 
clusive 32,786 eo 

North River Electric Light and Power Company, lighting public lamps, January to 

May, inclusive 651244 15 

Pelham Electric Light and Power Company, lighting public lamps, January to May, 

inclusive 5»I93 60 

Consolidated Gas Company, gas to public offices, etc., January to May, inclusive. . . 6,247 62 

Equitable Gas-light Company, gas to public offices, etc., January to May, inclusive. 1,654 24 

East River Gas Company, gas to public offices, etc., January to May, inclusive 293 05 

Equitable Gas-light Company, gas to armories, January to May, inclusive 49359 73 

East River Gas Company, gas to armories, January to May, inclusive 3»37i 21 

John Early's Sons, 250 boulevard globe street lamps 700 00 

Mrs. Mary Murray, lettering 100 boulevard globes 35 co 

New York and New Jersey Globe Gas.light Company (Limited), glass street signs. . 1,032 50 

$488,882 07 
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Exhibit "C* 
Summary of the Lamp Account, showing the number of new lamps lighted, old lamps 
relighted and lamps disconlmucd by each gas and electric company during quarter ending 
December 31, i8gq: 



Borough 0/ Manhattan. 
Gas Lamps. 
Consolidated Gas Company. Branch i— 

Number of lamps lighted September 30, 1899 

Less lamps discontinued during the quarter 

Number of lamps lighted December 3X, 1899 

Consolidated Gas Company, Branch a— 

Number of lamps lighted September 30, 1899 

Number of new lamps lighted during the quarter 

Number o! old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Number of lamps lighted December 31, 1899 

Consolidated Gas Company, Branch 3— 

Number ol lamps lighted September 3c, 1899 

Number of new lamps lighted during the quarter 

Less lamp discontinued during the quarter 

Number of lamps lighted December 31. 1899 

Consolidated Gas Comoany, Branch 4— 

N umber of lamps lighted September 30. 1899 

Number of new lamps lighted during the quarter 

Number of old bmps relighted during the quarter 

Number of old lamps transferred from New Amsterdam Gas Company 

Less lamps discontinued during the quarter 

Less lamps discontinued on account of electric lights 

Number of lamps lighted December 31. 1899 

Consolidated Gas Company, Branch 6— 

Number of lamps lighted September 30, 1899 

Number of new lamps lighted durin;? the quarter 

Number ot old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Number of lamps lighted December 31, 1899 

Toul number of lamps lighted by Consolidaied Gas Company, Dec. 31, 1899 





a,oo3 






4 ' 






i 


«.W9 


1,015 






• 

s 






X 


1,017 










»4 








1,003 


1,089 






a 


X.09X 










XX 








1,080 


i>389 






X 






5 






7 


3.4<w 




6 




8 








'4 








3.1*8 


6,907 






90 






XX 


6,938 










7 








6.9J» 




X4.401 
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New Amsterdam Gas Company — 

Number of limps lighted September 30, 1899 

Number ot new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamp^ discontinued during the quarter 

Less lamps transferred to Consolidated Gas Company 

Less gas lamps discontinued on account of electric lights 

Number of lamps lighted December 31, 1899 

Standard Gas-light Company, Madison Square Branch- 
Number of lamps lighted September 30, 1899 

Number of lamps lighted December 31, 1899 

Standard Gas-light Company, Hariem Branch — 

Number of lamps lighted September 30, 1899 

Number of lamps lighted December 31, 1899 

rotal number of lamps lighted by Standard Gas-light Company, Dec. 31, 1899 . 

Borough of The Bronx, 
Central Union Gas Company — 

Number of lamps lighted September 30, 1890 

Number of new lamps lighted durmg the quarter 

Less lamps discontinued during the quarter 

Number nf lamps lighted. December 31, 1899 

Northern Union Gas Company — 

Number of lamps lighted September 30, 1899 

Number of new lamps lighted during the quarter 

Number of old lamps relighted during the quarter 

Less lamps discontinued during the quarter 

Number of lamps lighted December 31, 1899 

Yonkers Gas-light Company- 
Number of lamps lighted September 30. 1899 

N umber of old lamps relighted during the quarter 

Number of lamps lighted December 31, 1899 

« 

Total number of gas-lamps lighted December 31, 1899 

5 



3.4*3 
3 

a 



iz 



648 



i,a6a 



'.748 
70 



3.4»8 



18 



648 



f,36a 



x,8i8 

T 



a.934 




3.4«o 



1,910 



1.817 
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Naphtha Lamps. 

Borough of Manhattan. 

New York and New Jersey Globe Gas-light Company — 

Number of lamps lighted September 30, 1899, Central Park 

Number of lamps lighted September 30, 1899, Riverside drive 

Number of lamps lighted September 30, 1899, Momingside avenue. 

Number of l;tmps lighted September 30, 1899. Morningside Park. . , 



Number of lamps lighted September 30, 1899 

Borough 0/ Th* Bronx. 
New York and New Jersey Globe Gas-light Company (I^imited}— 

Number of lamps lighted September 30, 1699, Woodlawn Heights 

Number of lamps lighted September 30, 1899, Wakefield 

Number of lamps lighted September 30. 1899, Kastchester 

Number of lamps lighted September 30, 1899. Williamsbridge 

Number of lamps lighted September 30. 1899, Bronx and Pelham parkway. 

Number of lamps lighted September 30, 1899, Bronx Park 

Number of lamps lighted September 30, 1899, Cedar Park 

Number of lamps lighted September 30, 1S99, CUremont Park 

Number of lamps lighted September 30, 1899, Crotona Park 

Number of lampi lighted September 33, 1899, ^"^ ^''^ '°^<1 

Number of lamps lighted September 30, X899, Mosholu parkway 

Number of lamps lighted September 30, 1899, St. Mary's Park 

Number of lamps lighted September 30, 1899, Van Cortlindt Park 

Number of lamps lighted September 30, 1899, Washington Bridge Park.. .. 

Number of lamps lighted September 30, 1899, Mosholu avenue 

New lamps lighted in quarter, Williamsbridge 

New lamps lighted in quarter, Bronx Park 



Less lamps removed from Claremont Park. 
Less lamps removed from Crotona Park . . . 



Total number of lamps. December 31, 1899, Borough of The Bronx. 
Total number of naphtha lamps lighted December 31, 1899 

Borough 0/ Manhattan. 
Welsbach-Naphtha Lamp5. 
Welsbach Street Lighting Company of America — 

Number of lamps lighted September 30, 1899, Central Park. 

Number of lamps lighted September 30, :8^9, Riverside drive 



X9Z 


* 


132 




>5 




XI 


«79 









Number of lamps lighted, September 30, 1899, West One Hundred andi 
Twenty-second street ( 

Number of lamps lighted December 31, 1899 



33 
143 

88 

a6? 

«59 

«3t 

x8 

54 

98 

34 
67 

59 

6x 

24 
72 



3 
8 



4 
4 



433 
8 
8 



279 



t,30» 



zo 



1,31a 



8 



«t3<M 



».583 



449 



449 



niih EUcinc [llumiiulinE Co 
Number of lamp) ]i|)ii»] S 
Sumbcr of new Jampi liEh: 



I Sepumber jo, 1S99 



Numbe 



» llEhtei 



Number of liinpilighKd December 31. 1899. 
Hulcm Utbiing Compauy— 

Number or lunpi li(tatcd September 30, 189. 

Number oftampiKiifaied December )□. iSn 
MaahaiuB Elcclhc-light Compuy— 

Number of lampi LighfeU Seplembcr 30. 1I99 

Number of lampi lighted December 31, i8j9 
Mounl Momt Electric-liiht Company— 

Number of lampi liiblcd September 30, 1899 





g«4 




















Bmuik nf nt Brfiu: 
Munh RiTsr Elcciiic Ligtil and Power Compjny— 

Number of lampi lignud September 30, iS^q 

Nusbcr of pew limpi liihled during ihe quarter 
Number al lampUigMed Doctmber n. 1B99. ... 

BiPBiGuand Electric Com pan y— 

Number oi lamp« ligbted September 3c. 1899 - . . . . 
Numbcrol lampi lighted December 31, 1^99 ... 

Pelhau Electric Light and Power Cooipa ay - 

Number of Uimpi lighted September 30. iE» 

Number of lamps lighted December 31. 1899.... 

£as [Chester Electric Company— 

Nuinber of l:impi lighted September joj 1899.-. . 



lamps ligiiied, Boitiugh of The Broui, Decem- t 
lampt Lighted. boroughBof Maohaiian and The r 
3". '^ I 
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RECAPITULATION. 



Number of gas lamps lighted Svptember 30, 1899 1 35,057 



Number of naphtha lamps lighted September 30, 1899 

Ntunber of Welsbach naphtha lamps lighted September 30, 1899. 

Number of electric lamps lighted September 30, 1899 

Number of new gas lamps lighted during the quarter 

Number of new naphtha lamps lighted diu'ing the quarter 

Number of new electric lamps lighted during the quarter 



Number of old gas lamps relighted during the quarter 

Less gas lamps discontinued during the quarter 

Less naphtha tamps discontinued during the quarter 

Less gas lamps discontinued on account of electric lights 

Total number of lamps lighted December 30, 1899 




31.7B8 



Summary of the Lamp Account, showing the number of new lamps lighted, old lamps 
relighted and lamps discontinued by each gas and electric-light company, during the year ending 
December 31, 1899. 



Borough 0/ Manhattan. 

CiAS Lamps. 

Consolidated Gas Company, Branch i — 

Number ot lamps lighted December 3f, z?98 

Number of new lamps lighted during the year. . . . 

Number of old lamps relighted during the year. . . 



2,C04 

3 
3 



Less lamps discontinued during the year , 

Number of lamps lighted December 31, 1899 . . . . . 

Consolidated Gas Company, Branch 3— 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the year . . , 
Number of old lamps relighted during the year. 

Less lamps discontinued during the year 

Number of lamps lighted December 31, 1899.... 

Consolidated Gas Company, Branch 3 — 

Number of lamps lighted, December 31, 1898. ... 
Number of new lamps lighted during the year . . . 
Number of old lamps relighted during the year. . 

Less lamps discontinued during the year 

Number of lamps lighted December 31, 1899 



; 


V,UIW 





II 


1,016 




10 




«3 






1,039 




36 


1,085 




3 




5 


».093 






n 







».999 



1,003 



1,080 



^s 



Consolidated Gas Company. Branch 4 — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the year 

Number of old lamps relighted during the year 

Number of old lamps transferred from New Amsterdam Gas Company 

Less lamps discontinued during the year 

Less lamps discontinued on account of electric lights 

Number of lamps lighted December 31,1899 

Consolidated Gas Company, Branch 6 — 

Number of lamps lighted December 31, 1898 

Number ot new lamps lighted during the year 

Number of old lamps relightrd during the year 

Less lamps discontinued during the year 

Number of lamps lighted December 31, 1899 

Total number lamps lighted by Consolidated Gas Company, De- 1 
ceniber 3z, 1899 ) 

New Amsterdam Gas Company — 

Number of lamps lighted December 31, 1898 

N umber ot new lamps lighted during the year , 

Number of old lamps relighted during the year 

Less lamps discontinued during the year 

Less gas lamps discontinued on account of electric lights 

Less gas transferred to Consolidated Gas Company 

Number of lamps lighted December 31, X899 

Standard Gas Light Company, Madison Avenue Branch — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the year 

Less lamps discontinued during the year 

Number of lamps lighted December 31, 1899 

Standard Gas Light Company, Halrem Branch — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the year , 

Number of old lamps relighted during the year 

Less lamps discontinued during the year 

Number of lamps lighted December 31, 1899 

Total number of bmps lighted by Standard Gas Light Company. . 




648 



3i559 



«7« 



3.456 



650 



3.388 



6,93x 



14,401 



3.4«o 



z,36s 



1,910 
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Borough of The Bronx. 
Central Union Gas Company — 

Number of lamps lighted December 31, i89>) 

Number of new lamps li|(hted during the year. . . . 
Number of old lamps relighted during the year. . . 



Less lamps discontinued during the year 

Number of lamps lighted December 31, 1899. . . , 
Northern Union Gas Company — 

Number of lamps lighted December 31, 1898. . . . 
Number of new lamps lighted during the year. . 
Number of old lamps relighted during the year. 



Less lamps discontinued during the year 

Number oi lamps lighted December 31, 1899. . 
Yonkers Gas Lighting Company — 

Number of lamps lighted December 31. 1898. . 
Number of new lamps lighted during the year 



Less lamps discontinued during the year 

Number of lamps lighted December 31, 1899 

Total number of gas lamps lighted December 31, 1899. 



Naphtha Lamps. 
Borough of Manhattan. 
New York and New Jersey Globs Gas Light Company, Limited — 

Number of lamps lighted December 31, 1898, Central Park 

Number of lamps lighted December ^i, 1898, River.Mde drive 

Number of lamps lighted December 31, 1898, Momingside avenue, West. 

Number of lamps lighted December 31, 1898, Momingside Park 

Number of lamps lighted December 31, 1899 



Borough if The Bronx. 
New York and New Jersey Globe Gas Light Company, Limited — 

Number of lamps lighted December 31, 1898, Woodlawn Heights 

Number of lamps lighted December 31, 1898, Eas'chester 

Number of lamps lighted December 3 r, 1898, Wakefield ^ . . 

Number of lamps lighted December 31, XS9S, Williamsbridge 

Number of lamps lighted December 31, 1898, Bronx and Pelham parkway. 

Number of lamps lighted December 31. 1898, Bronx Park 

Number of lamps lighted December 3T, T898, Cedar Park 

Number of lamps lighted December 31, 1898, Claremont Park 



1,630 


1 




»95 






xz 


1.836 i 

1 










«9 








«.!i7 


2,636 


! 




'34 i 






50 


3,oao 1 










86 










a.934 


1 

735 


1 




16 1 










1 


10 

1 




1 


L 

1- 


74t 




»5.a«3 



131 
X32 

879 



33 
88 

'45 

356 

»59 
X3» 

9 
x8 



279 



67 



New York and New Jersey Globe Gas Light Company, Limited — 

Number of lamps lighted December 31, 1898, Crotona Park 

Number of lamps lighted December 31, 1898, Gunhill road 

Number of lamps lighted December 31, xSgS, Mosholu parkway 

Number of lamps lighted December 31, i8g8. Mosholu avenue 

Number of lamps lighted December 31, 1898. St. Mary's Park 

Number of lamps lighted December 31, 1898, Van Corilandt Park.. .. 

Add new lamps lighted in 1899, Bronx Park 

Add new lamps lighted in X899, Cedar Park 

Add new lamps lighted in 1899, Claremont Park 

Add new lamps lighted in 1899, Crotona Park 

Add new lamps lighted in 1899, Mosholu avenue 

Add new lamps lighted in 1899, St. Mary's Park 

Add new lamps lighted in 1899, Van Cortlandt Park 

Add new lamps liihted in 1899, Washington Bridge Park 

Add new lamps lighted in 1899, Wakefield 

Add new lamps lighted in 1899, Williamsbridge 

Less discontinued in year, Claremont Park 

Less discontinued in year, Crotona Park 

Less discontinued in year, Wakefield 

Less discontinued in year, Williamsbridge 

Number of lamps lighted December 31, 1899, Borough of The Bronx 

Total naphtha lamps, boroughs of Manhattan and The Bronx 

Wbl^bach Naphtha Lamps. 
Borough 0/ Manhattan. 
Welsbach Street Lighting Company of America- 
Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the year 

Number of lamps lighted December 31, 1899 

Elbctric Lamps. 
Borough 0/ Manhattan. 
Brush Electric Illuminaticg Company — 

Number of lamps lighted December 31, 1898 

^umber of new lamps lighted during the year 

Number of lamps lighted December 31, 1899 



45 
34 

e? 

94 

56 
8 

9 

36 

53 
I 

35 
5 

24 

a 
aa 



4 

4 

5 

M 



863 
x6 



x,il6 



»95 



«.33' 



87 



1..VM 



1.583 



387 
63 



499 



879 



879 
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Edison Electric Illuminating Company — 

Number of lamps lighted December 31, 1898 

Number of lamps lighted December 31, 1899 

Harlem Lighting Company — 

Number of lamps lighted December 31, 1898 

Number of lamps lighted December 31, 1899 

Manhattan Electric-light Company — 

Number of lamps lighted December 31, 1898 

Number of lamps Ughted December 31, 1899 

Mount Morris Electric-light Company — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the year 

Number of lamps lighted December 31, 1899 

Total number electric lamps lighted December 31, 1899, Borough of) 
Manhattan ) 

Borough of The Bronx. 
North River Electric-light and Power Company- 
Number of lamps lighted December 3t, 1898 

Number of new lamps lighted during the year 

Number of lamps lighted December 31, 1899 

Bronx Gas and Electric Company — 

Number of lamps lighted December 31, 1898 

Number of new lamps lighted during the year 

Number of lamps lighted December 31, 1899 

Pelham Electric-light and Power Company — 

Number of lamps lighted December 31, 1898 

Number of lamps lighted December 31, 1899 , 

Eastchester Electric Company — 

Number of lamps lighted December 31, 1898 

Number of lamps lighted December 31, 1899 

Total number of electric lamps in Borough of The Bronx 

Total number of electric lamps, boroughs of Manhattan and The Bronx. 



444 



444 



85 



8$ 



791 



7« 



534 I 

1 
too 



634 



fa4 



«.7$3 



969 
s8 



570 
3 



980 



980 



573 



86 



86 



6» 

1,70a 

4.46 • 



RECAPITULATION. 



]N umber of gas lamps lighted December 31, 1898 

Number of naphtha lamps lighted December 31, 1898 

Number of Welsbach naphtha lamps lighted December 3?, 1898.. . . 

Number of electric lamps lighted December 31, 1898 

Number of new gas lamps lighted during the year 

Number of new naphtha lamps lighted during the year 

Number of new Welsbach naphtha lamps lighted during the year . 

Number of new electric lamps lighted during the year 

Number of old gas lamps relighted during the year 



Less gas lamps discontinued during the year 

Less naphtha lamps discontinued during the year 

Less gas lamps discontinued on account of electric lights. 



Total number of lamps lighted December 31, 1899. 



95,054 

',4»5 

387 

4.3a4 



4»3 

>95 

62 

137' 



z8a 



278 

27 

158 



31,180 



807 
182 



463 



33,169 



463 



31,706 



Recapitulation of the Various Kinds of Lamps used for Street Lighting in Boroughs of Man- 
hattan and The Bronx, 



Number oi ordinary gas lamps at |ia per year 

Number of ordinary gas lamps at iia.90 per year 

Number of ordinary gas lamps at 517 per year 

Number of ordinary gas lamps at $24 per year 

Number of ordinary gas tamps at $28 per year 

Number of ordinary gas lamps at |28 per year 

Number of WeUbach gas lamps at ^29 per year 

Number of Welsbach gas lamps at ^47 per year 

Number of Welsbach naphtha lamps at I30 per year. ... 
Number of ordmdlry naphtha lamps at faa per year. . . . | 



Number of open arc lamps at 40 cents per night 

Number of open arc lamps at 4s cents per night 

Number of open arc lamps at 50 cents per night 

Number of open arc lamps at $125 per year. 

Number of inclosed arc lamps at 40 cents per night 

Number of incandescent electric lamps at ^22.50 per year. 
Number of incandescent electric bmps at I25 per year. . . 



Total. 



Equitable Gas-light Co. . 
Standard Gas-light Co . . 
Consolidated Gas Co. . .. 
Central Union Gas Co . . 
Northern Union Gas Co. 
Yonkers Gas-light Co. . . 
Consolidated Gas Co. . . . 
Consolidated Gas Co.... 



Welsbach Street Lighting Co 

New York and New jersey Globe Gas-light 1 
Co f 



Mount Morris Clectric-light Co . 
Eastchester Electric Co 



3,4x0 
1,910 

«o,375 
1,8x7 
a,934 

74X 
3,475 

55X 

449 
x,583 



»7,»45 
a,907 
z,ix6 

•37 
574 
259 

4« 

6S 



31,748 



NoTB— All gat lamps contain 3-foot gas burners and are lighted 4,000 hours per year. Electric lamps are 
lighted 3.950 hours per year. 
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EXHIBII 

Statement giving the illuminating power, in candles, of the gases supplied to the city by tbe 
observations at the Photometrical Rooms of the Department of Public Buildings, Lighting aod 



Year 1899. 



East Kivbr Gas 
Company. 



Illuminating Power 
in Candles. 



Consolidated Gas 
Company, 
Branch 1. 



UluTninnting Power 
in Candles. 



» 

3 



January 

February 

March 

April 

May 

June 

July 

August 

September 

October. 

November 

December 

Average 

Distance from i 
gas works.. \ 

Testing burner. < 



34. xo 
36.34 
34.83 
36.08 
34. c8 
34.38 
34.46 

23-84 
a6.3o 

36.58 

36.76 

37.03 



M 
U 



36.84 
38.48 
37.46 
38.84 
35.84 
35. XO 

35.80 
35.0a 
37.68 
39.04 

39. xo 

39 13 



u 

u 
> 

< 



I 



c 



25-79 , 

27-3* 

36.48 

37>^ 
36.94 

24-74 
35.18 
34.31 
36.63 

27-45 
37.48 

38.37 



I 
33.90 

ao.04 ' 

34.93 

31.76 

I 

81. 04 

24-64 

33.66 i 

I 

33.65 : 
I 

33.52 
I 

33.76 
I 

33.33 

18.94 



1 J 


«l 


•r. 


bfl 





r. 


JZ 


u 


as 


V 




> 


is 


< 







75. X4 
37.10 
36.33 
34.98 




CONSOLIDATKD GaS 

Company, 
Branch 3. 



Illuminating Power 
in Candle<. 



2 



34.56 
?3-7o 
35.50 
23.13 



23-44 


33.75 


26.36 


35.30 


36.32 


95.04 


33.33 


34.18 


36.40 


33.70 


36.50 


94.17 


36.08 


24-37 


34.08 


21.43 


35.65 


33.98 



30.80 

19 52 

31. to 

21-49 

39.88 

33.74 

I 23. ox 
91.90 
19.66 

19.52 

3X.IO 

33.04 



M 
V 

"at 
X 



> 

< 



93.13 

30.88 
33.08 
23. 17 
84.46 
35.41 

as -52 

35.80 
34.90 
I 33.94 
3X.78 
93.70 



3X.31 I 33.65 



33.31 



X.39 miles. 

Bray's Slit Union 
No. 7. 



X.86 miles. 

Bray's Slit Union 
No. 7. 



1.60 miles. 

Bray's Slit Union 
No. 7 



Co.vsolidated G.\s 
Company, 
Branch 3. 



Illuminating Power i 
in Candles. 



8 



w 

V 



31.38 
30.37 

32.10 
93.7; 

23-47 
33.46 

24. XO 
3j.o6 

39.37 
99.94 
91.44 
23.45 



35.08 
93.68 

2J-74 
34.84 
26.88 
36.84 

»5«94 
25-78 
23.50 
36.13 
17.30 
32.48 



95.38 
97.80 

3'>.32 

37.56 i 

37.96 
39 32 

29-32 
28.34 
37.03 

36.78 
37.04 

26.57 



24-34 



27-43 



4> 

et 

8 
w 

> 
< 



95.18 , 
25.41 

25.30! 

36.02 

27. 3B 

37.96 

38.17 

37.01 

35.78 

26.55 
33 92 

94.88 



36.13 



3.84 miles. 

Bray's Slit Union 
No. 7. 
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D. 



t > 



ireral gas-light companies daring the* year ending December 31, 1899, as shown by the weekly 
ipplies. 



Consolidated Gas 

COMFANY, 

Branch 4. 


Consolidated Gas 
Company, 
Branch 6. 


New York 

Mutual Gas-light 

Company. 


Equitable 
Gas-light Company. 


Standard 
Gas-ught Company. 


lUaminatinfi: Power 
in Candles. 


lUuminatinff Power 
in Candles. 


Illuminating Power 
in Candles. 


Illuminating Power 
in Candles. 


Illuminating Power 
in Candles. 


• 


JB 

X 


i 

V 

> 

< 


« 

V 

2 




• 

V 

r 

< 


• 


• 


• 
V 

> 

< 


• 

2 


• 

1 

X 


• 

2 

> 
< 


i 

3 


i 

X 


• 

C 

> 

< 


Z.60 


23.00 


22.16 


20.34 


aa.54 


ax. 74 


97.26 


a^.oo 


28. X2 


94.82 


a5.xa 


25.44 


99.98 


95.99 


34.72 


8.64 


93 -35 


21. 60 


19.18 


aa.84 


20.86 


27.04 


29.56 


28.43 


24.92 


a8.8a 


26.89 


23.55 


27. 3P 


95.48 


o.x6 

• 


22.34 


21.48 


19.88 


aa.o6 


20.76 


96.76 


29.48 


28.01 


22.60 


26.7a 


95.06 


94.52 


25-44 


24.99 


0.60 


21.50 


21. t6 


21.50 


2?,\fO 


21.93 


26.20 


27 -54 


96.64 


96.32 


97. aa 


26.6a 


95.62 


95.90 


«5-7X 


0.84 


23.00 


aa.52 


27. 03 


24.84 


23.78 


27.72 


28.58 


98.16 


25.24 


27.28 


25-93 


96.00 


98.46 


37.89 


X.90 


23.40 


aa.70 


a3.3a 


95. xo 


93.91 


9;, 00 


27.62 


97.39 


2429 


25.64 


24.83 


93.04 


95.80 


94.97 


a. 7a 


24.40 


23.40 


2a. 00 


24 '64 


93.07 


25.56 


97.78 


96.58 


24-44 


25-94 


25.10 


24.56 


25-34 


94. 9x 


2-44 


23.96 


23.16 


23.76 


35.62 


24.46 


23-38 


26.44 


25.84 


24.34 


24.94 


24.57 


2X.34 


36.48 


39.53 


2.x6 


23. TX 


22.55 


ax. 20 


23.33 


22. X7 


25.24 


27.38 


26. OX 


25.88 


27.44 


^6.48 


20.96 


97.28 


24.30 


a. 24 


23.33 


22.78 


ax.x8 


3X.92 


91.49 


24.1a 


27.59 


25.63 


26.74 


38.90 


97.62 


94.00 


95.84 


34.61 


2.31 


23.40 


29.81 


ai.a4 


2a. 88 


21.70 


aa.4a 


23.65 


93.06 


25.98 


28. x6 


26.73 


18.76 


99.06 


20. x8 


7.8a 


94.12 2X.53 


«9-43 


22.58 


21.07 


20.27 


95.98 


99.04 


26.58 


29.72 


28.46 


17.00 


24. 98 


2X.98 


C.12 


23.24 I 22.32 


ax.X7 


23.44 


92. 34 


25.41 


27.49 26.39 


a5.x8 


97.24 


26.14 


29.69 


25.90 


24.29 


3.38 miles 


X .05 miles. 


X. 


60 miles. 


a. 


79 miles 


?. 


I. 


05 miles 


i. 


Bray's Slit Union 
No. 7. 


Bray '5 Slit Union 
No. 7. 


Br:.y' 


s Slit Unton 

No. 7. 


Bray 


'i Slit U 
No. 7. 


^nion 


Bray* 


s Slit U 
No. 7. 


nion 
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Exhibit "E." 
Time Table for Lighting and Extinguishing the Public Gas Lamps for the Year 1900. 



NfONTHS. 



January. 



Februarj' 



•< 



March 



April 



May 



June. 



July 



August. 




I to 7 

8 to 14 

15 to at 
fl2 to a8 
39 to Feb. 4 

5 to zi 

13 to 18 
X9 to as 
a6 to Mar. 4 

5 to IX 

la to 18 

19 to 35 

a5 to Apr. 1 

a to 8 

9 10 «5 

16 to aa 

33 to 39 

30 

I to 6 

7 to 13 

14 to au 
ai to rj 
a8 to June 3 

4 to xo 

IX to 17 

18 to 34 

35 to July X 

a to 8 

9 to 15 

16 to 32 

fl3 to 89 

30 to Aug. 5 

6 to 13 

13 to 19 

ao to a6 



Begin 
TO Light. 


Begij* to 

EXTI.NCUISM 


H. M. 


H. M. 


4.40 


6.30 


4-40 


6.30 


4.50 


6.25 


5.00 


6.35 


5.05 


6.15 


5.X0 


6.10 



5.3« 

5.30 
5.30 
S.40 

5-50 
6.00 

6. TO 

6. 15 
6.35 
6.30 
6.40 
6.45 

6-45 
6.55 

7.00 

7.X0 

7-X5 
7.35 

7«S 
7-30 
7.30 

7.30 

7-30 
7.30 

7 30 
7.X0 
7.X0 
6.55 
6.4s 



5-55 
5-55 

5-45 
5-35 
5.20 
5.10 

455 

4.40 

4-30 
4.30 

4.10 
4>oo 
4 .CO 
3-40 
3-30 
3-X5 
3x5 
3x5 

3-X5 
3x5 

3-X5 
3>5 
3.X5 
3x5 
3->5 
3.30 
3-45 
4.00 
4. 10 



Months. 



August 

September 

<t 

• ■• ••••••••••■■••• 

October i 

<« 

*• 

•• 
•f 

November 

•< 

4< 
<« 

December 

>< 

K 

it 




Begin to 
Extinguish. 

^.ao 
4.30 
4.40 

4.50 

5. CO 

5.00 
5.10 
5.20 

5-30 

5-35 

5.45 
6.00 

6.00 

6.X0 

€.15 

6.33 

6.ao 
6.95 



Department of Public Buildings, Lighting and Supplies, 

Bureau of Lamps and Gas, 

New York, December 27, 1899. 

Sir — The above table will show the time for lighting and extinguishing the public lamps dur- 
ing the year 1900. All the lamps to be lighted within one hour from the time of beginning. 

HENRY S. KEARNY, 
Commissioner of Public Buildings, Lighting and Supplies. 

S. McCoRMiCK, Superintendent of Lamps and Gas. 

Instructions to Lamplighters. 

I. — The lamps must be lighted and extinguished strictlyjn accordance with the time speci- 
fied in this time table, and all the lamps must be lighted within one hour from the time of begin- 
ning. 

IL — The lamps must be kept clean and in good condition ; the top glass, sides and bottom 
glass must be thoroughly cleaned, both on the outside and inside of the lantern, three times in 
each week, and oftener if necessary to keep them clean, and dust and dirt must be brushed from 
the frames, and the glass street signs must also be cleaned. Lighters must bear in mind that 
with clean glass a greater brilliancy is obtained from the flame. In the winter season the snow 
must be brushed from the lanterns after each snow-fall. Dirty and disordered lamps will be con- 
sidered as evidence of a careless and incompetent Lamplighter. 
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III. — The glass street signs and house numbers must be kept in their proper positions. The 
sign bearing the name of any avenue or main street must face the roadway of such avenue or 
street. One of the signs bearing the name of a cross street must face the roadway of such street 
and the other sign must be placed on the opposite side of the lantern. Be careful to observe that 
the name does not face the inside of the lantern. 

IV. — Advertising signs on lamp-posts or lantern, or colored or ground glass in the lantern, are 
a violation of a Corporation ordinance, and must not be permitted, except the fire alarm signal 
lamps ; on streets lighted by electric lamps the fire alarm lamps must contain all red glass, with 
lettered door ; on streets lighted by gas the fire alarm lamps must contain four red top gUsi, 
three clear side glass and a red lettered door glass. 

v.— If a lighter on extinguishing a lamp should find a glass broken, he must replace the 
same before lighting time of the same day. If he should find a glass broken while lighting, he 
must replace before lighting time of the following day, and the bottom glass must be kept in 
place as well as sides and tops. If he should find any portion of the tinwork broken, he must 
take the lantern to his Superintendent for repairs. Broken glass must not be deposited upon the 
street. 

VI. — The burners must be kept in good condition to bum with a full, clear, steady flame, and 
not with a single or forked jet. If a burner, when lighted, should not emit the proper fiame, then the 
same must be immediately cleared from it!> obstruction ; and if it will not burn properly, another 
burner must be substituted. 

VII. — If a Lighter, when lighting, finds that a lamp will not burn, he will leave such lamp 
and finish his route. lie must then return to the unlighted lamps and endeavor to get them in 
burning order. If he cannot make the lamp burn, he must report the same on the following 
morning to the Superintendent of the gas company. 

VIII. — Lamplighters will not be permitted to climb the lamp-posts. The lamps most be 
lighted by means of a torch or the use ot a ladder. 

IX. —In case a lamp-post should be found broken or taken down or requiring repairs, or an 
excavation should be made near the same which would endanger its safety, he must report the 
same at once to the Superintendent of the gas company, stating the correct location of the post 
and what repairs are required. If the post has been taken down, he must report by whom and 
for what purpose, and date when done. No excuse will be excepted from any Lamplighter who 
fails to report lamp-posts taken down or broken. 

X. — Lighters must not break the lamp bottoms, nor the street-sign slots. Lamps furnished 
with these slots should be placed on corner lamp-posts. 

XI. — Ladders must not be left tied to the lamp-posts. 

S. McCORMICK, Superintendent of Lamps and Gas. 

Corporation Ordinances Relating to the Pubuc Lamps. 

Sec. 68. Any person breaking, mutilating, or obstructing any of the public lamps in The City 
of New York shall be liable to a penalty of five dollars for each offense. 
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Sec. 69. Any person who shall break, misplace or carry away any of the glass street-signs, 
now or hereafter to be placed in any of the public lamps, shall be liable to a penalty of three 
dollars for each offense. 

Sec. 70. No person without permission of the Commissioner of Public Buildings, Lighting and 
Supplies, shall take up, remove or carry away any public lamp-post in The City of New York, 
under the penalty of ten dollars for each offense. 

Sec. 71. No person, shall remove, or cause or permit to be removed, any public lamp-post, 
now or hereafter to be placed in front of their premises, for the purpose ot constructing a vault or 
otherwise, without the permission of the Superintendent of Lamps and Gas ; and the owner or 
owners of such vault shall cause the lamp-posts so removed to be reset at their own expense 
immediately upon the completion of the vault, under the penalty of twenty-Bve dollars for each 
offense. 

Sec. 226. No person shall attach, place, or paste, or cause to be attached, placed, or pasted, 
any sign or advertisement, or other matter, upon any public lamp-post, now erected in The City 
of New York, or that may hereafter be so erected, under the penalty named in the next section. 

Sec. 227. The violation of any of the provisions of the preceding section shall be punishable 
by a fine of not less than one dollar or more than ten dollars. 

Sec. 412. It shall not be lawful to erect any telegraph-post within a distance of ten feet of any 
public street lamp. Any person offending against any of the provisions of this section shall be 
deemed guilty of a misdemeaner, and on conviction thereof, before any of the police magistrates 
or justices of this City, shall be punished by a Bne not exceeding ten dollars, or in default of the 
payment of such fine, by imprisonment not exceeding ten days. 

Sec. 1953 of the New York City Consolidation Act of 1882. If any person shall wilfully break, 
take down, or carry away any glass lamp hung or fixed in any of the streets of The City of New 
York, or extinguish the lights therein, or by aiding or abetting in the same, shall be subject to a 
6ne of twenty-five dollars, and in default of payment of such fine the offender shall be committed 
to the penitentiary for the term of two months. 




DOCUMENT "E." 

City of New York, 
Department of Public Buildings, Lighting and 
Office of Assistant Engineer, Nos. 13 to 21 Park Row 

New York, March 10, 

Hon, Henry S. Kearny, Commissioner : 

Sir In accordance with your instructions, I submit herewith a report of the transactions 

in this office for the quarter ending December 31, 1899, together with a general report for the 
entire year. 

Men have been employed in checking the number, location and character of street Iamps> 
added or changed. 
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Surveys in the boroughs of Manhattan and The Bronx have disclosed many gas street lamps 
standing at distances varying from 30 feet to 100 feet from arc lights. To test the relative valoe 
of these lights, experiments have been made in different parts of the city with apparatus devised 
for the purpose. This work is still in progress, and on December 31, 1899, 692 superfluous gas 
lamps were discontinued, saving over $12,000 per annum. , 

Investigations made during the year as to economy in the use of fuel in public buildings have 
resulted in the substitution of buckwheat coal for egg coal for use in the Criminal Court-house. 
Suitable grates and apparatus for burning this cheaper grade of coal are now being installed. 
In other buildings several thousand feet of live-steam mains, previously exposed, have been 
covered, thus preventing much loss of heat. 

Tests of cement to be used on public buildings have been made to determine its soundness, 
tensile strength and general fitness for the work in hand. 

Comparing the consumption of gas in the principal public buildings during 1899 with tbe 
average annual consumption for the four years 1894 to 1897, as shown in following table, a total 
saving is noted of nearly 12,000,000 feet. 

During 1898 the varying pressure of gas in all important buildings was corrected by mercury 
governors and in many buildings Welsbach gas lamps were substituted for the old open-flame 
burners. By the use of the governors an even and economical pressure has been maintained. By 
the introduction of the Welsbach lamp a minimum of gas has been used with a great improve- 
ment In the light supplied. By a system of weekly reports from the custodian of each building, 
a check is secured on the amount of gas used, and waste is prevented so far as possible. 

Very respectfully, 

FRANK D. LEFFINGWELL, Assistant Engineer. 

Comparative Statement Showing Averaj;;e Consumption of Gas in Principal Public Buildings 

Lighted only by Gas, and Saving in 1899, 



Buildings. 



Cubic Ft. of Gas Consumed. 



Average 
1894-5-6-7. 



Armories — 

Eighth Regiment 3f294f 500 

Twelfth Regiment j 1,401,400 

Twenty-second Regiment I 3,617,400 

Sixty -ninth Regiment 696,900 

Seventy-first Regiment | 4,096,200 

First Battery 1 461,500 

Troop "A" 3,013,600 

! 

I 16,581,500 




2,225,100 
x.724.600 
9,837.300 

577.700 
3,267,000 

577.900 
2,469,900 

«3.079.5oo 



Saving in 
X899. 



3.50},ooo 



Pbr Cent 



n 



iCuDic Ft. of Gas Consumed. 



Buildings. 



Average 



Court-houses — 

Brown-stone Building 

Harlem Court-house :. ... 

New Court-house 

Clock Tower (Jefferson Market) 

Engine-houses — 

West Ninety-eighth street i|673»5oo 

West One Hundred and Seventy-ninth street i 2,401,900 



648,600 

653,800 

6,401,800 

841,600 

8,545.^00 



4,075,400 



bounty Jail * I 1,362,900 



Vlarkets — 

Catharine . . 

Centre 

Clinton 

Fulton 

Jefferson. .. 
Tompkins . . 

Union < 

Washington 



Grand total, 



226, zoo 
546,900 
683,600 

«, 350,600 

548.100 

841,400 

43.600 

3,122,300 



8,362,600 



1899. 



464.900 

7x2,900 

3.965.8C0 

498.600 



5,640,800 



1.503,700 
2,299,200 



3,8o<,90o 



927,200 



145.400 
239,600 
419,200 
561,700 
390,000 
z66,030 
65.500 
1,515,200 



3,503,600 



Saving in 
1899. 



9.905,000 



272,500 



4^5.700 



4,859,000 



11,974,200 



Per Cent. 



30-7 



DOCUMENT **F/* 

Electrical Bureau — Boroughs of Manhatt.\n and The Bronx, 
Department of Public Buildings, Lighting and Supplies, 

Nos. 13 to 21 Park Row, 

New York, January 2, 1900. 
Hon, Henry S. Kearny, Commissi&mr : 

Sir — I submit herewith a report of work done by the Electrical Bureau of this Department 

for the quarter ending December 31, 1899 : 

A^pplications received for inspection of interior wiring 4t272 

AippHcations closed 4, 184 

Balance open J»3S9 

6 



-8 



/ 

Certificates issued for interior wirinp 3,8^ 

Permits issued for signal wires 672 

Pei mils issued for electric lighting 34S 

Permits issued for pole lines 28 

Permit issued for reset pole i 

Permits issued for city lamp-posts i ^ 

Permits issued for subsidiary connections 823 

Total number of permits issued for outside electrical work 1,885 

Complaint notices issued 744 

Complaint notices attended to 708 

Balance receiving attention 462 

Number of incandescent lamps covered by certificates 129,727 

Number of arc lamps covered by certificates. . . 'f3*3 

Number of generators covered by certificates 24 

Killowatt capacity of generators covered by certificate* 3»797 

Number of motors covered by certificates 653 

Horse-power capacity of motors covered by certificates 3»256i^ 

Total number of inspections made by 16 men 14,816 



The inspectors have removed 14,000 feet or 2.651 miles of overhead wires without any addi- 
tional expense to the City. 

Respectfully submitted, 

FRANK E. BROWN, Chief Inspector. 



City of New York, 
Dep.vrtment of Puhijc Buildings, Lighting and Supplies, 
Electrical Bureau, Office, 13-21 Park Row, 

New York, April 9, 1900. 

Hon. Henry S. Kearny. Commissioner : 

Dear Sir — I herewith submit to you a report of the work done by the Electrical Bureau of 
his Department for the year ending December 31, 1899 : 

SUIIWAYS. 

IJigh Tension, 

During the year 1899 there has been constructed 23.285 miles of subway trench, into which 
has been placed 98.244 miles of single duct. This subway construction, added to the total con- 
struction of high-tension subways to date, makes a total of 895.968 miles of subway in the Borough 
of Manhattan. In these subways there are, according to the best figures obtainable, 1,518.418 
miles of high-tension electric light and power conductors, which shows an increase for the year 
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1899 of 537 miles of high-tension conductors in the subways. It will be seen from these figures 
that the construction of high-tension subways for the year 1899 has been greater than any year 
since 1 889. 

The operation of these subways has been carried on with absolute freedom from serious acci- 
dent. The increased demand for commercial and domestic lighting during the year past has been 
remarkable ; and the construction of subways has been correspondingly extensive. The usual 
difficulties from the presence of gas in the subway manholes has been met with. Although 
slight explosions have occurred, no serious damage has been done. As a whole, the high-tension 
subway system in New York has shown itself to be equal to the many increasing demands made 
upon it, and has demonstrated that the ''drawing in and out*' system, as is here used, is best 
adapted to the requirements of a large city. 

Lmw Tension. 

There has been constructed 9.896 miles of duct, which caused the opening of 10.227 miles of 
street trench, for the Edison Electric Light Company ; and for telephone, telegraph and signal 
companies 6.782 miles of street trench has been opened, into which has been placed 49.499 miles 
of duct. The remarks pertaining to the results of high-tension subways are equally applicable 
to these. 

The following tables show the length of subways constructed in 1899 : 



For the Edison Elbctric-Licht 
Company. 



Trench. 



Duct. 



53i9^8 59 feet. I 53,953.69 feet. 
10.227 miles. 9.896 miles. 



For Electric-light and Power 
Companies. 



Trench. 



123,943.95 feet. 
33.285 miles. 



Duct. 



518.738.30 feet. 
98.344 miles. 



I For Telephone and Telegraph 
Companies. 



Trench 



35,807.67 feet. 
6.783 miles. 



Duct. 



261,353.29 feet« 
49.499 miles. 



The total construction of subways in New York City, Boroughs of Manhattan and Bronx, 

including those built under the directions of the Board of Electrical Control, to December 31, 

1899, is summarized as lollows : 

Miles. 
Edison, low tension 247.001 

Electric Light, high tension 859.966 

Telephon-j and Telegraph 1,114.868 

Ventilating Pipe 60.110 

Grand total 2,281.945 
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The total construciion is shown in the following table in detail, giving class of service, linear 
feet, and total mileage by years, as follows : 



Year. 




1886. 

1887.. 

1888. 

1889. 

1890. 

1891. 

X892., 

X893. 

1894., 

1895.. 

1896.. 

1897.. 

Z898. . 

1899., 



Edison. 



Electric Light. 



Tklrphone and 
1 elbgraph. 



Ventilating PifE 



Total. 



309,011.64 
33,337.88 
57.327 24 
a48,973-54 
180,303.14 
z6C,o34.oo 

9»o77.4o 
38,250.47 
59,133.14 

41,347-79 
63,P99.57 

73.732-44 



Feet. 



39-585 

4.3IO 

X0.858 

47-155 
34-X48 

3«-44S 
17-534 

7244 
H.337 

7.813 
X1.913 

13.96 



I 



53,352. 69 9,896 



338,438.65 

1 83,35 3. '3 
1,939,963.97 

438,903.05 

374.411,30 

139,853.00 

1 56.646. xo 

1c7.437.90 

95,781.40 

183,758.50 

163,334.75 
130,019.68 I 

i 
518,738.30 



Miles. 



Feet. 



Miles. 



Feet. Milei. 



45.157 
34-7*5 i 
365.523 
83-195 
51.972 
24-593 

30.346 
18.140 ' 

34.808 I 

I 
3C,935 

33.731 I 

I 

98-244 



1,304,169.94 



335.644.16 
958,364.69 

i.i36,97o«37 
344-985-58 
944.567-12 
236,835.94 
70,760.83 
574,98-?.07 
X 19,663.73 

24'^,t93-39 
X53,8o7.85 
166,940.13 
436,548.00 
861,353.30 



44.629 
X8X.489 
3x5.336 

65.338 
X78.89S 

44-855 
X3.4OX 
108.8^8 
33.663 
46.637 
38.94X 
3X.618 
83.68 

49-499 



77,752.28 I 

59. 187.68 '■ 

30,3x4.65 ' 

8,033.50 

73,776.34 ! 
8,845-40 

i 
x6,9 43.76 ' 

25,598-55 : 
4,753-63 i 
x3.197.oo 



»4.:25 

11.210 

5.741 
1.520 

«3-973 
1.675 
3.209 

4.8«7 
.900 
2.31 



347.C01 I 4, 54*^ ,6:46.63 i 859.966 5,886,5x5.76 



1,1x4.868 I 317,403.69 60.11 



During the past year the operation of the subways has not been attended by any accident of 
a serious character to persons or property, and the underground service in the city continues to 
be efficiently and satisfactorily carried on. 

During the year 1S99 the following permits were issued for the building of subways : 

For construction of new electrical subways 350 

For construction of new electrical subway subsidiaries 2,950 

Making a total of. 3»300 



Permits Issued for Construction of Subways sifue Inauguration of this Bureau in 189$. 




Subw.iy permits 
Subsidiary permit't 



Overhead Wiring. 

This Department has caused to be removed from the streets of this borough 137*030 feet, or 
25.95 miles, of overhead wire, without any additional expense to the City. 
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During the past year the following permits were issued by this Bureau for the erection of 
poles and overhead wires : 

Permits for erecting signal wires 2, 164 

For eleciric lighting I»342 

For pole lines 50 

For city lighting and lamp-posts 39 

For resetting dangerous poles 12 

Total 3,607 

Interior Wiring. 

There have been received 14,949 applications for inspections from various contractors and 
persons installing electrical work in buildings, which, together with those left over from last year 
which were not completed, make a total of 15,701. Of this number, 14,342 have been attended 
to and certificates to the number of 13,509 have been issued, covering the work done under these 
applications. We have left over 1,359 applications, now in the hands of the Inspectors, who are 
making regular inspections, and as fast as the work is finished in compliance with our require* 
ments certificates are issued. 

Certificates issued by this Department for electrical work installed in buildings during 1899 
•cover the erection of 415,625 new incandescent lamps, 3,887 new arc lamps, 94 generators, with 
a total K. W. capacity of 1 1,91 1 j^ ; 4,663 motors, with a total H. P. capacity of 17,933 25-48. 

The Inspectors have made 50,565 inspections of work being installed in buildings during the 
past year. Notices to the number of 2,136 have been sent to various electric-light and telegraph 
companies and contractors doing electrical work in the boroughs of Manhattan and The Bronx 
in violation of the rules and regulations of this Department. Of this number 1,779 have been 
attended to, leaving a balance of 462 which are now receiving attention. 

The following is a table of applications received for inspection of inieiior wiring »ince the 

inauguration of this Bureau in 1898 : 

1898. 

Applications received 11,863 

Certificates issued 10,842 

Above covers the following : 

394,715 incandescent lights, 3,840 arc lights, 131 generators, K.W., 7,586^ ; 3,234 motors, 

H.P., 14.999 7-24- 

X899. 
Applications received 14,949 

Certificates issued 13*509 

Above covers the following : 

415,625 incandescent lights, 3,887 arc lights, 94 generators ; K. W., 11,911^; 4,663 motors, 
H.P. 17,93325-48. 

The business conducted by the Electrical Bureau of this Department for the year 1899 is 59^ 
per cent, greater than for the preceding year, based on application^, veqeived, inspectiqns made^ 
permits issued, etc. 



82 

Owing to this increase of business, we have employed for the year 1899 only four additional 
clerks. 

The following is a list of the employees of this Bureau since its inauguration in 1898 : 

1898 — I Chief Inspector, 14 Inspectors, 2 Clerks, i Stenographer, i OflRce Boy, i Laborer. 
1899 — I Chief Inspector, 14 Inspectors, 6 Clerks, i Stenographer, i Office Boy, 1 Laborer. 

Respectfully submitted, 

FRANK E. BROWN, Chief Inspector. 

DOCUMENT "G." 

City of New York, 

Department of Public Buildings, Lighting and Supplies, 

Bureau of Meter Tests, Office, No. 214 East Ninth Street, 

New York, March 5, 1900. 

//on. Henry S. Kearny, Commissioner of Public Buildings^ Lighting and Supplies^ Nos. 13 to 

21 Park Row, New York City : 

Dear Sir — In compliance with your letter, dated March i, 1900, I herewith submit a 
detailed statement of the business transactions of the Bureau of Meter Tests lor the quarter 
ending December 31, 1899. 

On October i, 1899, the number of new meters on hand to be tested were 199. During the 
same month there was received 3ii9i, for November 1,454, for December 1,135, "taking a total 
for the quarter, including special tests, etc., 5,979, ranging in capacity from 3-light to lOO-light. 
5,843 were approved, tested, sealed and badged as correct with my official seal. 3 were 
rejected and returned for repairs and adjustment. 

Thirty-two special tests were made upon request of gas companies or consumers, of which 15 
were found to register fast, 13 were found slow, and 4 were found correct ; also I experi- 
mental test, which was found correct, and of which certificates were issued bearing my official 
signature. 

Recapitulation for Quarter ending December 31, 1899. 

Oct. I, 1899. Meters on hand to be tested 199 

Meters received fur quarter ending December 31, 1899 5»78o 

Total 5,979 

Dec. 31, 1899. Meters approved, tested and sealed 5*843 

31, " *' rejected 3 

31, " " special tests ^ 32 

31, *' '* experimental test I 



ti 



t( 



IC 



Total 5,879 

Dec. 31, 1899. Number of meters on hand to be tested 100 

Total 5,979. 

Respectfully submitted, 

ANTHONY CLINCH Y, Chief . Inspector. 
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City of New York, 
Department of Public Buildings, Lighting and Supplies, 
Bureau of Meter Tests, Office, No. 214 East Ninth 

New York, March 5, 

Hon, Henry S. Kearny, Commissioner of Public Buildings^ Lighting and Supplies^ Nos. 13 
to 21 Park Row, New York City : 

Dear Sir— I herewith submit the following review and statement of the transactions of the 
Bureau of Meter Tests for the year ending December 31, 1899. 

The total number of new and repaired meters received from various manufacturers and gas 
companies for inspection and tests were 25,046, ranging in size from 3 to 300 light capacity, of 
which 24,328 were found to register correct and received my oflScial seal in the shape of a brass 
badge soldered on top of meter with name and number and a wax seal bearing date of inspection 
stamped on the edge over index of meter; 140 meters were rejected on account of registering either 
slow or fast, or not being sound, and were returned for repairs and readjustment. 

Upon complaint and request of consumers or gas companies 548 meters (ranging in size from 

3 to 300 light capacity which were in use) were received for special and official tests, and found to 

register as follows : 281 were fast, ranging from 2 to 16 per cent.; 196 were slow, ranging from 3 

to 10 per cent.; 70 were correct, i not registering, for which certificates were issued bearing my 

official signature. 

Recapitulation. 
Jan. 1,1899. On hand 371 

Dec. 31, 1899. Meters received during year ending December 31, 1899 25,04^ 

Total 25,417 

Dec. 31, 1899. Total number of meters tested and sealed during year 1899 24,328 

31, *' Total number of meters rejected 140 

31, " Total number of meters returned 301 

'* 31, " Total number of meters special test 548 

Tan. I, 1900. Total number of meters on hand 100 

Total 25,417 

Respectfully submitted, 

ANTHONY CLINCHY, Chief Inspector. 
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DOCUMENT "H. 



» 



City of New York, 
Department of Public Buildings, Lighting and Supplies 

Borough of Brooklyn, January 21, 1900. 



\ 



Hon, Henry S. Kearny, Commissioner of Public Buildings, Lighting and Supplies, Man- 
hattan, New York, N. Y. : 

Dear Sir — I send herewith report of the operations of the Department of Public Buildings, 
Lighting and Supplies, Borough of Brooklyn, for the quarter ending December 31, 1899, as follows : 

Very respectfully, 

JAMES J. K IRWIN, Deputy Commissioner. 
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Statement Showing the A^mount of Requisitions Forwarded to the General 

Office for Transmission to the Finance Department. 

Salaries Deputy, Clerks, Laborers, Cleaners, Janitors and Employees $42*496 55 

Supplies and repairs 4*»558 47 

Lamps and lighting 1 14,488 39 

Contingencies 246 90 

Total p •198,79031 



None. 



Summary Statement of Contracts, 
Contracts Entered Into. 

Contracts Completed, 



Title. 



Furnishing, operating and maintaining elec- 
tric lamps to and including the 31st day 
of December, 1899, for lighting the streets, 
public buildings and parks of the Borough 
of Brooklyn, City of New York 



Principals and Suretibs. 



Amount. 



Principal — Edison Electric Illuminating Company, 
of Brooklyn. Sureties— United States Fidelity 
and Guarantee Company, City Trust. Safe De 
posit and Surety Company of Philadelphia .... 



No record- 



SuppLiES and' Repairs. 



Borough Hall — 

Books and directories $15 00 

Carpenter work 455 00 

Clocks, repairing and winding I3 5© 

Electrical work loi 85 

Elevator repaiis 5 00 

Engineers' supplies 3 20 

Flags 8 50 

Furniture, carpets, etc 126 02 

Glazing 33 67 

Ice 58 50 

Ironwork M 6^ 

Janitor's supplies 21 50 

Locksmithing 6 68 

Office supplies 66 90 

Plumbing 18 93 

Rental of registers 20 00 

Rubber goods 14 75 

Sates 515 00 

SiG;ns 10 75 

Steam heating 104 22 



Borough Hall — 

Telephone service 

Typewriring machines. 



$600 79 
138 CO 



$2,352 41 



Municipal Building — 

Bookbinders' tools and materials. S73 45 

Carpenter work and mateiials 895 88 

Chandeliers, fixtures, etc 196 75 

Clocks, winding and repairing ... 31 20 

Copying presses 43 45 

Drawing materials 165 73 

Drugs 4 93 

Electrical work and supplies.... 549 74 

Elevator repairs 20 50 

Engineers' supplies 15 00 

Flags 4 50 

Furniture, carpets, etc 554 81 

Glazing 38 2^ 

Hardware 95 <^5 

Ice 104 00 



Municipal Building — 

Ironwork $5 " 

Jiuiilot's suppb'es 4*7 

LocksniilhinK 3" " 

Office supplies 1309 

Painteis' supplies no 

Painting, «ic ii3<^ 

PhimLing 2»9 4 

Rental of regisler* 15° 

Roofing 40 o 

Rubber goods 200 

Safes, repairing 5 5 

Steam heating 136 i 

Telephones 602 4 

Tiling " * 

Tin shades 5 5 

Window shades 40 

»4.'96'7 

Kings Counly Court-bouse — 

Hooki. directories, etc t&n 5 

Carpenter work and materials, . . . 237 o 

Clocks, winding and repaitin;;. ... 32 5 

Eleclncal work and materials 217 

Furniture, carpels, etc 151 6 

Gas fixtures 10 c 

Glaring 16 7 

Hardware II 4 

Janitor's supplies 26 j 

Locksmiihing ao c 

Mason work 71 t 

Office supplies 54 ( 

Painting 773 4 

Plumbing 37 a 

Rental of regislers 15 c 

Telephones 573 g 

Tiling 80 c 

Typewriting machines , 14S 5 

Ventilator, 30-inch, Blackmore. . . 377 c 

Window shades 27 j 

Wood 4 c 



Hall of Records- 
Carpenter work and materials. . , . |49 ^ 

Chandelier*, etc 46 22 

Clocks winding and repairing. . . i? 50 

Drawing materials u 00 

Electrical work and malerial', ... 36 71 

Engineen' supplies 22 00 

Flags 87 00 

Furniture 1*8 43 

GUiing IS « 

H.irdware 39 P 

Ice 58 SO 

Locksmithing i 00 

Officesupplies 1824 

Painting ' 73 o** 

Plumbing 20 05 

Rental of registers IS 0° 

Telephones 238 70 

Tiling as <» 

Window shades 4* 75 

Wood 4 00 

H.OSO 30 

Kings County Jail — 

Books, directories, etc (7 5" 

Brushes, brooms, etc 24 45 

Carpenter work 407 31 

Coflee cans, cups, pans, etc 213 96 

Electrical work '95 o** 

Flags 20 00 

Furniture 238 45 

Gas fixtures 5 co 

Gla7ing 5^ 94 

Handcuffs, straight jackets, etc. . . 208 00 

Hardware 9 50 

Insecticide 150 00 

Irxm work 472 68 

Locksmithing 20 00 

Mason work 36S 47 

Oils 6 25 

E'ainting 50 00 

Painters* supplies 278 86 

Plumbing 381 84 
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Kings County Jail — 

Rubber hose 

Soap 

Soft' soap 

Steam heating 

Stoves, ranges, grates, etc, 

Telephones 

Wash boards 

Wash boilers 

Wax tapers 

Window shades 

Wood 



$6 oo 

68 oo 

96 50 

76 00 

42 02 

73 20 

7 50 

875 
I 50 

7 80 
45 00 



Storehouse — 

Telephones 
Wood 



$38 fe 
8 00 

SS7448 



$3*546 48 



Disciplinary Training School — 

Carpenter work $1*223 46 

Disinfectants 16 31 

Electrical work 1 10 00 

Engineers* supplies 18 00 

Fence wire . , 83 00 

^'lagging 117 00 

Grading 496 00 

Hardware 18 36 

Macadamizing 727 26 

Mason work 919 40 j 

Painting 188 00 

riuml)ing 40 00 

Steam heating 1,068 95 

Stoves, ranges, grates, etc 22 oo 

Telephones 74 20 



City Magistrates' Courts - 

First District : 

Awnings 

Carpenter work 

Clocks 

Furniture 

Gas heater 

Janitor's supplies 

Painting 

Plumbing 

Roofing 

Telephone service, court-room 
Telephone service, residence. . , 



$5,121 94 



Storehouse — 

Brooms , 

Carpenter work.. . . 

Disinfectants 

Gas fitting , 

Hardware 

Insurance , 

Painters' supplies. , 
Removing rubbish 
Rubber goods. 



Sio 40 
200 00 

25 00 
5 00 

86 19 

40 43 

5458 
50 00 

5628 



Second Distrtct : 

Glazing 

Ice 

Telephone service, court-room. 
Telephone service, residence. . 



Third District : 

Awnings 

Carpenter work 

Furniture 

Lx>cksmi(hmg 

Pamting 

Telephone service, court-room. 
Telephone service, residence. . 



Fourth District : 

Ice 

Plumbing .... 
Steam heating. 



$1 50 

25 00 

350 
'325 
21 36 

2 00 

324 

26 50 

4980 

43 55 
25 00 



$214 70 



$2 60 
2 3S 

41 45 
25 00 



$71 43 



$2 80 

13 00 

7 SO 

325 

10 06 

45 20 

2845 



$110 26 



$3 25 
26 15 

20 00 
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ity Magistrates^ Court — 

Fourth District : 

Telephone service, court-room. 
Telephone service, residence. , 



Fifth District : 

Furniture 

Glazing 

Telephone service, court-room. 
Telephone service, residence... 



Sixth District : 

Awnings 

Electrical work ... 

Furniture, carpets, etc 

Ice 

Locksmithing 

Telephone service, court-room. 
Telephone service, residence.. . 



Seventh District : 

Books (law) 

Furniture 

Glazing 

Ice 

Mason work 

Matting 

Plumbing 

Rubl)er mats 

Soap 

Stoves, etc 

Telephone service, court room . 
Telephone service, residence . . 

Towels 

Typewritmg machine 



$69 35 
26 00 



$144 75 



$30 00 

3 23 

40 35 

13 30 

$86 88 

$2 So 
n 97 
87 00 

3 25 

2 35 

47 50 
28 40 

$183 27 

$5 OD 

7 50 

4 26 

38 

178 75 

7 50 
125 40 

7 50 

2 40 

3 50 

39 15 

25 00 

3 60 
130 00 

5539 94 



City Magistrates^ Court — 
Eighth District : 

Awnings ! . . . . 

Ice 

Paving 

Steam heating 

Telephone scnnce, court room. . 

Telephone service, residence . . 



Municipal Courts — 

First District : 

Awnings 

Stoves 

Wood 



Second District : 

Awnings 

Brushes 

Ice 

Locksmithing .... 

Stoves 

Telephone service 
Wood 



Third District : 

Awnings 

Glazing 

Ice 

Steam heating. 
Telephones . . . 



Fourth District : 



Awnings. 
Ice 



$1 


50 


3 75 


123 


80 


>9 31 


43 


85 


25 


00 


$217 


21 







$5 00 


12 00 


8 00 


$25 00 


$6 00 


3 00 


I 77 


9 00 


17 50 


77 15 


8 00 


$122 42 


$2 >iO 


5 40 


3 25 


20 55 


57 95 


$89 95 


$6 00 


3 25 


$9 25 
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Municipal Courts — 

Fifth District : 

Ice 

Stoves 

Telephone service. 



S3 25 

4 00 

25 60 



Armories — 

Forty-seventh Regiment : 

Furniture and carpets $150 00 

Glazing 24 S6 

Steam healing 30 00 



S3285 I Troop C : 



Armories — 

Thirteenth Regiment : 

Asbestos cloth 

Carpenter work 

Mason work 

Painting 

Plumbing 

Roofing 

Steam heating . . . « 

Telephone service 

Fourteenth Regiment : 

Carpenter work 

Furniture and carpets 

Glazing 

Hot-water boiler 

Ix)cksmithing 

Plumbing 

Steam heating 

Telephone 

Twenty-third Regiment : 

Asbestos 

Electrical work 

Furniture 

Glazing 

Hardware 

Steam heating 

Telephone service 

Wood 



$3 CX3 
5896 

334 C9 
6875 

15 GO 

95 00 I 

4 00 I 

53 40 ' 



$632 20 



$160 CO ! 

I 

303 00 I 

6.5, 

25 00 

3 70 ' 

30 CX3 ' 

, I 

65 00 ; 

39 65 i 



$632 50 

S23 70 
36 27 
22 00 

13 64 
2 50 

16 00 

87 50 
24 00 



$20486 



Furniture $740 00 

Plumbing 30 00 

Steam heating 100 00 

Telephone service 53 30 

Wood 8 00 



S931 30 



Second Signal Corps : 

Plumbing $325 00 

Steam heating 7400 

Telephone service 65 70 

Wood 4 00 



Third Battery : 

Carpenter work. . . 

Mason work , 

Steam heating 

Telephone service. 



Second Naval Battalion : 

Carpenter work 

Office supplies 

Stoves 

Telephone service .... 



Headquarters Second Brigade : 
Telephone service 



_$468_70 

$20 03 

'3946 
3400 
21 25 

$214 74 

$210 00 

2 00 

54 75 
53 45 

$320 20 

S22 95 



$225 61 



Wall about Market, Administration Building — 

Carpenter work $6 00 

Clocks, repairing 28 67 

Janitor's supplies i 00 
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Wallabout Market, Administration Building — 

Telephone $46 9° 

Wood 4 00 



$86 57 



Wallabout Market, Sweeping — 

Brooms 

Oil • 

Repairs to sweeping machine. 



$12 00 

3 25 
8550 



$100 75 



Public Baths- 
Berthing $1,05000 

Carpenter work 25 00 

Oil. 3 00 

Storage 525 0° 

Stoves 30 60 

Wharfage 7 50 



Department of Bridges— 

Furniture 

Office supplies 



$1,641 10 

$13 00 
6 15 

>i9 15 



Board of Public Improvements— 

Carpenter work $511 00 

1850 

6 20 

130 98 

3 25 

190 GO 

37 22 



Clocks 

Cuspidors, (etc. . . . 

Furniture 

Janitor's supplies.. 

Safe 

Telephone service. 



^7 15 

Public Libraries — 

Central Branch, No. 26 Brevoorl place : 

Architect's fees $88 47 

Ash cans, etc 7 57 



Public Libraries — 

Central Branch, No. 26 Brevoort place : 

Carpenter work $175 oa 

Clocks 10 20 

Furniture, carpets, etc 473 10 

Hardware 1269 

House-fumishing supplies... . 44 50 

Iron work 26 67 

Janitor's supplies 62 55 

Office supplies 3 80 

Plumbing i 40 

Ranges 35 00 

Signs. 125 00 

Towels 4 00 



$1,069 95 

Eastern District Branch, No. 380 Bedford 
avenue : 

Architect's fees $75 00 

Ash cans 18 07 

Carpenter work 136 42 

Clocks 10 20 

Furniture, carpets, etc 175 19 

Grate bars 50 00 

Hardware 10 00 

House-furnishing supplies 169 25 

Janitor's supplies 109 45. 

Matting 5° 72 

Office supplies i 9a 

Painting 150 8a 

Removing rubbish 29 50 

Rubber tips 9 60 

Signs 9000 

Towels 4 00 



$1,090 10 

East New York Branch, No. 29 Pennsylvania 
avenue : 

Architect's fees $75 00 

Ash cans, etc 7 57 
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ment of Bridges. 

of Public Improvements 

Libraries, Central Branch, No. 26 Brevoort place , . . . 

Eastern District Branch, No. 380 Bedford avenue 

East New York Branch, No. 29 Pennsylvania avenue. . . . 

Southern Branch, Fourth avenue and Forty-eighth street. 

n's Hall, Eastern District . 

nth Precinct Station-house 

keep 

aneous 

Total 



tt 



tt 



i» 



/* 


tj 


no 


26 


144 75 


86 88 


183 27 


539 94 


217 


^i 


2^ 


00 


122 


42 


89 


95 


9 25 


32 


85 


632 


20 


632 50 


225 


61 


204 


86 


931 


30 


468 


70 


214 74 


320 


20 


22 


95 


86 


57 


100 


75 


1,641 


10 


19 


15 


897 


«5 


1,069 


95 


1,090 


10 


679 


22 


722 03 


899 


13 


161 


50 


829 


90 


>5 


00 



S34.163 47 
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Public Libraries- 
East New York Branch, No. 29 Pennsylvania 
avenue : 

Carpenter work $87 00 

Clocks 10 20 

Furniture, carpets, etc 230 99 

Gas fixtures 7 34 

House-furnishing supplies 30 00 

Janitor's supplies 59 5° 

Malting 5° 7* 

Office supplies 190 

Rubber tips 6 00 

Signs 95 00 

Steam heating 14 01 

Towels 4 00 



$679 22 

South Brooklyn Branch, Fouith avenue and 
Forty-eighth street : 

Architect's fees $75 00 

Ash cans ^ 7 57 

Carpenter work 84 00 

Clocks 10 20 

Furniture, carpels, etc no 50 

House-furnishing supplies 30 00 

Janitor's supplies . 109 45 

Matting 5° 7< 

Office supplies i 90 

Painting 98 20 

Plumbing I 75 

Rubber tips 600 

Shades 42 75 



Public Libraries — 

South Brooklyn Branch, Fourth avenue and 
Forty-eighth street : 

Signs 

Towels 



$9000 
4 00 



$722 03 



Firemen's Hall, E. D. — 

Carpenter work 

Painting. 

Plastering 

Plumbing 



^7 75 
49000 

16S00 
23338 



$899 13 

Old Ninth Precinct Station House — 

Carpenter work. . .*. $126 50 

Roofing 55 CO 

$161 50 



Horse keep, etc. — 

Board of horses (6) $420 00 

Clipping 10 00 

Feed, etc '05 90 



Harness 

Harness, repairs. . . 

Lap robe 

Shoeing 

Veterinary services. 
Wagon repairs 



64 75 
>3So 
20 00 

118 25 

33 75 
43 75 



$829 90 
Miscellaneous — - • 

Moving safe from County Court- 
house to Borough Hall $15 00 



RECAPITULATION — SUPPLIES AND REPAIRS. 

Borough Hall 

Municipal Building 

•County Court-house 

Hall of Records 

County Jail 

Disciplinary Training School 

Storehouse, Public Buildings, Lighting nnd Supplies 



52,352 41 

4.196 73 
3,608 61 
1,050 30 
3.546 48 
5.121 94 
574 48 
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<Jily Magistrate's Court, First District. . . 

Second District. 



(( 



K 



k( 



»4 



(I 



ifc 



ii 



«4 



»k 



(( 



f I 



Armories 



4 4 



(k 



4( 



Third District 

Fourth District 

Fifth District 

Sixth District . 

Seventh District 

Eighth District 

Municipal Court, First District 

Second District 

Third District 

' Fourth District 

Fifth District 

Thirteenth Regiment 

Fourteenth Regiment 

Twenty-third Regiment 

Forty-seventh Regiment 

Troop * * C " 

Second Signal Corps 

Third Battery 

'• Second Naval Battalion 

Headquarters Second Brigade 

AVallabout Market, Administration Building 

Wallabout Market, sweeping 

Public Baths 

Department of Bridges. 

Board of Public Improvements 

Public Libraries, Central Branch, No. 26 Brevoort place . 

Eastern District Branch, No. 380 Bedford avenue 

East New York Branch, No. 29 Pennsylvania avenue. . . . 
Southern Branch, Fourth avenue and Forty-eighth street 

Firemen's Hall, Eastern District 

Old Ninth Precinct Station-house , 



44 



(« 



44 



Horse keep, 



Miscellaneous. 



Total, 



$214 70 

71 43 
no 26 

144 75 
86 88 

183 27 

539 94 
217 ^i 

25 00 

122 42 

89 95 

9 25 

3285 
632 20 

632 50 

225 61 

204 86 

931 30 
468 70 

214 74 

320 20 

22 95 

8657 

100 75 

1,641 10 

19 15 

807 15 

1,069 95 

1,090 10 

679 22 

722 03 

^99 13 
161 50 

829 90 

15 00 

S34.163 47 
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Lamps and Lighting, 



Gas lamps 

Welsbach 

Naphtha 

Electric, z.aoo candle power 
Electric, 600 candle power. . , 



Burning Oc- 
tober I, 1899. 



11,078 
1,978 

4.395 
ai2 



Addsd. 



«94 
238 

3« 
6a 



fcXTlNGUKHBD. .CEMBER 31, 1899. 



90I 



i7 



Permits Granted, 



XI,I7I 
2,ax6 

304 
4.440 

1X1 





Overhead 
Wires. 


Subway Con- 
si ruction. 


Under- 
ground 
Conductors. 


Total. 


Rrooklvn Heights Railroad Comoan v 


21 

«43 
3 

• • • • 

8 

TO 
2 

• . • . 

89 

897 

X 

«5 
7 
5 


• • • • 

X 

• • • • 

• • • • 

173 
4 

• • • • 

X 

• • • • 

22 

• • • • 

• • • • 

• • • • 

• • • • 


X 

• • • • 

• • • • 

2 

• • • • 

• • • • 

• •• • 

• • • • 

3a 

.... 

.... 

.... 

• • « • 


22 


Citizens' Electric Illuminating Comoan v . . . . . • 


»44 


Coney Island and Brooklyn Railroad Company 

Commercial Cable Comnanv 


Edison Electric Illuminating Company .... 

Flatbush Gay Comoanv 


183 
14 


Fire DcDArtmcnt ..•••••• •• • ••••• 


Kings County Electric Light and Power Company . . . 
Municinal Electric Licht Corooan v 


89 
95t 


New York and New Jersey Telephone Company. . . . 
Postal Teleffraoh Comoanv .• 


Stock Quotation Teleflrraoh Comoanv 


15 


Union District Messenger Comoanv 


Western Union Teletrranh Comoanv 






Permits refused and nendinflr action 


X,20t 

aa 


90X 

4 


37 

• • • • 


«.459 
26 






Total number applications received 


i.aas 


205 


n 


1.465 



Number of miles of overhead wire removed , 

Number of applications for interior wiring certificates . 

Number of certificates granted — 
Incandescent lamps, 20,308. ^ 



87.6 
888 



Arc lamps, 856. « 

K. W. of generators, 862^. 
H. P. of motors, 909;^. 



813 
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Number of interior wiring inspections made 3, 192 

Number of meters certified, routine 4»430 

Number of meters proved and sealed (complaint) 21 

Number of meters proved and rejected (complaint) 26 

Number of photometric tests of illuminating gas 3 



POLCS. 



Erected. . . 
Removed 



Total 




Wood. 



544 
36 
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City of New York — Borough of Brooklyn, 
Department of Public Buildings, Lighting and Supplies, 
Office of Deputy Commissioner, Room No. 29, Municipal Building, 

April 3, 1900, 

ft 

Hon. Peter J. Dooling, Acting Commissioner ^ Public Buildings, Lighting and Supplies, No. 
21 Park row, Manhattan, New York, N. Y. : 

Dear Sir — I respectfully submit herewith the Annual Report of the Brooklyn Borough 
Department of Public Buildings, Lighting and Supplies for the year ending December 31, 1899. 
It sets forth in detail the operations of this local branch of the Municipal government for the 
twelve months preceding the advent of my control of the Department. The report of the work 
of the three bureaus into which this Department is practically divided, i. c: Public Buildings 
(Repairs and Supplies), Lamps and Lighting (Streets and Buildings) and Gas and Electricity, is 
arranged under tho^-e respective captions. Other subjects that warrant it — notably the coal 
supply — are treated under separate divisions. 

Very respectfully, 

JAMES J. KIRWIN, Deputy Commissioner. 



Bureau of Public Buildings and Supplies, 

April 2, 1900. 



I 



Hon.]syiE,s J. Kir WIN, Deputy Commissioner, Department of Public Buildings, Lighting and 
Supplies, Borough of Brooklyn, New York, N. Y. : 

Dear Sir — I have the honor to submit the annual report of this Bureau for the year 1899. 

Very respectfully, 

E. S. WHITE, Assistant Engineer. 

Borough Hall. 
Repairs. 

The amount expended m 1899 for repairs to the Borough Hall is small in comparison to 
former expenditures, nevertheless, many improvements and necessary alterations have been made. 

* Increase. 
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A partition has been erected in the Inspectors* Room, Department of Buildings ; a new floor laid 
in Room 13 ; doors fitted, shelving placed, and other carpenter work as required. Interior 
painting and calcinuning have lieen done on the basement, stairways, corridors and some of the 
rooms. Signs have been placed as requested by the several departments in occupation. The 
elevator has been overhauled and placed in good condition ; the steam heating apparatus has been 
repaired and three new radiators added ; and the brickwork of the furnaces has been relaid. The 
roof has been repaired as found necessary, and the usual amount of plumbing, glazing, etc., neces- 
sary to keep the building in good repair, has been done. 

The following list shows the repairs done and the actual cost : 



Awning repairs $18 75 

Carpenter work 900 56 

220 15 

15825 

•..•.. 51 17 

4546 

91 60 

12478 

7 20 

107 28 



Electric repairs 

Elevator repairs 

Glazing 

Hardware for repairs. 

Ironwork 

Locksmithing 

Lumber , 

Mason work 



Painting $605 60 

Plastering 43 00 

Plumbing 236 33 

Repairing tower clock 54 30 

Roofing 3n 65 

Signs . 189 8$ 

Steam-fitting, etc 548 97 

Tiling 20 25 



>3.73S «5 



Supplies. 

In addition to ihe regular Janitor's, Engineers' and office supplies, the old furniture has been 
thoroughly renovated and repaired. For the purpose of making the various offices comfortable 
during the heated term, twenty-four electric fans have been installed. Safes have been supplied to 
the Departments of Buildings and Corrections, and typewriting machines to the Department of 
Buildings and the Auditing Bureau, Department of Finance. 



Following is a statement of the items of expenses incurred for goods enumerated : 



Atlases $83 00 

Awnings 68 95 

Books, directories, etc 79 5° 

Check punch 35 «> 

Clocks, repairing, etc 5' 00 

Draughting material and instru- 

menis 

Drugs 

Electric power ^5 44 

Electric supply 327 4© 

Engineer's supplies 33 1° 

Fire-alarm registers 80 00 

Flags 133 88 



36 90 
I 00 



Furniture, carpets, etc 

Janitor's supplies 

Hardware 

Ice 

Neostyle 

Office supplies 

Registers (rental of Watchmen's). . . . 

Rubber goods 

Safes 

Salt 

Sand 

Sawdust 

Soap 



$1,576 23 

413 24 

83 
272 13 

50 00 

201 58 

80 00 

29 50 
515 00 

2 50 

2 00 

8 00 

27 18 
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Towels, etc $2436 

Typewriting machines. 345 61 

Water-coolers 23 00 



Window safety appliances $53 00 

Window shades 40 21 



<5.279 54 



t« 



(( 



i« 
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Municipal Building. 

Repairs, 

The accommodations afforded by the Municipal Building are totally inadequate for the 
proper lodgment of the departments located therein, including the 

Department of Taxes and Assessments. 

" Collection cf Taxes. 

" Arrears. 

Police. 

Water Supply. 

Highways. 
" Sewers. 

Public Buildings, Lighting and Supplies. 

Street Cleaning, etc. 

More toilet accommodation is badly needed, especially on the first and fourth floors, where 
the number of persons per closet average 19 and 30 respectively. The closets are not only too 
few, but are in an unsanitary condition, which, considering the crowded state of the building, is 
dangerous to health. The number should be increased and the old-style plumbing be replaced 
by modem sanitary appliances. 

In 1898 the sum of $20,cxx> was set aside for alterations in the interior arrangements. Plans 
and specifications were drawn and approved, and bids advertised for, but the Municipal Assembly 
failed to grant the proper authority for proceeding with the work. 

During the past year so much has been done to provide the facilities demanded by the 
departments as the appropriation allowed, but it falls far short of the necessary requirements. 

Among the more important work accomplished mayv be mentioned the partitioning'of rooms 
of the Police, Highways and Sewer Departments, fitting them with necessary shelving and 
closets for books, maps, etc., painting and renovating the rooms of the Department of Highways, 
Sewers and Public Buildings, Lighting and Supplies , new ceiling to room 52, etc. The heating 
apparatus, including boilers, has been overhauled and repaired. This is, however, only a 
temporary measure, as two of the three boilers are in poor condition, and it will be necessary 
to replace one of them in 1900 and one in 1901. 

The electric-lighting plant has been extended and improved; large areas of the^roof have 
been repaired or renewed, but further repairs will be needed from time to time as the roof is not 
in first-class condition. 

Three new fire-escapes have been erected, in pursuance of an order of the Department of 
Buildings, one on the rear end and one on each side of the buildmg. 

Three new ash-pits have been built in the boiler-room. 
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Following are the amounts expended for the classes of work stated : 



Awning repairs $94 50 

Carpenter work 3»5o8 78 



Electric repairs. 
Elevator repairs 
Fire-escapes . . . 
Gas fixtures . . . . 

Glazing 

Hardware 

Ironwork 

Locksmithing . . 



801 54 

35 50 
659 00 

266 92 

189 63 

100 04 

212 33 

92 35 



Lumber $108 50 

Mason work 375 67 

Painting, etc 1,126 16 

Plastering 61 00 

Plumbing 360 26 

Roofing 757 97 

Steam-fitting 1,527 48 

Tiling 19 88 

Total $10,297 S' 



Supplies, 

The number of Borough Departments located in this building necessarily entails a large 
expenditure for supplies. Considerable furniture and office equipment has been furnished to meet 
the needs of the Departments through the natural increase of work. 

Bookbinders' machinery and material have been furnished to the Department of Finance- 
Bureau of Assessments and Arrears ; seventeen electric fans have been distributed throughout the 
building ; safety window appliances have been fixed to prevent accident to cleaners. Several 
Inspectors of this Department have been equipped with bicycles. This was intended to facilitate 
their transportation to the various localities of inspection and was expected to reduce the expense 
for car fare tickets. It does not, however, appear to have accomplished the latter object. 

The items of expenditure for the various classes of supplies follow below : 



Awnings $88 25 

Badges 3^ 5° 

Bicycles 359 ^7 

Bookbinders' machines and materials 364 35 

Books, directories, etc 125 50 

Clocks, including repairing -and 

winding 94 40 

Copying presses 102 85 

Disinfectants 25 00 

Draughting materials 355 30 

Drugs 3 43 

Electric power 17 81 

Electric supplies 340 03 

Engineers' supplies ^^3 45 

Flags 4 50 

Furniture and carpets 2,323 59 

Hardware 90 05 

Ice 434 49 



Janitor's supplies $561 37 

Maps 232 55 

Moving safes 5 50 

Office supplies 395 31 

Painters' supplies 15 60 

Picture frame moulding and backing 22 60 

Rental of Watchmen's registers 60 00 

Rubber goods 108 90 

Signs 92 00 

Soap 39 06 

Time stamp 65 00 

Towels II 00 

Typewriting machines 301 50 

Water coolers 28 00 

Window safely appliances 86 20 

Window shades 18 60 



♦6,991 76 
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Kings County Court-house. 

Repairs, 

Considerable carpenter, painting, plumbing and electric work was done in this building 
during the past year. Closets for clothes and books and book-shelves have been built in the 
Clerks* rooms of the several divisions of the Supreme Court and Coroner's office ; a partition 
removed and sundry carpenter work in Room No. i6 ; a new partition and 7 closets in Room No. 
49, etc. The Coroner's former office has been connected with and made part of the Sheriff's 
office. The stairways, sidewalls and ceiling of Rooms Nos. 16, 31 and 34 have been painted and 
decorated. New plumbing and closets have been installed in Rooms Nos. 31 and 34, and the 
plumbing throughout the building repaired where necessary. 

A thirty-inch Blackmore ventilator has been fixed in Room No. 23, and the electric light 
system of the building improved and extended. 

The brickwork to the boilers has l)een thoroughly repaired and new sets of grate-bars placed ; 
also a new radiator. 

Other repairs have been made as found necessary ; the cost of the various classes of work being 
as follows : 



Awning repairs $7 20 

Carpenter work *»545 3^ 



Electrical work 
Gas fittings. . . . 

Glazing 

Hardware 

Ironwork 

Locksmithing.. 
Mason work.... 



256 68 

10 00 

106 14 

28s 

106 91 

63 25 

306 62 

Painting 1,426 55 



Plastering $6 00 

Plumbing 996 92 

Roofing 40 42 

Signs 1200 

Steam fitting 404 64 

Tiling 80 00 

Ventilator, " Blackmore " 377 00 



$5,748 56 



Supplies, 

The supplies to the Kings County Court-house consist chiefly of furniture and books. The 
Janitor's office and. other supplies delivered during the year 1899 were moderate and usual 
quantities. Electric fans (seventeen) were installed in the court rooms and offices, and safety 
window appliances placed for the protection of cleaners. 

Following are the items of expense : 



$75 &> 
96585 

72 82 
50 00 
258 18 
48 29 
Furniture and carpets If526 07 



Awnings 

Books, directories, etc 

Clocks, including winding and re- 
pairing 

Disinfectants 

Electric supply 

Engineers' supplies 



Hardware $28 55 

Ice 424 00 

I 

Janitor's supplies 505 43 

Office supplies 1 17 24 

Painters' supplies 3 00 

Refrigerators. 10 00 

Rental of Watchmen's registers. ... 60 00 

Rubber goods 7 20 
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Safes $26000 

Typewriting machines 575 25 

Water coolers 59 00 

Window safety appliances 56 66 



Window shades, poles, etc $59 22 

Wood 6800 



SS.230 56 



Hall of Records. 

Repairs, 

A number of stationery drawers and closets have been built and some interior changes made 
to suit the (Convenience of the public offices. In conformity with the Building Law two fire- 
escapes have been erected. The exterior of the west gable, the skylights and a portion of the 
interior have been painted ; also, the brickwork above the roof washed with cement and painted. 
The plot in the rear has been sodded and laid out with shrubs and flower beds, converting a nib- 
bish lot into a pleasant looking green spot. 



The items of cost are stated below : 

Awning repairs $5 75 

Carpenter work 817 78 

Electrical work 226 62 

Fire-escapes 262 00 

Glazing ^9 77 

Hardware 42 50 

Improving lot 450 00 

Iron work 81 60 

Locksmithing 12 35 



Mason work $162 00 

Painting 916 78 

2800 

35626 

13000 

25 00 

33 75 



Plastering 

Plumbing 

Steam heating. 

Tiling 

Wire netting . . 



$3-570 16 



Supplies. 

The supplies to the Hall of Records during the year 1899 ^^ ^or no special remarks, as they 
were only those necessary for the proper conduct of the regular routine work. A number of chairs 
and desks were renovated and repaired, and a small amount of new furniture supplied. Window 
safety appliances were affixed to the building. 

The items of expenditure follow below : 

Awnings $179 65 



Books, directories, etc 107 00 

Clock, including repairing and wind- 
ing 70 00 

Cuspidors iS 55 

Draughting materials ^5 34 

Electrical supplies 208 46 

Engineers* supplies 21 30 

Flags 96 75 

Furniture 457 96 

Hardware ^3 45 

Ice 244 75 

Janitor's supplies 290 30 



Maps $60 Co 

Office supplies 135 09 

Picture molding, etc ^5 52 

Rental of Watchmen's registers. ... 60 00 

Rubber goods 7 70 

Typewriting machines 121 00 

Water coolers 46 00 

Window safety appliances 102 60 

Window shades I 50 

Wood 4 00 



$2,326 92 



99 



Kings County Jail. 

Repairs. 

The County Jail is continually in need of extensive repairs, particularly to its plumbing and 
steam heating plant. During the past year furnaces of the boilers have been relined and the 
brickwork rebuilt. New grate bars, clean oat door and frame and new valves have also been 
placed, and the steam coils overhauled and/epaired. 

The parapet walls of the old female prison have been removed to a level of the moulded 
belt course, and all dangerous and weather-beaten stone redressed. New concrete floor has been 
laid in the cook house, the stable xepaired, repairs to iron bars of four windows made and new 
steel bars to eight windows placed. 

The male prison has been connected with the city fire-alarm system, and several minor inside 
improvements made. 

The expense incurred for the various classes of work is appended : 



Awning repairs $5 S5 

Carpenter work 612 29 



200 85 

5 00 

92 85 

656 68 

74 25 

Mason work ii38o 30 



Electrical work. 
Gas fixtures.... 

Glazing 

Ironwork 

Locksmithing . . 



Painting $49 99 

Plumbing i»370 16 

Ranges, repairing, etc 52 42 

Roofing 301 20 

Steam heating if 391 34 



>6,i93 18 



Supplies, 

The larger items of expense incurred for supplies to this building are for shoes, blankets, 
cleansing materials, insecticides and paints. 500 pairs of men's and 500 pairs of women's shoes 
and 200 pairs of blankets were furnished in 1899. 

The cost of the various articles supplied is stated below : 



Ash cans 

Awnings 

Blankets 

Books, directories, etc. 
Brushes, brooms, etc . , 
Coffee cans, pans, etc . 
Engineers' supplies . . , 

Flags , 

Furniture 

Handcuffs, etc 

Hardware , 

Hose and couplings, . , 



$75 00 
IS 50 

439 a> 

7 50 
3898 

262 53 

20 08 

12 75 

473 45 
208 00 

I CO 



Insecticides $1,10836 

Iron bedsteads 147 00 

Matches 3 50 

Painters' supplies '. 651 92 

Photographs of Female Prison 1 2 00 

Ropes, lines, etc » 36 85 

Shoes 1, 150 00 



Soap and sponges. 

Soft soap 

Stoves 

Straw .... 



13 00 Tools 



144 70 

422 50 

25 00 

59 20 

10 40 



ICX) 



Washboards $5 oo 

Water coolers lo 50 

Wax tapers 4 25 



Window shades $7 8a 

Wood IC2 CO 



Disciplinary Training School for Boys. 

/Repairs, 

The care of the buildings of this institution, comprising one brick and one frame building, 
has entailed a heavy task on the officials and a great drain on the resources of this Department. 
The large sums spent in repairs and alterations to the present buildings, which are wholly inade- 
quate and unsuitable for their purpose, would materially aid in providing a new structure, built 
with a view to the needs and conveniences of the mstitution. 

On March 16, 1899, a fire broke out in the brick building, totally destroying thereof and 
upper floor, and resulting in great damage by water to the remainder of the structure. Steps were 
immediately taken to render the building habitable by repairing the walls and prepanng them to 
support a temporary roof. A gang of laborers was employed to clear away the debris, and tem> 
porary shelter was provided in a very few days. 

An application was made to the Department of Buildings for permission to increase the height 
of the brick building two stories, which wbs refused on account of its not being fireproof. 

* 

In September the Board of Estimate and Apportionment appropriated $20,000 for the par- 
pose of restoring th^ building to its former condition, and plans and specifications were prepared, 
submitted and approved, but owing to the inaction of the Municipal Assembly it became abso> 
lutely necessary to put the building in such shape as would insure ordinary comfort for the 
inmates ; and for this purpose a sum of $2,500 was expended from the special appropriation in 
addition to the repairs that had to be made from time to time to prevent the structure from 
further deterioration. 

The cesspools, which were a continual source of trouble and expense, have been cleaned, 
filled in and disinfected, and proper sewer connections made« A macadamixed road has been 
laid from the Eighteenth avenue entrance, the yard graded, entrances and gates widened and 
flagging laid. 

The plumbing work has been largely repaired and renewed, ^e steam-heating plant over- 
hauled, new connection made with low-pressure boiler, old tubes replaced by new ones ; new 
grates, bearing bars, etc. ; and new radiators, pipes, etc., placed. Proper electric appliances 
have been installed for fire lights, etc. 

The amount of money expended during the past two years, including the $2,500 from the 
extra appropriation, has reached a very considerable sum, viz. : For repairs, $21,723-27 ; sup- 
plies, $1,844.06 ; gas, $1,079.05, and coal, $2,590.14, making a total of $27,236.52. 

The expenditures for repairs for 1899 were as follows : 

Builders* hardware $117 45 Flagging $11700 

Carpenter work 1,99703 Glazing ^14 

Cleaning, filling, etc., cesspools. . . . If338 75 Grates 12 50 

Electrical work 311 54 Grading 49600 
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Lumber $288 00 

Macadamizing road 727 26 

Mason work I1O30 00 

Painting. 31430 

Plumbing 736 20 

Removing rubbish , 60 00 



Roofing $413 09 

Steam fitting 1,345 19 

Wire for fencing 83 00 

i9AS^ 45 



Two fire-alarm boxes (Gamewell's) have been installed and connected with the city fire- 
alarm system. Eleven fifty-foot lengths of two-inch hose and nozzles were added to the fire 
equipment. Other supplies were furnished on requisition, the expenditures for same being : 



Disinfectants , 

Electric supplies. . . 
Engineers' supplies. 
Fire-alarm boxes. . , 

Glass 

Hardware 



$66 30 
22 40 

193 73 
400 00 

75 24 
102 15 



Janitor's supplies. , 

Paints 

Ranges, etc ■ 

Rubber goods, hose, etc. 





$3 70 




19 15 




25 55 




243 13 


$1 


»i5i 35 



City Magistrates' Courts. 

Nothing calling for special mention has been done to the court buildings, eight in number, 
except in one case, but necessary repairs, mainly plumbing and some inside painting, have been 
made as from time to time became necessary. The one exception ^is the Seventh District Court, 
where the old cesspits have been filled in and the plumbing thoroughly overhauled and connected 
with the city sewer system. The usual janitors' and other supplies have been furnished on requisi- 
tion as approved. 

The charges for the various services and supplies are as follows : 



First District- 
Repairs : 

Carpenter work. 
Electrical work. 

Glazing 

Locksmithing . . 

Painting 

Plastering 

Plumbing 

Roofing 

Steam fitting. . . 



$27 30 

3» 04 
561 

7 50 

97 72 

35 02 

loi 21 

152 29 

3 30 

$460 99 



First District- 
Supplies : 

Awnings 

Books 

Clocks 

Copying press . . 
Disinfectants . . . . 

Furniture 

Ice 

Janitor's supplies. 



S3I 15 


4 50 


3 50 


20 10 


25 00 


75 54 


13 38 


120 80 


$293 97 



I02 



Second District — 

Repairs : 

Cftrpenter work $22 14 

Glazing 360 

Painting 90 54 

Plumbing 14 7^ 

Steam fitting 13 50 



Supplies : 

Books 

Disinfectants 

Drugs 

Furniture 

Hardware 

Ice 

Janitor's supplies 
Rubber goods . . . 
Wood 



Third District- 
Repairs : 

Electrical work 

Glazing 

I^cksmithing . . 

Painting 

Plastering 

Plumbing 

Steam fitting . . 



Supplies : 

Awnings 

Books 

Clocks 

Furniture 

Ice 

Janitor's supplies. . 
Typewriter repairs. 



$144 54 



$4 SO 


50 00 


3 00 


3 75 


I 35 


17 76 


113 68 


9 00 


12 00 



$215 04 



$11 28 
16 15 



3 25 1 

1 


3» 74 


17 00 


4 18 


26 30 


$109 90 



*76 95 

4 50 
2 50 

3685 

15 38 
113 76 
12 00 i 



Fourth District- 
Repairs : 

Carpenter work $7 00 

Gas fixtures i 60 

Glazing 6 00 

Locksmithing 9 75 

Painting 151 45 

Plumbing 96 38 

Steam fitting 17 4S 

$28966 
Supplies : 

Books $450 

Furniture 16 50 

Ice IS 75 

Janitor's supplies 98 19 

Window shades 21 15 



$15609 

Fifth District- 
Repairs : 

Carpenter work $12 41 

Electrical work 5 70 

Gas-fixtures 6 60 

Glazing 300 

Painting : 258 15 

Plumbing 77 02 

$362 88 
Supplies : 

Ash cans $4 00 

Books 4 50 

Furniture 1052 

Hardware i 10 

Ice 15 38 

Janitor's suppiles 98 42 

Window shades 8 cx) 

Wood 2 CX) 



$261 94 



$143 92 



I03 



ixth District — 

Repairs : 

Carpenter work 
Electrical work . 
Locksmithing . . 
Painting 



Supplies : 

Awnings , 

Books 

Clocks 

Disinfectants 

Furniture , 

Ice 

* Janitor's supplies, 
Window shades . . 



leventh District — 
Repairs : 
Carpenter work . . . . 
Filling in cesspools. 

Glazing 

Mason work.. ..... 

Plumbing 

Roofing 

Steam fitting , 



♦3348 
II 97 

3 10 
103 95 



$1$^ 50 

♦31 15 
II 50 

3 50 
25 00 

22s 25 

15 95 

131 90 
3438 

$478 63 



♦71 90 

114 00 

10 91 

198.75 
259 46 

108 20 

51 41 



Seventh District — 

Supplies : 

Books 

Furniture 

Ice 

Janitor's supplies. 

Mats 

Towels 

Wood 



Eighth District- 
Repairs : 

Carpenter work. 
' Mason work. . . . 

Plumbing 

Steam fitting. . . 



$814 63 



Supplies : 

Awnings 

Books 

Ice 

Janitor's supplies. 
Typewriters 



$850 
12 24 

879 
91 40 

7 50 
3 CO 

8 00 



$139 43 



♦3 29 


123 80 


20 20 


19 31 


$166 60 


$29 40 


4 50 


18 13 


66 56 


128 25 


$246 84 



Municipal Courts. 

The repairs to the Municipal Court buildings were few, all but the Third District Court 
*eing leased and the structural repairs made by the owners. The usual supplies, furniture, etc., 
ren furnished as required. 

The cost of the repairs and supplies was as stated below : 



•"irst District — 

Repairs : 

Plumbing . . . 
Steam fitting. 



$22 45 
12 00 



$34 45 



First District — 

Supplies : 

Awnings. . . 

Books 

Furniture . . 
Ice 



$18 20 

13 00 

76 32 
13 63 
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First District- 
Supplies : 
Janitor's supplies 



Wood 



*77 19 
16 00 



$214 34 



Second District— 

Repairs : 

Carpenter work $53 25 

Locksmithing 10 63 

Repairing stoves 12 00 



Supplies : 

Clocks 

Disinfectants. ... , 

Ice . . . , 

Janitor's supplies, 
Repairing stoves. 
Wood 



Third District- 
Repairs : 

Carpenter work 

Glazing 

Hardware . . . : . 
Locksmithing. . 

Fainting 

Plumbing 

Roofing 

Steam fitting. . . 



Supplies : 

Awnings. 
Furniture 
Ice 



$75 88 



$2 50 

5 00 

>3 36 
20 64 

17 50 

12 00 



$71 00 



$38 09 

5 42 
9 00 

4 00 

90 95 
27 28 

1635 
35 47 



$226 56 

$33 30 
10 00 

15 75 



Third District- 
Supplies : 

Janitor'y supplies . . . , S52 17 

400 



Wood 



Ills 22 



Fourth District — 

Repairs : 

Carpenter work 135 00 

Painting 16 01 

$51 01 



Supplies : 

Awnings $8 10 

Clocks I 50 

Furniture • ^59^5 

Ice 16 88 

Janitor's supplies 57 14 



♦24327 



Fifth District- 
Repairs : 

Carpenter work 
Gas fixtures. . . . 
Mason work . . . . 



Supplies : 

fiooks 

Furniture 

Hardware , 

Ice 

Janitor's supplies, 



$281 
5500 

4 00 


$61 81 


$7 a> 

99 94 

« 45 
18 01 

53 SO 


1^17990 



Free Public Floating Baths. 

The work of preparing these baths for the summer season of 1899 was commenced on March 
16, at their winter quarters in the Erie basin. The pontoons were repaired and caulked, and the 
superstructures thoroughly overhauled and repaired, considerable carpenter work being found 
necessary. All the interiors were painted and put in good clean condition. 



los 



Orders were issued on June 6 to J. H. Van VVie to tow the five baths to their summer stations, 
▼iz. : 

No. I. Foot of Forty- third street. 
No. 2. Foot of North Second street. 
No. 3. Foot of Noble street. 
No. 4. Foot of Conovcr street. 
No. 5. Foot of Bridge street. 

The necessary platforms were attached and they were opened to the public. Considerable 
repairs were found necessary from time to time owing to the wash from passing steamers continu- 
ally straining the pontoons. This is believed to have caused the sinking of Bath No. 4 on August 
14, which entailed considerable extra expenditure to raise and take it into winter quarters, as it 
was found impracticable to put it into sufficient repair for further service that season. 

The bathing season closed on September 23. During the summer, 610,719 bathers were 
accomodated at a cost, including salaries of attendants, of $11,980.34. 

The items of expense for repairs and supplies were as follows : 



Repairs — 

Berthing $i>05o 00 

Canvas screens 76 88 

Carpenter work 2,860 22 

"5 75 
65 00 

29 00 

1,585 00 
82 64 

325 00 
796 09 



Caulking 

Filling in holes in walk 

Ironwork 

Painting 

Plumbing 

Pumping pontoons to raise bath. . 

Repairing of pontoons 

Storage ifOs6 70 

Stoves 30 60 

Towing : 210 00 

Wharfage 750 

$8,290 38 



Supplies — 

Clocks 

Furniture 

Hardware, ropes, etc. 

Ice 

Janitors* supplies 

Ladder 

Lamplighter's torch 

Oil 

Pumps 

Water coolers, etc. . . 



»5 


00 


4 


78 


234 


60 


5850 


63 


18 


3 


00 


10 


50 


II 


80 


15 


00 


II 


75 


$418 


II 



Free Public Libraries. 

The care of the buildings of this institution came under the cognizance and control of this 
borough Department in pursuance of an opinion of the Corporation Counsel, dated June 28, 
1899, and, on July 31, the Board of Estimate transferred from the Public Library funds to the 
account of this Department the following sums, to cover expenditures on Public Libraries, 
Central, Eastern District, East New York and South Brooklyn Branches : 

Supplies and repairs $9>ooo 00 

Lamps and lighting 1*500 00 

Salaries 820 00 
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The Central Branch needed considerable alterations and repairs to fully equip it for pablic 
service ; the East New York and South Brooklyn branches were located in stores recently leased 
by the City, and had to be newly fitted up for library purposes ; while the Eastern District Branch 
was located in the Old Williamsburgh Po^t-office, and also needed much alteration and many new 
fixtures. All were almost destitute of furniture and the necessary housekeeping and cleaning 
supplies. 

The necessary alterations have been made and work done from plans drawn by and under 
the supervision of R. L. Daus, architect, and the several branches were opened to the public about 
October i, 1899. 

Furniture and library specialties were supplied as liberally as a view to economy in the use of 
th^ City's funds would permit. 

The expenditure for supplies and repairs to the several branches was as follows : 

Central Branch, No. 26 Brevoort place — Eastern District Branch, No. 380 Bedford ave- 

Repairs : n^«— 

Architect's fees $126 87 Repairs : 



Carpenter work I)I72 13 



Gas-fitting 

Ironwork 

Mason work 

Painting , 

Plumbing 

Repairing ranges. 
Signs 



53 SO 
26 27 

345 00 

195 00 

I 40 

35 00 
125 00 



Supplies : 

Clocks 

Furniture and carpets. 

Janitor's supplies 

Office supplies 

Tray cases , 

Wood 



$2,080 17 

$13 60 

464 24 

lOI CO 

2 75 

367 50 
18 00 

$967 09 



Eastern District Branch, No. 380 Bedford ave- 
nue — 

Repairs : 

Architect's fees $89 57 

Carpenter work 924 10 

Painting 150 80 

Removing rubbish 29 50 



Signs 

Steam-fitting 



$9000 
4550 



S^329 47 



Supplies : 

Ash cans $10 45 

Clocks . 1360 

Furniture and carpets. 

Janitor's supplies 

Office supplies , 

Rubber chair tips 

Wood 



.••••• 



35998 
loi 31 

2 25 

9 60 

800 



♦505 19 

East New York Branch, No. 29 Pennsylvania 
avenue — 

Repairs : 

Architect's fees $52 25 

Carpenter work 588 22 

Gas fixtures 7 34 

Painting 6011 

Plumbing 8 50 

Signs 95 00 

Steam heating 14 01 



$82543 
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East New York Branch, No. 29 Pennsylvania 
avenue — 
Supplies : 

Book supports $9 00 

Furniture, carpets, etc 320 16 

Janitor's supplies 102 86 

Office supplies 2 25 

Rubber tips for chairs 6 00 

$440 27 



South Brooklyn Branch, Fourth avenue and 
Forty-eighth street — 

Repairs : 

Architect's fees $44 78 

Carpenter work 450 58 

Painting 98 20 



South Brooklyn Branch, Fourth avenue and 
Forty-eighth street — 

Repairs : 

Plumbing $1 75 

Signs 9000 



Supplies : 

Clocks 

Furniture and carpets. 
Janitor's supplies. . . . , 

Office supplies , 

Rubber chair tips . . . 

Window shades 

Wood 



♦685 31 

$13 6a 

205 26 

loi 31 

2 25 

6 00 

42 75 
8 00- 

$379 17 



Armories. 

The several regimental armories have been kept in good and thorough repair and some 
interior improvements made. Supplies have been furnished on requisition and approval. The 
particulars are given with the report on each armory. 



Thirteenth Regiment Armory, 

The roof has been put in good repair, skylights overhauled and painted, and leaders con- 
nected under sidewalk with gutter. The columns in the front balcony have been repaired, 
several doors repaired and varnished, the band-room replastered, loose joints have been raked 
out and repointed, and the radiators, steam pipes and the plumbing repaired as found necessary. 
An old flagpole that had been struck by lightning was removed and replaced by a new one. 
Armorer's, Engineers' and other supplies, including fire extinguishers, were furnished as required. 



Repairs — 

Carpenter work $505 88 

Hardware i 00 

Mason work 252 50 

Painting 68 75 

Plastering 5 00 

Plumbing 67 80 

Roofing 4^ 40 

Steam-fitting I43 3^ 

$1,512 69 



Supplies — 

Armorer's supplies $262 60 • 

Ash cans 82 23 

Disinfectants 50 00 

Engineers' supplies 172 53 

Fire extinguishers 162 00 

Painters' supplies 248 75 



$978 II 
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Fourteenth Regiment Armory. 

The repairs to this building were those of an emergency character. 

Only the usual Armorer's, Engineers* and Painters' utensils and materials were supplied, but 
a quantity of furniture was asked for and allowed. 



Repairs — 
Carpenter work $190 00 



Glazing 

Locksmithing. 

Painting 

Plumbing. . . . 
Steam-fitting-. 



15 36 


>3 


20 


15 


00 


69 


00 


82 


50 


$385 


06 



Supplies — 

Armorer's supplies $259 82 

Engineers* supplies 26 80 

Furniture and carpets 816 99 

Painters' supplies. 27 50 

Safes 40 00 

Wood 9 00 



$1,180 II 



Twenty-third Regiment Armory, 

A considerable amount of electric, carpenter and steam-fiiting work has been done and new 
flagpoles placed. The supplies were about the usual amount. 75a feet of fire faose, with reels, 
etc., wert' furnished. 



Repairs — 
Carpenter work $492 50 



Electrical work 

Glazing 

Lumber 

Plumbing. 

Roofing 

Steam-fitting . . 



$492 50 


348 64 


13 64 


28 79 


149 10 


292 83 


225 50 


$1,551 «> 



Supplies — 

Armorer*s supplies $132 26 

Asbestos. 23 70 

Engineers' supplies 

Fire hose, etc 

Fire tools 

Furniture 

Matting 

Painters' supplies 

Wood 



112 84 


200 00 


5 so 


22 50 


18 00 


6 00 


24 00 


$54480 



Forty-sei'enth Regiment Armory, 
No work of importance was "done on the building, except some repairs to the roof and 



rebuilding a portion of wall damaged by snow. 

Repairs — 

Glazing $62 81 

Mason work 139 75 

Plumbing 7° 30 

Roofing 241 86 

Steam-fitting 38 50 



S553 22 



The usual supplies were furnished. 

Supplies — 

Armorer's supplies 

Disinfectants. 

Engineers* supplies 

Furniture and carpets. . , 

Painters* supplies.. 

Sawdust 

Wood 



$271 06 
50 00 
28 00 

^5053 
21 50 

8 00 

18 00 

$547 09 
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Troop «*C*' Armory, 

^t,vj little repairing was found necessary, but, in addition to the usual supplies, 400 opera 
chairs and 1 00 tons of tan bark were furnished. 



Repairs — 

Electric repairs. . . . 

Plastering , 

Plumbing 

Removing tan bark . 
Steam-fitting 



$79 40 

12 00 

82 44 

105 50 

III 00 



$390 34 



Supplies — 
Armorer's supplies. . .\ $126 70 



Electric power 

Engineer*8 supplies. 

Furniture 

Painters' supplies. . . 

Tan bark 

Wood 



13 32 

53 35 
740 00 

74 50 

384 00 

8 00 



$'»399 87 



Second Signal Corps Armory. 

The principal repair items to this building are plumbing and electrical repairs. In addition 
to the usual supplies, 6 Rex fire-extinguishers were furnished. 



Repairs— 

Electrical repairs $ 15 1 00 



Gas-fitting. . . 
Ironwork. . . . 
Plastering . . . 
Plumbing. . . , 
Steam-fitting 



19 90 

22 25 

7 00 

325 00 

93 92 



$619 07 



Supplies — 
Armorer's supplies $260 50 



Disinfectants 

Engineer's supplies, 
Fire-extinguishers . 

Gas-fixtures 

Painters* supplies. . 
Wood 



25 


00 


24 27 


81 


00 


29 


20 


28 


40 


4 


00 


$452 


37 



Third Catling Battery Armory. 
The repairing to this building was inconsiderable and the supplies usual, except the item of 



500 opera chairs and one sate. 

Repairs — 

Glazing , 

Mason work 

Painting , 

Plumbing , 

Roofing 

Steam-fitting 



$7 65 

183 46 

36 CO 

149 97 
33 83 

58 GO 
$468 91 



Supplies — 

Armorer's supplies $210 62 



Engineer's supplies . . . 
Furniture and carpets. 

Painters' supplies 

S.ifes 

Windovv-shades 



17 CX) 
754 65 

18 75 
93 50 
3895 

$M33 47 
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Second Naval Battalion Armory. 

On May i, 1899, the City leased from Walter A. Peck a piece of property situate at the 
foot of Fifty-sixth street, in the Eighth Ward of Brooklyn, containing one large and one small 
frame building, together with the use of a berth in the outer basin, dock privileges, and the 
occasional use oi the marine railway. The Command at once moved from the old Thirteenth 
Regiment Armory to their new quarters. 

Considerable carpenter work was necessary to fit the buildings, even temporarily, for their 
purpose ; electric lights were installed and some interior painting, plumbing, etc., was done. 
The supplies were those usual. 

Repairs — 1 Supplies — 

Carpenter work $967 19 Armorer's supplies $87 29 



Electric work . . . 

Painting 

Plastering 

Plumbing 

Repairing stoves. 
Tinsmithing.. . . , 



209 16 
215 28 
123 CX) 
160 00 

54 75 
51 00 



Engineers' supplies 

Furniture 

Painters' supplies . . 



68 38 
6 00 

7300 



$23467 



$1,780 38 



I 



Storehouse Department of Public Buildings, Lighting and Supplif-s. 

This is a leased building, situate on the southeast corner of Park and Clinton avenues, and is 
used by this Department as a storehouse and stable, and also as a meter-proving room. 

The repairs and supplies for the year were as follows : 



Repairs — 

Carpenter work $231 48 



Electi ic work 

Glazing 

Hardware 

(ias-fitting 

Removing manure and rubbish. . 



144 70 

4 13 
8 00 

865 

144 00 



Supplies — 

Awnings 
Brushes. . 
Clocks. . . 



$540 96 

$16 50 

1895 

I 50 



Supplies — 

Disinfectants 

Drugs 

Hardware 

Ice 

Painters' supplies 

Rubber goods 

Sealing materials 

Signs 

Soap 

Tools and implements. 
Wood 



$25 00 


4 90 


8440 


13 8S 


30362 


50 28 


128 14 


14 40 


9 00 


8367 


8 00 


* $761 24 



Department of Health Building. 

The control of the Department of Health Building was turned over to that Department in 
February, 1899, prior to which the following small sums had been expended : 



Ill 

Repairs — 

Electric repairs 

Supplies — 

Ice 

Wood 

Administration Building, Wallabout Market. 

The repairs to and supplies furnished, were as follows : 
Repairs — 



Carpenter work . , 
Clocks, repairing. 

Painting 

Roofing 

Signs 

Steam-fitting. . . . , 
Tiling 



$96 02 

41 80 

122 01 

48 75 
20 00 

2875 
7 25 



$364 58 



Supplies — 

Hardware 

Ice 

Janitor's supplies. 

Oil 

Pump 

Rubber goods. . . . 

Water cooler 

Wood 



Stable— Department of Street Cleaning. 
A few minor plumbing repairs were made early in the year, the cost being : 
Repairs— Plumbing 

Stable — Department of Highways. 
A new frame carriage shed was erected, costing as follows : 
Repairs — Carpenter work 



|l 20 



$7 70 
8 00 

SIS 70 



$5 48 


13 13 


4 79 


70 


10 00 


29 00 


5 50 


6 00 


$74 60 



$30 20 



$523 00 



Department of Bridges. 

The offices occupied by this Department are under their own control, but this Department has 
furnished some office supplies as follows. : 



Copying bath 
Directorie?- . . 
Electric fans . 
Furniture. . . . 
Mats 



$12 00 

51 00 
96 65 
1805 
12 16 



Office supplies 

Typewriting machmes. 
Water cooler 



$3 21 


105 75 


>5 75 


S314 57 



Old Ninth Prlcinci Station-house. 

Minor repairs have been made to this building to the following extent : 

Carpenter work $ f 26 50 

Roofing ... '972 



SU6 22 



Second A'ava 

Oil May I, 1S99, ihc City leased from 
foot of Fifty-sixth street, in the Eighth VV 
frame buildin}», together with the use of 
occasional use ol the marine railway. 
Rcjpmcnt Armory to their new quartr 

Consiilcrable caqienter work w» 
purpose ; electric lights were insta 
The supplies were those usual. 

■ 

Repairs — 

( 'arpenter work 

Electric work 

Tainting 

Piastering 

Plumbing 

Repairing stoves 

Tinsmithing 



. ."/idrtment has no contiol, 
.:: (0 suit the convcnicnct of 






II .S5 
liiO 00 



.1" 



$410 ^3 



.-». ■ £i?:.'«-'^' District. 

.^^.a^owrhaulcd, the ceiling plastered and linte-i, 

..sfft :''■'■■*'' ' 

.^- : .i '•'^ ^"^ 

Kf pairs— 

« -,• Plastering Si(>S 50 

,ydi Roofing 4132 

■ S940 95 



Storbho^ 

This is a lea 
used by this Dei 

The repai- 

Repairs— 

Carpenter 
Electiic ^ 
Glazing. 
Ilardw: 
Gas-fit 



^CiB^sisOt Walla BOUT Markkt. 



x^ 









i Supplies — 
5^ 50 ' Pails. . . . 



..■•••' 



12 00 I Repairs to Nweeping machine. 
S25 , 



Si to 



.^i*.' 



-xi*- 



Hi- 



S257 95 



Remo 



SuppI 

Av 
Br 
C 



Home Kkkp, Wacons, E'J'<\ 

,yj seven horses, five of wliicli are boarded at livery and two 
j^IVp^"^^ j^^jtgble. Tlie cusi of maintenance for the year was as follows : 

gg^^caredfof^ I1.582 04 ' Tu-.ls $1 15 

-^^'W*^ ,, 261 18 \eterinary services 113 75 

-^^ 30835 Wagons, repairs, etc 61745 

^^^^^ ^riK- **•;;;;'"''. 125 00 

H*** 

gpbe. 



20 00 
473 -'5 



$3,502 17 



I.NSI K wri.. 



jjjjjijd against fire in the sum c»f $56,0^0, the contents of storehi)Use, 
thtf^ fciie BttildiniPi Liglit*"B *"'^ Supplies, b6,oS:o, and the elevators in the Borough 



g^m^ 



^b^fV^ 



^ jIj- ggginit accideat in the sum nf $10,000 each. 




113 

$128 43 

Telephones, 
^ 4Arges of service and tolls for the year amounted to $11,751 28 

r# J. Miscellaneous. 

• jjWes $10 CO 

ftr unlit street lamps 784 00 

isportation 90 00 



$884 00 



RECAPITULATION. 



aghHall 

cipal Building 

B County Court-house 

of Records 

s County Jail 

plinary Training School 

strates' Couns — First District 

" Second District 

Third District 

" Fourth District 

Fifth District 

Sixth District 

" Seventh District 

Eighth District 

cipal Courts — First District 

'* Second Distnct 

" Third District 

" Fourth District, 

Fifth District 

€ Baths 

Public Libraries— Central Branch 

" East New York Branch 

" Eastern District Branch 

" South Brooklyn Branch 

>ries — Thirteenth Regiment 

' Fourteenth Regiment. 

' Twenty-third Regiment 



Rkpairs. 


SUI-PLIBS. 


<3.7.^5 XS 


15.879 54 


xo,a97 51 


6.99X 76 


5.748 56 


5.330 56 


3.570 x6 


9,336 9a 


6,193 z8 


5.467 77 


9.456 45 


x.X5« 35 


46099 


a93 97 


«44 54 


9x5 04 


XC9 90 


961 94 


989 66 


X56 09 


369 88 


X43 9» 


153 50 


47863 


814 63 

1 


X39 43 


166 60 


94684 


34 45 


914 34 


7588 


7X 00 


936 56 


XX5 93 


5% ox 


943 97 


6x 8x 


X7990 


8,990 38 


4x8 IZ 


9,080 17 


967 09 


885 43 


440 97 


«.3a9 47 


505 19 


68531 


379 X7 


X,5X3 69 


978 XI 


385 06 


z,x8o zx 


x,55« «> 


54480 
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Board of Public Improvements. 

This Board is located in the Jefferson Building, over which this Department has no contiol, 
but alterations in the rented offices have been made by this Department to suit the convenience of 
the Board, and furniture and supplies were furnished. 

Repairs — i Supplies — 



Carpenter work /alterations) $511 oo 

Supplies — 

Clocks $18 00 

Copying presses 4$ 25 



Lettering .... 
Office supplies. 
Safe 



*H 75 

II 85 

190 00 



Furniture 



130 98 



I41083 



Firemen's hTaxl, Eastern District. 

The roof has been repaired, the sewer connections overhauled, the ceiling plastered and tinted, 
aiid the interior side walls painted, the cost being as follows : 

Repairs — ' Repairs — 

Carpenter work $7 75 Plastering $168 50 

Mas )n work 233 38 Roofing 41 32 

Painting 49000 

S9409S 



Street Cleaning, VVallabout Market. 

The supplies for this service during the year were : 
Supplies — I Supplies — 

$49 S^ \ Pa»ls 



Brooms 

Lettering cans. . . 
Oils, grease, etc 



12 00 
8 25 



Repairs to sweeping machine. 



$1 60 
186 60 



S257 95 



Horse Keep, Wagons, Etc. 

This Department has now in use seven horses, five of which are boarded at livery and two 
fed and cared for in the storehouse stable. The cost of maintenance for the year was as follows : 

Board of horses $1,582 04 ] Tools. 

Feed 

Harness, repairing, etc 

Horses 

Robe 

Shoeing 



$1 15 

"3 75 
617 45 


$3»502 17 



261 18 I Veterinary services 

308 35 I Wagons, repairs, etc 

125 00 I 

20 00 

473 25 I 

Lnsl'kanck. 

The public baths are insured against fire in the sum of $56,000, the contents of storehouse, 
Department of Public Buildings, Lighting and Supplies, $6,oSo, and the elevators in the Borough 
Hall and Municipal Building against accident in the sum of $10,000 each. 



"3 

Premiums paid in 1899 ^'28 43 

Telephones, 
The rentals, charges of service and tolls for the year amounted to $11,751 28 



Miscellaneous. 
Moving safes $10 co 

Signs for unlit street lamps 784 co 

Transportation 90 00 



$884 00 



RECAPITULATION. 



Borough Hall 

Municipal Building 

Kings County Court-house 

Hall of Records 

Kings County Jail 

Disciplinary Training School 

Magistrates* Courts — First District 

" Second District 

Third District 

" Fourth District 

Fifth District 

«• Sixth District 

" Seventh District 

Eighth District 

Municipal Courts — First District 

" Second District 

Third District 

*• Fourth District. 

Fifth District 

Public Baths 

Free Public Libraries— Central Branch 

" East New York Branch 

" Eastern District Branch 

** South Brooklyn Branch 

Armories — Thirteenth Regiment 

*' Fourteenth Regiment. 

•• Twenty-third Regiment 



Rkpairs. 



xo,a97 51 
5.748 56 
3.570 16 
6,193 z8 

9.456 45 
46099 

M4 54 
109 90 

989 66 

369 88 

15a so 

814 63 

266 60 

34 45 

7588 

936 56 

51 oz 

6z 81 

8,990 38 

9,080 Z7 

^^S 43 
«.3a9 47 

685 31 
ifSxa 69 

385 06 

i,55x CO 



Sut-PLIBS. 



I5.379 54 
6.99Z 76 

5.330 56 
9,326 9a 

5.467 77 

x.X5« 35 

993 97 
9X5 04 

961 94 

Z56 09 

143 9» 
47863 

X39 43 
946 84 

ax4 34 
7z 00 

XI5 92 

943 97 
X799O 

4x8 xz 

967 09 

440 97 
505 «9 
379 »7 
978 XX 
z,i8o zx 
544 80 
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Armories— Forty-seventh Regiment 

Troop C 

" Second Signal Corps 

•• Third Catling Battery 

" Second Naval Battalion , 

Storehouse, Department of Public Buildings, Lighting and Supplies . 

Department of Health , 

Adrainis'.ration Building, Wallabout Market 

Stable, Department of Street Cleaning 

" Department of Highways 

Department of Bridges 

Board of Public Improvements 

Old Ninth Precinct Station«house 

Firemen's Hall, Eastern District 

Street CleaninR, Wallabout Market 

Horsekeep, wagons, etc 



Insurance . 



Telephones . . . 
Miscellaneous. 



Total. 



Repairs. 
Supplies 



Rap AIRS. 

1553 « 
390 34 

619 07 

468 91 

1,780 38 

540 96 

I 30 

364 58 

30 ao 

5«3 00 

511 00 
X46 aa 
940 35 



$65,481 96 



SUPPlIrS. 

*547 0() 

45»37 

«r«33 47 

23467 

761 24 

1570 
74 fc 



3H 57 
41083 



«57 9$ 

3.50a 17 

>»8 43 

IX. 751 28 

884 00 



«56.58« 5* 



$65,481 96 
56,588 58 



Total supplies and repairs $122,070 54 



Financial Statement. 



Title. 



Salaries, Deputy Commissioner, Clerks, Laborers, Cleaners ( 
and Employees ) 

Supplies and Repaiis 

Lamps and Lighting 

Contingencies 

Total 



Appropriation. 



$163,730 00 

140.000 00 

870,7x3 67 

x,ooo 00 

*'.i75.43a 67 



Expenditure. 



I«6x,779 35 

x«»r57o 54 
863,373 ao 

999 96 



$1,147,723 OS 



Returned to 

Gbkbrajl 

Fund. 



$1,940 65 

17,439 46 

8.340 47 
04 



$a7,7X« 6» 
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Coal. 

Statement of the coal furnished to the Public Buildings during the year 1899, under contract 
dated August 1 1, 1898, and charged to the account of "Supplies and Repairs, 1898.'* 



Building. 



Borough Hall 

Municipal Building 

Kings County Court-house 

Hall of Records 

Kings County Jail 

Disciplinary Training School 

Department of Health Building 

Bureau of Elections Building 

Small Courts 

Public Libraries 

Public Baths 

Storehouse 

Administration Building. Wallabout Market . 
Armories, Thirteenth Regiment 

" Fourteenth Regiment , 

" Twenty-third Regiment 

" Forty-seventh Regiment 

*• Troop C 

" Second Signal Corps 

" Third Battery 

" Second Naval Battalion 



Amount. 



Total 



228 tons at $4.19 

6a5 " 

680 *• 

aoo " 

710 " 

3x5 " 

24 " 

xo •• 

-47 " 

60 " 

8 " 

10 " 

17 " 

825 '* 

185 " 

300 •• 

X55 " 

ISO " 

as •' 

80 " 

ia9 " 

4,353 tons 



^955 3« 


8,618 75 


8,849 ao 


838 00 


8,974 90 


1,319 85 


ICO 56 


41 90 


If 034 93 


851 40 


33 Sa 


4X 90 


71 23 


94a 75 


775 «5 


1,3(7 00 


649 45 


503 80 


104 75 


335 20 


540 5« 



«x8,a39 07 



ii6 



List of Public Buildings in Charge of the Abcve Department on January i, 1900, Skouing 

Location and Whether Leased or Owned* 



Building. 



Location. 



Borough Hall 

Municipal Building 

Kings County Court-house 

Hall of Records 

Kings County Jail 

Disciplinary Training School 

Administration Building. Wallabout I 
Market I 

Storehouse, Department of Public I 
Buildings, Lighting and Supplies, f 

First District Municipal Court 

Second District Municipal Court 

Third District Municipal Court 

Fourth District Municipal Courl 

Fifth District Municipal Court 

First District City Magistrates' Court. | 
Second District City Magistrates' Court! 

I 

Third District City Magistrates' Court. I 
Fourth District City Magistrates' Court 
Fifth District City Magistrates' Court. . | 
Sixth District City Magistrates' Court.! 
Seventh Disti let City Magistrates'Coutt 
Eighth District City Magistrates' Court 

Armory, Thirteenth Regiment 

" Fourteenth Regiment 

Twenty-third Regiment 

Forty-seventh Regiment 

Troop C 

Second Signal Corps 

Third Battery 

Second Naval Battalion 

Public Library, Central Branch 

** Eastern District 

East New York 

South Brooklyn -j 



M 



<« 



(< 



«« 



(« 



«< 



Joralemon, Court and Fulton streets 

Joralemon street, near Court street 

Joralemon and Fulton streets 

Fulton street, corner Court square 

Raymond street 

Eighteenth avenue and Fifty-sixth street.. 

Wallabout Market 

Park and Clinton avenues 

Corner Court and State streets 

794-796 Broadway 

Lee avenue a'^d Clymer street 

14 Howard avenue 

Bath avenue and Bay Twenty-second street 

318 Adams street 

Court and Butler streets 

Myrtle and Vanderbilt avenues. 

Lee avenue and Clymer street 

349 Ewen street 

Gates and Reid avenues 

Grant street ( Twenty-ninth Ward* 

West Eighth street. Coney Island 

Sumner and Putnam avenues 

Eighth avenue and Fourteenth street 

Bedford avenue and Pacific street 

Marcy avenue and Heyward street 

North Portland avenue,near Myrtle avenue 

80Z Dean street 

Clermont avenue, near Myrtle avenue.... 

Foot of Fifty-sixth street 

Brevoort place 

380 Bedford avenue 

79 Pennsylvania avenue 

Northeast corner Fourth avenue and ) 
Forty-eighth street f 



Lbaskd or 
Owned. 



Owned 
«( 

<t 

<« 

i< 

«( 

«« 

Leased 
•I 

•« 

Owned 
Leased 

Owned 
Leased 

Owned 

«i 

Leased 
«< 

Owned 
i« 

«i 

«• 

«< 

«« 

«( 

«• 

(« 

Leased 
« 

<< 



Date of 
Expiration 
OP Lkask. 



Jan. r, 1901. 
Feb. r, 190a. 

Nov. 1, 1900. 

July 6, 1901. 
Aug. 5. 1901. 

Jan. I. T90Z. 



May t8, 190a. 
Jan. z. Z904. 



May I, 1900. 



«« 



117 

Bureau of Lighting, } 
April 2, 1900. ) 

I/crt. James J. Kirwin, Deputy Commissioner^ Department of Public Buildings Lighting and 

Supplies y Borough of Brooklyn, New York, N. Y. : 

Dear Sir — I have the honor to submit the annual report of this Bureau for the year 1899. 

Very respectfully, 

A. £. ALLEN, Assistant Engineer. 

During the year ending December 31, 1899, there were received in general relation to lamps, 
lighting and repairs required, from citizens, inspectors and others, 1,761 complaints and requests, 
and 2,086 orders were issued in relation thereto, by this Department, to the various companies 
supplying lighting. 

There are 18, 186 lamps in service, divided as to company and kind of light, as follows : 

Brooklyn Union Gas Company, gas lamps 7t039 

Kings County Gas and Illuminating Company, gas lamps 4*032 

The Welsbach Street Lighting Company of America, naphtha Welsbach lamps 304 

Brooklyn Union Gas Company, Welsbachs 2,218 

Edison Electric Illuminating Company, electric lights 4*090 

Flatbush Gas Company, electric lights 503 

ToUl 18,186 



Statement showing the number of electric lights burning January i, 1899 ; the number extin- 
guished and relighted, the new lights added during the year ; the number burning December 31, 
1899, and the number of free lights : 



January. . 
February 
March.... 
April 



May 

June 

July 

August 

September... 

October 

November. . . 
December... 

Totals 



M O 

i\ 

28t 



3.9»6 









•k 








^ 








CO 


• 

Q 






• 

u 


M 




• 


M 


a 


z 


Q 



s 


0^ 


I 








U 


(ai 


2: 


PQ 


• • 


6 


a 




9 


za 


a? 




3 




16 




6 


X17 


33 








• • 








3 




ao 




4a 




II 




34 






xa 


39 


.... 






a 








40 








48 




55 


X74 


376 


4r38« 



s 
o 



M 
M 

at 



«9 



600 Candle Powkr. 



a 

e 

9 

00 



3 10 



M 

Mr* 

V 

PC, 









10 



azo 



Ii8 

These lights are divided as to companies supplying same as follows : 

Edison Electric Illuminating Company, 1,200 c. p 3,878 

'' 600 c. p 212 

Flatbush Gas Company, 1,200 c. p 503 



Statement showing the number of gas-lamps burning January i, 1899 » ^^^^ number capped 
and uncapped, and the new lamps lighted during the year ending December 31, 1899 ; the number 
of lamps burning December 31, 1899, and the Welsbach lamps. 



Burning 
january z; 



Capped. 



January 1,0782 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 



Totals ' 10 



48 
226 

126 

33 
z83 

245 

I30 

35 
96 

170 



783 I 1,5x0 



Un- 

CAPPKD. 



137 
190 

«4Q 
176 

4» 

95 

«9 

28 

78 
77 
35 
20 



1,086 



New 
Lamps. 



4 

I 

40 

25 

97 

35 
161 

152 

43 
66 

33 

56 



7»3 



Burning 

Dbcbmbbr 

31, 1899. 



11.07X 



New 
Wels- 
bach 
Lamps. 



36 

»77 
i?o 

»33 
37 
910 
2gi 
iSo 

33 

57 

69 

119 



11,071 



'.50s 



New 
Naph- 
tha 
Lamps. 



it 



x8 



49 



Welsbach lamps burning January I, 1899, 
Added during year, minus 7 



Burning December 31, 1899 



Naphtha lamps burning January i, 1899. 
Added during year 



720 



2,218 



255 

49 



Burning December 31, 1899 



304 



IIQ 

Statement showing the number of gas and electric lights not burning, the number of hours 
lost and the amounts deducted therefor, during the year 1899 : 



January 

February 

March..... 

April 

May 

June 

July 

August , 

September 

October 

November 

December......... 

Totals 



Gas Companibs. 



Lamps. 



azi 

582 

343 

3a 
26 

66 

zo 

a6 

«7 
75 



Hours. 



1,388 



8832.30 

5354- »o 

307405 

366.40 

M3-I5 

645.50 

90.30 

196.00 

161.30 

5SQ.OO 
13333,30 



Electric Compan- 
ies. 



Deduction. Lamps, j jj^^^ ' 



$13 43 

30 19 

16 96 

X 44 

63 

4 83 
60 

« '7 

X 03 
2 74 



l7j 00 



34 a 

300 
103 

85 

53 
"3 

90 
350 

X3S 
III 
T77 



$83 38 

ZC3 00 

35 03 
t7 00 
39 34 
z8 02 

38 4* 
30 60 

85 00 

45 90 
37 74 
60 z8 



i,7Zo 



«58x 40 



Statement showing the number of lanterns, frames, lamp-posts, etc., delivered to gas 
companies during the year 1899 : 



Lanterns. 



Jamuary , 

February 

March 

April 

May .... 

June 

J«iy 

August 

September.... 

October 

Noyember.... 
December 

Totals 



• 

1 


ft 

e 


186 


• • 


>33 


90 


Z40 


339 


358 


79 


ZI3 


57 


140 


40 


185 


• • 


387 


9 


73 


3 


Z33 


3 


83 


4 


Z30 


I 


1.949 


634 



Frames. 



9 



e 
9 
o 



M 

o 

0. 



X16 i 

•43 ' 

I 

Z7O 

I 

81 ; 

'" I 

ixz j 

264 I 

Z48 I 

X32 

83 

8a 



30 

30 



1,568 , 40 



9 

n 



34 

9» 
zoa 

36 

«53 

68 

9 
57 

z 

z 



557 



38 
z6 



be 

•c 

0. 

P 



3 
z 
4 



X 

3 






56 



zi 



5 

ZI 

6 

7 

M 

13 

3 

8 

zi 

6 



83 



M 
V 

E 

o 

O 



n 
If 

'5. 

o 

6 
c« 

U 



5J 

06 



3X 

>3 
zo 

9 

9 

X3 
8 

Z3 
33 

25 



Z I 

i 
I 

'5 i 

7 I 



3 
9 



152 



30 



I20 

Statement showing the number of lanterns, frames, lamp-posts, butts, etc., in the storehoue 
December 31, 1899, and the number of lanterns and frames repaired and painted during the year: 

Lanterns — 

Square 1,003 

Round 507 

Frames — 

Square 3 

Round 507 

Posts 227 

ButU 

Uprights S4 

Repaired and painted at the storehouse during the year : 

Lanterns — 

Repaired 2,081 

Pamted 2,364 

Frames — 

Repaired 152 

Painted 1,850 



f 
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Lamps and Lighti;cg, 

Statement of expenditure incurred in lighting the public buildings, streets, avenues, parks, 
etc., Borough of Brooklyn, during the year 1899. 



Lighting Public Buildings. 



Borough Hall 

M unicipnl Building 

Kings County Court-house 

Hall of Records 

Kings County Jail 

Department of Health 

Bureau of Elections 

Disciplinary Training School 

Wallabout Market clock 

Storehouse, Public Buildings, Lighting and Supplies. 

Magistrates' Courts 

Municipal Courts 

Public baths 

Public libraries 

Exempt Firemen & Hall, Eastern District 

City clocks 

Thirteenth Regiment Armor>' 

Pourtcenth Regiment Armory 

Twenty-third Regiment Armory 

Forty-seventh Regiment Armory 

Troop • ' C " Arm ory 

Second Signal Corps Armory 

Third Battery Armory 

Second Naval Battalion Armory 

Totals 



GaV. ; El-KCTRICITY. TOTAL 



«3a3 49 

699 68 

963 16 
x,X3« 08 
2.555 80 

26a 65 

490 7X 

96 81 
341 03 
X14 17 

«73 57 
37 27 

57 47 
89 67 

a,S97 79 
3,534 60 
2,341 36 

75 « 56 

J.355 73 

-658 64 

645 6x 

XC7 54 



$i8,ao8 28 



ix,663 59 
6,697 63 

7.357 67 
1,930 58 



676 74 
307 81 

<8o 55 
X24 64 



X03 90 



3.448 IX 

3.409 63 

44 65 
x,303 x6 

X.877 74 
847 75 



$39,364 X5 



•1,98: c8 
7.397 31 
6,319 S3 
3.05X 66 

«.555 So 
939 39 
3-7 81 
49071 

4&055 
aai 45 
341 03 
1x4 17 
»73 57 
•X31 17 

57 47 
8967 

5.045 90 
3,534 6o 
5.75089 

796 21 
3,658 88 

658 64 
a.5a3 35 

955 *9 



$47,473 43 



* In addition to this .«um $771 was expended lor fitting up the public libraries with electric-light appliances, 
the bill for which has not been passed for payment. 
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Gas. 



Electhicity. 



Lighting Sirttit a nd Avenuts^ iSgg. ^ 

Brooklyn Union Gas Co \ $169,783 21 

Kings County Gas amd Illuminating Co : x (3>835 86 

E. M. Gleason Manufacturing Co. and others it444 44 

Edison Electric Illumina ing Co i 

Edison Electric Illuminating Co., bridge and plaza I 

Flatbush Gas Co., Twenty-ninth Ward I 



Ligkiing Parks. 
Welsbach Street Lighting Company of America. 
New York and New Jersey Globe Gas-light Co. 

Flatbush Gas Co., Ocean parkway 

Edison Electric Illuminating Co 



<4-937 42 
3.>87 50 



<467,987 34 

1,116 90 

35f»35 60 



$10,372 64 
6,327 96 



Total. 



$385,063 51 



504.339 74 



♦789,403 25 

$8,124 9« 
i6,6co 60 



$211725 52 



RECAPITULATION. 



Gas- 



Public buildings $i8,2o8 28 

Streets and avenues 285,063 5 1 



$303»27i 79 



Electricity— 

Public buildings $30,035 15 

Streets and avenues 504i339 74 

Parks 16,60060 



Naphtha Welsbach — 
Parks 



550.975 49 



8,124 92 



Total lamps and lighting $862,372 20 



Lighting public buildings $48,243 43 

Lighting streets, avenues and parks 814, 128 77 



$862,372 20 



Appropriation, 1899 $870,712 67 

Expended, 1899 862,372 20 



Balance $8,340 47 
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Bureau of Electricity and Gas, I 

April 2, 1900. \ 



Hon, James J. Kirwin, Deputy Commissiorur, Departnunt of Public Buildings ^ Lighting and 
Supplies^ Borough of Brooklyn, New York, N. Y. : 
Dear Sir — I have the honor to submit the annual report of this Bureau for the year 1899. - 
Very respectfully, 

H. S. WYNKOOP, in charge of Bureau of Electricity and Gas. 

Exterior Conductors. 

The applications received numbered forty-three hundred and four (4304), of which forty-two 
hundred and three (4203) were granted and ninety-three (93) refused, eight (8) being held over 
for consideration during the ensuing year. These figures include subway construction as well. 
Twenty-one hundred and ten (21 10) poles have been erected in the outlying territory, while seven 
hundred and sixty-two (762) have been removed from the heart of the borough. The erection of 
three poles for every one removed can hardly be said to comply with the spirit of the Subway 
acts, although the extensions of overhead lines have occurred almost without exception ig sub- 
urban districts, where the conditions do not yet warrant the construction of subways. The 
department is unable to avoid this deplorable situation, being without authority to order the 
burial of wires. 

The extension of subways has been undertaken voluntarily by several companies, as in former 

years, so that we now have the following underground construction : 

Miles. 

Edison tube 56 

Low-tension subway (telephone) 47 J 

High-tension subway (various electric -lighting companies) 41} 

Throughout almost the entire length of low-tension subway one duct has been reserved for 
the use of the Police and Fire departments. Neither of these departments has an appreciable 
amount of cable in the ducts thus provided. Beside this provision in low-tension subways, the 
city wires can be accommodated in some of the high-tension subways ; but this should not be 
considered until after the space in low tension subways is exhausted. 

Pending the removal of poles, it has seemed desirable that they should be maintained in a 
decent condition. To this end, a careful inspection of all overhead lines is in progress, and, as a 
result of complaints sent out, we have secured the painting of some sixty-five hundred (6500) 
poles, previously unpainted. An old ordinance, still in force, of the City of Brooklyn requires 
this painting, and fixes a penalty for failure to comply. Nevertheless, the Fire Department is 
maintaining about thirty-five hundred (3500) poles, few or none of which are painted. The false 
position in which our Department is thus placed, by demanding of private corporations that which 
the City will not do itself, may be readily appreciated. 

The poles, whether painted or not, continue to be disfigured by the attachment of signs and 
advertising matter of all descriptions, in violation of an ordinance, still in force, of the City of 
Brooklyn. Complaints against the transgressors are of no avail, and are no longer sent out. To 
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remedy this evO, recource must be had to the courts, ignoring guilty subordinates and reaching 
oat for the principals — the advertisers themselves. 

Arc lamps swung over sidewalks, if not maintained in good condition, are liable to become 
a menace to life and property. A systematic inspection of these lamps and of the electrical appli- 
ances connected theiewith has been recently undertaken. Already eight hundred and seventy- 
one ($71) such lamps have been listed, and the work is proceeding as rapidly as it is possible for 
one inspector, detailed for the purpose, to cover the territory, the complaints on this branch of 
our work indicate that the inspection is badly needed. 

Incidental mention may be made of the voluntary removal by the companies of Bve hundred 
and eighteen (518) miles of wire from our highways during the past year. 

Merely a desultory attempt has been made to rid our highways of illegal wires, action being 
taken only when complaint is made. There must be many miles of unauthorized wires in the 
borough ; but their location, identification and removal would require much time that can ill be 
spared from more important work. 

As to electrolysis, the situation remains unchanged. 

Interior Conductors. 

Immunity from tires depends, in an appreciable degree, upon the closeness of the supervis- 
ion exercised over electrical installations, new and old, located in buildings. This branch of our 
work is covered as fully as is possible, in the absence of ordinances imposing a penalty for violations 
of the requirements of the Department. Four inspectors are detailed upon this work exclusively, 
and they have made 6,109 inspections, comprising 77,980 incandescent lamps, 2,827 ^^^ lamps. 
If 386^ k. w. of generators and 2,225 h. p. of motors. To cover the above appliances, 2,762 cer- 
tificates have been issued, as the result of 3,070 applications, and there are i>ending 168 appplica- 
tions for certificates. 

In addition to the inspection of new or altered electric work, for which applications are re- 
ceived by this office, our supervision has been extended to cover old work, especially that in thea- 
tres, factories, breweries and the like. While it is not required that this class of construction shall 
conform to the more rigid rules governing new work, it is demanded that dangerous conditions be 
removed immediately upon their detection. The prompt attention which our complaints receive 
is very satisfactory. 

Investigation has been made of all fires whose origin was attributed to electricity. The Fire 
Department has been requested to aid in this work by notifying us promptly of the occurrence of 
all fires that appear to be in any way attributable to electricity. No notifications have been re- 
ceived, and our records.show but two instances of this nature, in neither of which did serious dam 
age result. 

Fatal accidents from electricity have been of infrequent occurrence, carelessness on the part 
of the victim being generally the explanation in each case. 

The character of electrical material and workmanship is steadily improving under our inspec- 
tion. As a rule, the contractors themselves evince a gratifying readiness to conform to the re- 
quirements of the Department. To reach tliose contractors who studiously endeavor to evade 

9 
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compliance with our rules, I would suggest that legal steps be taken with a view to the institution 
of an examining board of electricians for the purpose of issuing licenses to approved persons, 
exactly as permission is now granted to those desirous of conducting a plumbing business, and in 
conformity with electrical license laws already in force in several States. 

Sixteen hundred and forty (1)640) complaints of objectionable electric work, exterior and 
interior, were sent out. Some of these were duplicates, rendered necessary by delayed action 
upon original complaints. 

Meter Proving. 

The public continues to avail itself of the Charter provision for the testing of meters upon 
complaint. One hundred and twenty-seven (127) gas meters have been proved, of which 85 were 
passed as correct, the remainder being turned over to the company for readjustment. In the 
absence of a legal stipulation as to what constitutes commercial accuracy in a meter, we are 
following the requirements of the London Gas Referees, which limit the error of a ** correct '* meter 
to less than 2 per cent, fast or 3 per cent. slow. It is interesting to note that the maximum errors 
found were 17J4 per cent, fast and 7 per cent, slow ; that 6 meters were exactly correct ; that the 
average error of 41 fast meters was 2^ per cent. ; and that the average error of 80 slow meters 
was 2^ per cent. 

No demand has been made upon the Department for the proving of electric meters ; and this 
is fortunate, for we have not the help required to undertake such work, although the apparatus is 
at hand. 

Routine Meter Certification. 

There have been 18,360 gas meters certified during the year. No meter that proves at all 
fast is certified ; but it may be as much as 3 per cent. slow. In this way allowance is made for 
the natural tendency of a meter to run slightly faster in service than its proof rate. These were 
mainly repaired meters. New gas meters, certified by the Department at large, are coming into 
the borough at the rate of 265 a month, a decrease of seventy-five per cent, over last year. No 
attempt has been made to certify those unsealed gas meters which are taken from one consumer 
and given to another without passing through the meter repair room of the gas company, as such 
certification would require the services of two more inspectors. I estimate the number of meters 
thus ignored by us at 125 per day. 

The matter of certifying electric meters has not been taken up, owing to insufficient 
appropriation. 

Tests op Illuminating Gas. 

Fourteen photometric tests were made of gas taken at random from various parts of the 
bqrough. In none of these tests did the candle-power fall below 20, which is the Charter 
standard. The average of the tests is 24)4^ candle-power. Those who complain of the poor 
illuminating qualities of Brooklyn gas can glean but small satisfaction from these figures. 

** It appears to me that there should be either Charter provision on municipal enactment, 
requiring the gas companies to maintain at all times on their systems an approximately uniform 
pressure, and defining the limits of variation from this standard." This extract from last year's 
report still holds true. 
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For the more frequent testing of illuminating power, and also for the taking up of the 
determination of impurities in the gas — apparatus for which has been provided — (here should be 
added to my force one Inspector of Gas Tests. 

Records. 

The office records of this bureau are in far better shape than they were at the end of 1898. 
Prior to June, 1899, this office was absolutely without cleiical help, the head of the bureau 
attempting to keep the essential memoranda himself, with such assistance as could be obtained, 
from time to time, from the inspectors. The appointment of a clerk has relieved the situation 
somewhat ; but it is even yet impossible to keep our records in the shape which the importance of 
the office demands. An additional clerk — preferably one with knowledge of typewriting — is 
urgently needed. 

The inventorying of all poles in the borough is progressing satisfactorily. Out of 43,000 
poles, about 28,000 have been plotted on the maps of the office. On the same maps are shown 
the subways that have been constructed. The most cursory examination of the maps shows that 
nearly every line of subway has parallel to it and on the same street a pole line of the same class. 

Electrical Construction. 

During the year this bureau has completed the installation of a 35-kilowatt electric lighting 
and power plant for the Disciplinaiy Training School. Specifications for electrical construction in 
Second Naval Battalion Quarters, in the Brevoort Branch of the Public Library, in the Kings 
County Jail and in the Fourteenth Regiment Armory have been drawn up under my supervision. 
In addition to the above, we have been charged with the care of the electnc equipment, of what- 
ever nature, located in the public buildings under the control of this Department. 

Postage and Transportation. 

• 

The shortage of postage stamps during the early months of the year caused considerable 
inconvenience, not only to the office, but also to the contractors, w!io were in many instances 
delayed three or four days in receiving notifications from the Department as to defective construc- 
tion. This trouble has of late disappeared. 

The vexatious question of carfares for this bureau is continually before us. Our appropriation 
for this purpose appeais to be insufficient. No relief is in sight, as the allowance for 1900 has not 
been increased, although six inspectors have been added to this bureau alone. Owing to this 
state of affairs, I am seriously crippled in the matttr of arranging for prompt inspections. Our 
work should be taken up as it comes to us, not as we choose to arrange it — otherwise, hardship to 
the contractor and to the tenant will result. Espnt du corps has led to considerable private 
expenditure for carfares ; but this cannot be expected to last indefinitely. I appeal to you for a 
solution of the problem, either by obtaining an increased contingency account, or by increasing the 
salaries of the inspectors so as to cover their expenses for carfares, or by providing other suitable 
means of transportation. The petty annoyance and the discouragement consequent upon the con- 
tinual straggle for carfare tickets has a strong tendency to impair the efficiency of the inspectors. 
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DOCUMENT «•!." 

Jamaica, January i8, 1900. 

Hon, Henry S. Kearny, Commissioner^ Public Buildings y Lighting and Supplies ^ No. 13 Park 
Row, New York City : 

Dear Sir — Herewith I have the honor of transmitting the quarterly report of the trans- 
actions of the Department of Public Buildings, Lighting and Supplies, Borough of Queens, for 
the quarter ending December 31, 1899. 

Yours respectfully, 

JOEL FOWLER, Deputy Commissioner. 

Quarterly Report ending December 31, 1899 — Department of Public Buildings, 

Lighting and Supplies, Borough of Queens. 

accounting department. 

Requisitions were made on the Finance Department, through the general office, during the 
quarter, chargeable to the several appropriations, as follows : 

" Salaries of Deputy and Employees, 1899 '* — 

October $2,235 68 

November 2,369 33 

December 2,404 65 

$7,009 66 

"Supplies and Repairs, 1899** — 

October $i»367 92 

November 2,675 04 

December if7>o 90 

»5>753 86 

«« Lamps and Lighting, 1899" — 

October $19,322 00 

November 21,232 58 

December 32,175 21 

$72,729 79 

** Contingencies, 1899"— 

October $195 42 

December 18 24 

$213 66 

" Lamps and^Lighting, 1898 *' — 

December $i»586 00 
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Orders Issued. 
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For ** Supplies and Repairs'* to the various buildings, offices and departments, in the 
Borough of Queens, during the quarter ending December 31, 1899, orders were issued showing 
estimated amount of expenditures, as follows : 

Coal and Wood, 

Oct. 4. City Magistrate's Court, Long Island City $27 00 

Nov. 16. Hackett Building, Long Island City 12000 

** 18. Village Hall, Far Rockaway 26 00 

Dec. 7. City Magistrate's Court, Long Island City 10 00 

** 22. Hackett Building, Long Island City 50 00 

" 22. Town Hall, Jamaica 250 00 

$483 00 
Carpets {Linoleum^ Rugs^ etc), 

Oct. 6. Sewer Department, Long Island City $25 00 

Electrical Work and Supplies, 

Oct. II. Hackett Building, Long Island City $20 00 

'* 28. Hackett Building, Long Island City 44 00 

Nov. 2. Village Hall, Far Rockaway 54 80 

18. Department of Public Buildings, Lightmg and Supplies, Borough of Queens. 20 00 

18. Village Hall, Far Rockaway 4 00 

Dec. 22. Hackett Building, Long Island City 125 00 

$267 80 
Fitting Up Offices. 

Oct. 6. Board of Public Improvements, Long Island City $347 00 

14. Deputy Receiver of Taxes, Long Island City 300 00 

24. Deputy City Clerk, Long Island City 65 00 

Nov. 18. Department of Taxes and Assessments, Long Island City 130 00 

$842 00 
Furniture {DesAs, Chairs^ etc. ). 

Oct. 5. Board of Public Improvements, Long Island City $60 00 

5. Health Department, Jamaica 46 00 

5. Board of Public Improvements, Long Island City 20 00 

13. Deputy City Clerk, Long Island City 165 00 

14. Deputy Receiver of Taxes, Long Island City 1500 

$306 00 
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Hardware^ eu, 

Oct. 3. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens $50 00 

'* 3. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens 50 00 

$100 00 
Law Books, 

Oct. 24. Finance Department, Long Island City $8 00 

Plumbing, ' 

Oct. 3. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens $25 00 

'* 28. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens 100 00 

28. Village Hall, Far Rockaway *..... 195 00 

Dec. 19. Town Hall, Jamaica 100 00 

$420 00 

Repairs to Buildings, 

Oct. 3. Town Hall, Jamaica $75 00 

17. Hackett Building, Long Island City 1 60 00 

14. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens 150 00 

24. Hackett Building, Long Island City 35 00 

Nov. 2. Village Hall, Far Rockaway 175 00 

2. Village Hall, Far Rockaway 233 00 

II. Town Hall, Flushing. 45 00 

II. Armory, Flushing 30 00 

17. Town Hall, Jamaica 35 00 

18. Village Hall, Far Rockaway 70 00 

25. Hackett Building, Long Island City 30 00 

25. Village Hall, Far Rockaway 97 50 

25. Hackfctt Building, Long Island City 135 00 

29. Town Hall, Newtown 75 00 

Dec. 8. Hackett Building, Long Island City 16000 

'* 16. Hackett Building, Long Island City 30 00 

»i>43S 50 
Telephone Service, 

Oct. 3. Department Public Buildings, Lighting and Supplies, Jamaica $80 00 

3. Office of President of Borough, Long Island City 50 00 

27. Board of Public Improvements, Long Island City 30 00 

$160 00 
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Miscellaneous — {Icty Laundry Work^ etc.. Clocks, Repairs, Shades, Lumber, etc)* 

Oct. 3. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens $50 00 

*' 3. Department cf Public Buildings, Lighting and Supplies, Borough of 

Queens 

" 3. Town Hall, Newtown 

" 3. Town Hall, Jamaica 

** 3. City Magistrate's Court, Long Island City 

" 3. Hackett Building, Long Island City 

" 3. Health Department, Jamaica 

" 3. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens 

" 3. Hackett Building, Long Island City 

" 3. Town Hall, Newtown 

*' 3. Town Hall, Jamaica 

3. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens 80 00 

5. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens 12 00 

13. Deputy Receiver of Taxes, Long Island City 7 00 

14. Department of Public Buildings, Lightmg and Supplies, Borough of 
Queens 15 00 

27. Deputy Receiver of Taxes, Long Island City ^9 50 

24. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens 15 00 

Nov. I. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens 

2. Board of Public Improvements, Long Island City 

16. Village Hall, Far Rockaway 

17. Town Hall, Jamaica 

" 18. Hackett Building, Long Island City 

21. City Magistrate's Court, Long Island City 

24. Hackett Building, Long Island City 

25. Department of Public Buildings, Lighting and Supplies, Borough of 
Queens 

25. Town Hall, Flushing 

" 25. Town Hall, Newtown 

25. Town Hall, Januiica 

25. Health Department, Jamaica 

**" 29. Hackett Building, Long Island City 

Dec. I. Department of Public Buildings, Lighting and Supplies, Borough of 

Queens 80 00 
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Dec. 7. Hackett Building, Long Island City $3 50 

•* 22. Town Hall, Jamaica 6 00 

Total $732 20 

Far Lighting Public Buildings ^ ttc»<, during the Quarter, 

Electric Illuminating and Power Company — 

Oct. 3. Hackett Building, Long Island City $165 00 

East River Gas Company — 

Oct. 3. City Magistrate's Court, Long Island City, and Pumping Stations Nos. 

I and 2, Long Island City 150 00 

Newtown Gas Company — 

Oct. 3. 18 lamps in Elmhurst $140 00 

Dec. I. 3 lamps in Newtown 6 25 

146 25 

Queens Borough Electric Light and Power Company — 

Oct. 3. Disposal Works, far Rockaway $55 00 

*' 3. I arc lamp, Far Rockaway 19 00 

74 00 

New York and Queens Gas and Electric Company — 

Oct. 3. Whitestone Water Works, Whitestone $40 00 

*' 3. Town Hall, Flushing 125 00 

" 3. Armory, Flushing 150 OO 

" 3. 8 arc lamps. Flushing, 141 67 

I)ec. 7. I arc lamp, Bowne Park, Flushing 8 00 

** 7* 5 g*s lamps, Bowne Park, Flushing 15 00 

479 67 

Jamaica Gas-light Company — 

Oct. 3. Soldiers* monument, Jamaica $50 00 

" 3. 13 street lamps, Jamaica 100 00 

** 3. Health Department, Jamaica 15 00 

165 00 

Richmond Hill and Queens County Gas-light Company — 

Oct. 3. 15 lamps (i2:as), Richmond Hill $46 25 

Dec. I. 9 gas lamps, Richmond Hill 1400 

60 25 

Total $1,240 17 
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Report of Electrical Transactions. 
ExUrior Wirinj^ Permits issued during Quarter ending December 31, 1899. 



Company. 



New Yoric and New Jersey Telephone Company 

Electric lUuminating and Power Company 

Fire Department t. 

Postal Telegraph and Cable Company 

New York and Queens Gas and Ellectric Company 

Jamaica Electnc-light Company 

N ew York and North Shore Railway Company 

De Kalb avenue and North Beach Railroad Company 

Jamaica Water Supply Company 

Long Island Railroad Company 

New York and Queens County Railway Company 

Western Union Telegraph Company 

Queens Borough Electric Light and Power Company 

Duplicate — Fire Department 

Total 



Oct. 


Nov. 


30 


46 


33 


10 


4 


3 


6 


• • 


8 


5 


4 


a 


3 


6 


a 


• • 




I 




z 




• • 




• • 

t 


80 


7« 



Dec. 



36 



a4 



3 
6 



3 

9 

I 



75 



TOTAL. 



113 

57 

7 
6 

16 

la 

9 

a 

z 
z 

4 

a 
z 
z 



as* 



For what Purpose, 



Erect poles and wires for city lights . . 

Erect poles 

Erect poles and wires 

Replace poles and wires 

Erect guy stubs 

Transfer poles and wires 

Transfer poles and wires for city light 

Reset poles 

Move poles and wires 

String wires 

Transfer wires 

Remove wires 

Erect lamps and wires 



Subway .. 
Duplicate 



Total. 



Oct. 


Nov. 


Dbc 


Total. 


z 


a 


6 


9 


9 


9 


5 


•^ 


zs 


7 


4 


"3 


4 


5 


8 


»7 


• .. 


z 


z 


1 3 


1 a 


• • 
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• • 
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4 


• • 
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■ • 


a 


5 


• • 


4 


9 


35 


44 


34 


JZ3 
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• • 


• • 


a 


z 
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3 


6 


7 
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I 


9 


a 


• • 


• • 


a 


• • 


z 


• • 


z 


80 


76 


75 
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Total applications received. 
Total permits granted 



231 
231 



Permits granted for telegraph, telephone and signal wires 129 

Permits granted for electric light and power 102 

231 



Interior IViringy Applications Received and CertificcUes Granted during the Quarter ending 

December 31, 1899. 



I I 

Applica- I CfRTiFi- I Incandbs- 

TIONS I CATE>. CENT. 

' I 



Akc. 



October . . . 
November. 
December . 



Total. 



49 

I 
59 I 

74 



49 

49 
61 



954 
a. 216 

983 



4 

>7 

a 



i8a 



«59 



4.15a 



83 



Motors. 



ir. 



Genir^- 

TOK». 



HP. 1-4 KW. 
5.55 HP. It.xiJ^KW. 
5.39K HP. , x.ioH KW. 



11-94^ HP. 4-a6 KW. 



Applications for interior wires from Inst quarter not complete 123 

Total number of inspections made by Inspectors 3*083 



The foliowing is a list of Complaints issued for Exterior and Interior Wirings during the 

Quarter ending December "^^x^ 1 899. 



Com PAN V. 



Electric Illuminating and Power Company 

New York and New Jersey Telephone Company 

J. B. McCoy & Sons 

Oxley & Enos 

T. F. Attix Electrical Engineering Company 

New York and Rockaway Beach Railway Company. 

R.J.Scheinoha 

G. R. Gray & Co 

New York and Queens County Railway Company 

G.Lallier 

Jamaica Electric-light Company 

Vosberg Manufacturing Company 

R. P. Buckland 

Queens Borough Eltctric Light and Power Company 



OCTOOBR. 


November. 


Dbcembbr. 


TOTAI^ 


9 


6 


4 


>9 




7 


6 


x8 




• • 


« • 






• • 


I 
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3 






• • 


• • 






• • 


X 






• • 


* • 






a 


X 






• • 


• • 






8 


X 


10 




• • 


• • 


• 


a 


• • 


a 




X 


I 


X 


3 
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COMPAHY. 



Fire Department 

J. H.Rusby 

Vew York and North Shore Railway Company. 
A.Jeib...: 



Wesser Brothers 

New York and Queens Gas and Electric Company.. » 

Jamaica Water Supply Company 

Strauss Electrical Engineering Company 

St John's Hospital 

A.A.Anderson 

J. F. Watts 

£. M. Anderson 

W.H.Boyes 

B. O. Ellis & Co 

W. Brodie '. 

Cook Electric Company 

Department of Highways 

R. E.Jones 

Gold and Stock Telegraph Company 

Newtown Light and Power Company 

Barrell & Tresham 

Iden & Co 



October. 



Total. 



30 



NOVBMBBR. DbCBMBBR. 



48 



I 

I 
I 

a 
1 

t 



3a 



Total. 



8 

3 



IZO 



Total namber of complaints attended to 

Total number of complaints 

Number of complaints left over and being attended to. . 
Total number of second notice complaints attended to. 



9" 
no 
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REPORT OF THE ERECTION OF CIl^Y LAMPS DURING THE QUARTER ENDING DECEMBER 

31. 1899. 

October- 
Electric Illuminating and Power Company : 

I arc lamp west side of Bartow street, 600 feet south of Broadway', Long Island City. 

Richmond Hill and Queens County Gas-light Company : 

7 gas lamps on Spruce street, north of Jamaica plank road, Richmond Hill. 
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December — 

Richmond Hill and Queens County Gas-light Company : 

5 gas lamps on Lincoln avenue, between Orchard street and Jamaica plank road, Rich. 

mond Hill. 
4 gas lamps on Grand avenue, between Myrtle avenue and Jamaica plank road, Rich. 

mond Hill. 

Newtown Gas Company : 

3 gas lamps on Hillside avenue, between Metropolitan avenue and Newtown road, 

Newtown. 

Electric Illuminating and Power Company : 

I arc lamp west side of Bartow street, about 540 feet south of Flushing avenue, Long 

Island City. 
I arc lamp northwest corner of Grand avenue and Bartow street. Long Island City. 
I arc lamp northwest comer of Grand avenue and Pomeroy street. Long Island City. 

4 arc lamps on Jackson avenue, between Steinway avenue and Heyser street. Long 

Island City. 

Report of Number 0/ Poles ana Arfumnt of Wire Removed by ihe different Companies during (ht 

Quarter ending December 31, 1899. 



Company. 



New York and New Jersey Telephone) 
Company ) 

Electric Illuminating and Power Company. . , 

Jamaica Electric-light Company 

Queens Borough Electric Light and Power) 
Company ) 

Brooklyn Heights Railway Company 

New York and Queens County Railway) 
Company ) 

Toul 



October. 



November. 



Pole*. 



13 

3 

• • 

26 

23 
50 



«M 



Miles 
Wire. 



Poles. 



Miles 
Wire. 



a. 05 



t6 

a 



33-07 
.58 



•.05 



18 



33-65 



December. 



Poles. 



4 
18 



Miles 
Wire. 



ao.io 
.83 



.. , . 



soo 



laa 



20.93 



Total. 



Poles. ! 



16 

37 

« 

a6 

93 
150 



254 



Miles 
Wire. 



55 



56.6$ 



EENS, > 



City of New York, 
Dep.vrt.me.nt of Public Buildings, Lighting and Supplies, Borough of Queen 

Jamaica, February i, 1900 

Hon, Henry S. Kearny, Commissioner Public Buildings ^ Lighting and Supplies^ No. 21 
Park Row, New York City : 

Dear Sir — Herewith attached, I have the honor of submitting a detailed report of the 
transactions of the Department of Public Buildings, Lighting and Supplies, Borough of Queens, 
for the year 1899, subdivided as follows : 
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1. Accounting Department. 

2. Orders issued for Supplies and Repairs. 

3. Public Buildings. 

4. Lamps and Lighting. 

5. Electrical Bureau. 

Respectfully submitted, 

JOEL FOWLER, Deputy Commissioner. 

Annual Report for the Year 1899. 

accounting ^department. 

appropriation — ** Salaries of Deputy and Employees, 1899 '* $30,420 00 

September 7, less transfer to Contingencies $500 00 

November 10, less transfer'to Supplies and Repairs i)500 00 

2,000 00 

$28,420 00 
Vouchers issued against same to December 31, 1899 27,909 95 

Balance (final) $510 05 

Lppropriation — " Supplies and Repairs, 1899 " $20,000 00 

Add November 10, transfer from Salaries, etc., account i^Soo 00 

$21,500 00 
Vouchers issued against same to December 31, 1899 18,618 71 

Balance (to meet outstanding orders) $2,881 29 
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ppropriation— ** Lamps and Lighting, 1899 '* $344)09i 84 

Vouchers issued against same to December 31, 1899 190,459 87 

Balance (to meet outstanding contracts and orders) $153,631 97 

appropriation — ** Contingencies, 1899 " $500 00 

Add September 7, transfer from Salaries, etc 500 00 

$1,000 00 

Vouchers issued against same to December 31, 1899 712 98 

Balance (to meet outstanding contracts and orders) ^ $287 02 

appropriation — ** Lamps and Lighting for 1898" $244,291 84 

Vouchers issued against same up to December 31, 1899 219,610 74 

Balance $24,681 10 
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ORDERS ISSUED. 



Orders were issued for supplies and repairs, fitting-up offices, etc., for the varions depart- 
ments and offices, buildings, etc., in the Borough of Queens, for the year 1899, with returned 
amounts, as follows : 



President of the Borough, Long Island City 

Town Hall, Jamaica 

* 

Town Hall, Flushing 

Town Hall, Newtown 

Hackett Building, Long Island City , 

Village Hall, Jamaica 

Village Hall, Far Rockaway 

Armory, Flushing 

Healey Building, Far Rockaway 

Magistrate's Court Building, Long Island City , 

Department of Public Buildings, Lighting and Supplies, Borough of Queens. 

Department of Buildings, Jamaica 

Department of Health, Jamaica , 

Department of Sewers, Long Island City 

Department of Finance (Auditor), Long Island City 

Department of Bridges, Long Island City 

Department of Water Supply, Long Island City 

Department of Highways, Long Island City 

Department of Highways, Jamaica 

Department of Finance (Expert Accountant), Jamaica 

Department of Assessments and Arrears, Long Island City 

Department of Taxes and Assessments, Long Island City 

Deputy City Clerk, Long Island City 

Board of Public Improvements, Long Island City. . . » 

Coroner's Office, Jamaica 

Municipal Court, First District, Long Island City 

Municipal Court, Second District, Newtown 

Municipal Court, Third District, Jamaica 

City Magistrate's Court, First District, Long Island City 

City Magistrate's Court, Second District, Flushing 

City Magistrate's Court, Third District, Far Rockaway 

Deputy Receiver of Taxes, Long Island City 



$28227 


1,325 6S 


39915 


49278 


3»387 98 


6330 


1,493 10 


450 10 


57 55 


5425 


3,646 12 


263 70 


23902 


421 30 


241 95 


500 


5897s 


861 20 


76 00 


434 30 


552 10 


743 57 


497 76 


492 03 


75 41 


612 01 


5500 


55 a> 


45 32 


109 00 


5 00 


3,472 56 



$21,499 26 
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BUILDINGS. 



The following is a statement of the buildings in the Borough of Queens of which this 
Department had cognizance and control during the year 1899 : 



Building. 



Location. 



Hackett Building 

City Magistrate's Court Building. 
Municipal Court Building 



Jackson avenue, corner Fifth street, First Waril, ) 
Long Island City ) 

Comer Sixth street and East avenue. First Ward, ( 
Long Island City j 

No. 46 Jackson avenue. First Ward, Long Lland City. 



Lrased 

OR 
Owned. 



Leased. 



Third floor. Long Island City Savings Bunk > 
Building. f 

) 



Old Court Building 

Town Hall, Newtown 

Town Hall, Flushing 

Armory, Flushing 

Town Hall, Jamaica < 

Second floor, Bemhard Court Building 

Second floor, Jamaica Savings Bank Building. 

Third floor, Faber Building 

Village Hall, Far Rockaway j 

Healey Building, Far Rockaway 

Village Hall, Jamaica 

Village Hall, Arveme 



Jackson avenue. First Ward. Long Island City 

Broadway and Court street. First Ward, Long ) 
Island City j 

Broadway and Court street. Second Ward, Newtown. 
Broadway and Lindm street. Third Ward, Flushing. . 

Amity street, Third Ward. Flushing 

Fulton street and Flushing avenue. Fourth Ward, i 
Jamaica ) 

Nos. 373 and 374 Fulton street, Fourth Ward, Jamaica 



Owned. 



*• 



Leased. 



Fulton street. Fourth Ward. Jamaica. 



I 



Central avenue, near Mott, Fifth Ward, Far Rock- 
away 

Mott .1 venue, Fifth Ward, Far Rockaway 



>••••••• 



Union avenue, Jamaica. 
Arveme 



Owned. 
Leased. 
Owned. 



Hackett Building. 

This building, known as Borough Hall, is occupied by the following Departments : 

Departments of Highways and Street Cleaning, Department of Sewers, Department of Water 
Supply, Department of Bridges, Department of Taxes and Assessments, Department of Assess- 
ments and Arrears, Office of the Deputy Receiver of Taxes, Department of Finance (Deputy 
Auditor), Office of the President of the Borough, Office of the Deputy City Clerk, Office of the 
Deputy City Paymaster and the Office of the Bureau of Licenses. 

In order to arrange the interior of the building to meet the requirements of the various De- 
partments it was necessary to expend considerable money for carpenter work, painting, plastering 
work, plumbing, electrical fixtures, etc. Office furniture and supplies were furnished the above 
Departments during the year, as required. 



City Magistrate's Court. 

First District — The building occupied by the above Court was leased by the officials of Long 
Island City previous to consolidation. It is unsuitable for Court purposes, its sanitary condition 
vile, and its location undesirable. The lease having expired April last, and not renewed, it was 
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expected that other quarters would be assigned ; for that reason practically no expense has been 
incurred in fixing up the bnilding, except for the usual furniture and supplies. 

Municipal Court. 

First District— This building was leased by the proper city authorities, and such interior 
alterations made as to suit the convenience of a court ; necessary Judges* benches, furniture, etc., 
were provided, making a comfortable and convenient court-room. 

Long Island City Savings Bank Building. 

Third floor — These rooms were assigned to the Topographical Bureau, Board of Public 
Improvements. The necessary supplies and furniture have been furnished on requisition. 

Old Court Building (Astoria). 

This building is owned by the city ; it is in adelapidated condition and useless for city pur* 
poses. It is occupied by a caretaker. 

Town Hall (Newtown). 

Building occupied by the Municipal Court, Second District, and Police Department. The 
building is in good condition and only a few slight repairs were necessary. The court has been 
furnished with the necessary supplies, law books, etc. 

Town Hall (Flushing). 

Occupied by the City Magistrate's Court, Second District, Police Department and the Local 
Superintendent of Highways. The usual Janitor's supplies have been furnished and necessary 
repairs made. 

Armory (Flushing). 

Occupied by the Seventeenth Separate Company, K. G., S. N. Y. Light, fuel and other sup- 
plies have been supplied. One oi the towers was destroyed by fire last March, and replaced at an 

expense of $135. 

Town Hall (Jamaica). 

Occupied by the Court of Special Sessions, ^Municipal Court, Third District ; Depart- 
ment of Buildings, Department of Public Buildings, Lighting and Supplies, Coroner's Office, 
Police Department and Local Superintendent of Highways. 

The building is in fairly good condition, repairs having been made to the roof and leaders, 
and it was found necessary to thoroughly overhaul the heating apparatus, which had been in 
service several years. Alterations have been made in the court-room, providing convenient 
rooms for the Court Clerks. 

The Bern hard Court Building. 

Second floor — These rooms were assigned to the Department of. Health and the Assistant 
Register of Records. The necessary furniture and supplies have been furnished on requisition. 
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Jamaica Savings Bank Building. 

Second floor — Occupied by the Department of Finance (Expert Accountant). All necessary 
supplies have been furnished as required. 

Faber Building. 

Third floor— Occupied by the Law Department (Assistant Corporation Counsel), until 
October, 1899, when the oflice was removed to Manhattan. The usual supplies were furnished 
during their occupancy. 

Village Hall (Far Rockaway). 

This building had been unoccupied since consolidation. It has been put in thorough 
condition and is now occupied by the City Magistrate's Court, Third District, and the Local 
Superintendent of Highways. 

The exterior of the building has been considerably altered, painted and all necessary 
repairs made. The interior has been altered, the walls papered, woodwork painted, plumbing 
overhauled, new heating apparatus and electric-light fixtures provided. The court room has 
been fitted up with Judge's bench, etc., making the building one of the most convenient and 
comfortable for court purposes in the borough. 

Village Hall (Jamaica). 
Building occupied by the DepuHicut of Health and Assistant Registrar of Records until 



July I, 1899, aad Wag unsuitable Ibr Che i«quiffements of the Department, quarters were assigned 
them in the Benduod Court Buildiig. 

On October 31, 1899, the Municipal Anembly set the building aside for the use of the 
Excelsior Hose Company. 

Village Hall (Arverne). 

The first floor of this building is occupied by the Fire Department ; the second floor b held . 
by the Arvcrne-by-the-Sea Association under a five (5) years* lease, executed by the former Village 
Trustees of the Village of Arverne on November 27, 1897. 

No expenditure has been incurred by this Department during the year. 

December 31, 1899, ^ complete inventory of the property of the City contained in the 
varioas buildings in the Borough of Queens, was made and filed in the office of the Commissioners 

lamps and lighting. 

Contracts. 

< Following is a list of contracts in force during the year 1899 : 

Electric Illuminating and Power Company, Long Island City. 
' Margaret Dwyer, Village of Flushing. 
Edwin Garsia, Jr., Town of Flushing. 
Jamaica Electric-light Company, Village of Jamaica. 
10 
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)'amaica Electric-light Company, Brooklyn Hills. 

Jamaica Electric-light Company, Woodhaiwn* 

Jamaica Electric-light Company, District No. 5. 

Jamaica Gas-light Company, Dun ton. 

Jamaica Gas-light Company, public buildings. 

New York and New Jersey Globe Gas-light Company, Arveme-by-the-Sea. 

New York and New Jersey Globe Gas-light Company, Rockaway Beach. 

Patrick Neagle, Inwood (lights discontinued April 21, 1899). 

New York and Queens Gas and Electric Company, Village of Flushing, successors t 
Flushing Gas and Electric Light Company. 

New York and Queens ^as and Electric Company, Town of Newtown, successors t 
Newtown Light and Power Company. 

New York and Queens Gas and Electric Company, College Point, successors to the New 
and Queens Light and Power Company. 

New York and Queens Gas and Electric Company, Village of Flushing, successors t 
New York and Queens Light and Power Company. 

New York and Queens Gas and Electric Company, Town of Flushing, successors to the 
York and Queens Light and Power Company. 

New York and Queens Gas and Electric Company, Village of Whitestone, successors t 
New York and Queens Light and Power Company. 

New York and Queens Gas and Electric Company, Village of Whitestone, successors t« 
New York and Queens Light and Power Company. 

New York and Queens Gas and Electric Company, Village of Whi^tone, successors to 
New York and Queens Light and Power Company. 

Newtown Gas (Company, Town of Newtown. 

Queens Borough Electric Light and Power Company, Far Rockaway. 

Queens Borough Electric Light and Power Company, Inwood and Edgem^, sixteen iu 
discontinued in Inwood April 21, 1899. 

Queens Borough Electric Light and Power Company, Rockaway Beach. \ 

Richmond Hill and Queens County Gas-light Company, Richmond Hill. 

Welsbach Street Lighting Company of America, College Point. 

Bowery Bay Electric Light and Power Company, North Beach (lights discontinued^Ujg 
12, 1899). 

Following is a statement of street lamps in service January i, 1899, Borough of Queen- 

Arc electric lamps (of which 30 are free) 

Incandescent electric lamps 

Gas lamps 

Welsbach gas lamps 

Naphtha lamps 

Oil lamps 

Total 



< 



I 
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Additional Lamps Placed in Service during the Year 1899. 

Arc electric lamps '. . .. t 33 

Welsbach gas lamps 4 

Gas lamps 27 

Total 64 

I additional gas lamp at Rockaway Beach, in service from August i to October I. 
4 additional naphtha lamps at Arveme, in service from July 24 to October I. 

» 
Lamps Discontinued, 

Queens Borough Electric-light and Power Company, In wood (arc lamps) 16 

Patrick Neagle, Inwood (naphtha lamps) 250 

Bowery Bay Electric-light and Power Company, North Beach (arc lamps) 28 

Total lamps discontinued 294 

The street lamps in service in the Borough of Queens, December 31, 1899, were as follows : 

Arc electric lamps (of which 31 are free lamps) i)93i 

Incandescent electric lamps 140 

'Welsbach gas lamps 297 

Gas lamps 3f8i2 

Naphtha lamps. 620 

Oil lamps 40 

Total. 6,840 

# 
At intenrals during the year the street lamps operated by the various companies have been 
jxispected and coanted and the time of lighting and extinguishing looked after. 
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Statement of the amounts deducted from the bills of companies, on account of lamps not 



Company. 



f 



Bowery Bay Electric-light and Power Company 

Electric Illuminating and Power Company 

New York and Queens Gas and Electric Company, Flush- 
ing Village 

Jamaica Electric-light Company, Jamaica Village 

Jamaica EUectric- light Company, Woodhaven 

Queens Borough Electric-light and Power Company, 
Rockaway Beach 

New York ana Queens Gas and Electric Company, Flash- 
ins; Village 

New York and Queens Gas and Electric Company, T-»wn 
of Flushing 

New York and Queens Gas and Electric Company, Col- 
lege Point 

New York and Queens Gas and Electric Company, 
Whitestone 

New York and Queens Gas and Electric Company, New- 
town 

Newtown Gas Company, Newtown 

Richmond Hill and Queens County Gas-light Company.... 

Total 



January. 



<i 78 



97 



Fbbkuaky. 



$13 78 

29 43 

• • • • 

74 



32 



xo 96 



March. 



$0 76 
9 09 



r 60 



3 70 
za 19 

55 

I 78 

• • • • 

04 



April. 



♦076 
9 09 



63 



78 



HS 



being lighted, as per Police reports, during the year 1899. 



May. 


JUNB. 


July. 


August. 


Skptbmbbr. 


October. 


NOVBMBER. 


Dbcbmbsr. 


Total. 


$2 30 


$3 45 


|X3 97 


$10 36 


lai 48 


|o 77 


• • • • 


• • • ■ 


«7S 93 


8 89 


6 ja 


850 


16 79 


5 93 


XX 96 


169s 


$1837 


X39 76 


• • • • 


• • • ■ 


• • • • 


• • • • 


29 




• • • • 


98 


I 97 


I 40 


98 


• • • • 


4 77 






308 


• • • • 


XI 8x 


• • • • 


• • • • 


• • ■ ■ 


• • • • 






9 41 


• • • • 


9 41 


Ded 


uc ted da 


ring the y 


ear. 










xox 86 


• • • • 


X4 


ai 93 


14 






14 


4Z 


95 7X 


so 37 


• • • • 


Z9 19 


• • • • 






• • • • 


• • • • 


34 65 


• • • • 


• • • • 


• • • • 


• • • • 






• • • • 


• • • • 


55 


"65 


27 


S 4a 


36 






«9 


ao6 


X9 83 


• • • • 


• ■ • • 


• • • • 


• • • • 




43 


• • • • 


• • • • 


43 


• • ■ ■ 


• • • • 


• • ■ • 


■ • • • 






• ■ • • 


• • • • 


XX 00 


• • • • 

• • • • 


• • • • 

• • • • 


• • • • 

• • • • 


• ■ • • 

• • • • 






xo 

• • • • 


• • • • 

• • • • 


xo 


l4" 31 
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REMARKS. 

The snrplus in the appropriation for ** Lamps and Lighting^* was occasioned by the &ct 
that provision was made to pay the amounts of the contracts made with the Jamaica Electric- 
light Company, Lighting District No. 5 (Town of Jamaica) ; the Queens Borough Electric-light 
and Power Company (InWood Lighting District) ; the Bowery Bay Electric-light and Power 
Company (North Beach Lighting District), and of Patrick Neagle (Inwood Lighting District), tor 
the year 1899. 

The Appellate Court having decided that the contract made for Lighting District No. 5 
(Jamaica) was invalid, the amount this company would have received was withheld. 

Pursuant to an act of the Legislature changing the easterly boundary line of the city the 
Inwood Lighting District was removed, thereby relieving the City from lighting the same, from 
the 2 1 St day of April, 1S99. 

Owing to litigation and the questioned validity of their contract, the Bowery Bay Electric- 
light and Power Company, at North Beach, extinguished their lamps October 12, 1899. 

And by judicious alterations in fixtures and appliances for lighting public buildings a consid- 
erable saving was effected. 

Jamaica, February 7, 1900. 

The following is a summary of the electric transactions of the Department of Public Buildings, 
Lighting and Supplies, Borough of Queens, during the year 1899. 

Applications Received and Permits Granted for Exterior Work. 

Total number of applications received 1,072 

Total number of permits granted 1,063 

Total number of duplicate permits 9 

Total number of permits for signal wires 560 

Total number of permits for electric light and power 502 

Total number of permits for city gas lamps ' 

i 

i»o63 

Applications Received and Certificates Granted for Interior Work. 

Total number of applications received 913 

Total number of certificates granted 783 

Total number of incandescent lamps . . . .* 17,906 

Total number of arc lamps 137 

Total number of outlets 530 

Total number of service 5 

Total number of motors, 234/^ H V 75 

Total number of generntors, 88 j^ K W 8 

Total number of heaters 3 
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Complaints sent to the various Cowtpanies and Contractors. 

Total number ot complaints 5^ 

Total number of complaints attended to 39^ 

Total number of inspections made by Inspectors 9*323 

Poles and Wires Remtmtd by the various Companies, 

Total number of poks. 700 

Total amount of wires, miles 136. 41 

Permits Gf anted Jor Exterior Work, 



Electric Illuminating and Power Company 

New York and New Jersey Telephone Company 

L. Fabor 

Queens Borough Electric-light and Power Company. . . . 

Fire Department 

Jamaica Electric-light Company 

Newtown Light and Power Company 

New York and Queens Gas and Electric Company 

New York Sugar Refining Company 

Long Idand Railroad Company 

Richmond Hill and Queens County Gas-light Company 

New York and Queens County Railway Company 

Bowery B^ty Electric-light and Power Company 

Western Union Tel^raph Company , 

New York and Rockaway Beach Railway Company 

New York and North Shore Railway Company 

Brooklyn Heights Railroad Company 

Jamaica Water Supply Company ; . . 

Postal Telegraph Company 

DeKalb Avenue and North Beach Railway Company . , 

Total...., 

Duplicate Permits. 

New York and Queens Gas and Ellectric Company 

Queens Borough Electric-light and Power Company..., 

New York and New Jersey Telephone Company 

Fire Department 

Total •. 



QUARTBRS. 



c 



44 
103 

T 
40 

33 
9 

X 

s8 

X 

a 

X 

as 



978 



c 
o 



48 

i6x 

• • 

49 

• • 

36 

a 

33 



7 

23 

1 

X 



35X 

X 

5 



978 



357 



• 

•0 
H 


JG, 


99 


57 


»3« 


XXX 


• • 


• • 


6 


X 


• • 


7 


5 


X9 


• • 


• • 


»5 


«7 


. . 


• • 


. • 


X 


. . 


. • 


XO 


4 


9 


• • 


3 


9 




9 


■ • 


X 


1 




• • 


6 


• • 


9 


304 


930 


• • 


• • 


• • 


• • 


9 


■ • 


• • 


I 


906 


93X 



1 

X7X 

506 

I 

96 

40 

3 

83 

X 

3 

X 

46 

3» 
6 

9 

XO 

X 
X 

6 

9 

«,o63 

X 

5 

9 
I 

x,o7» 
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For What Purpose, 



Erect poles 

Erect poles and wires 

Erect poles and wires for City lights 

Heplacc poles 

Reset poles. 

Move poles 

Transler poles and wires and City light. 

Erect guy poles , 

String wir<» 

Move wires 

Remove wires. 

Hang lamp and wires 

Erect transformer 

Subway 



Erect gas lamps. 



Total. 



Duplicate Permits. 

Erect poles and wires for City light 

Erect poles 

String wires 



Total. 



Quart BRs. 



C 

b. 

a8 

»3 
zo 

67 
4 

3 

a 

• • 

«33 

4 




"2 



3 
U. 



39 
2a 

14 

34 

3 
II 

z 

• • 

3a6 

• • 

I 

5 

z 

4 



«5 

TI 

I 

94 

9 

4 

■ • 

9 

133 

I 



978 



978 



83 
»3 

9 
>7 

a 

9 

«3 

9 

"3 

a 
6 

9 



35« 



904 930 



5 

z 



357 



906 I 931 



.0 



105 

79 

34 

«3» 

II 

a? 
16 

XI 

C05 

7 

7 

xB 

X 

9 
I 



1,063 



I 



5 

3 

z 

Z,079 



Total number of applications received I1O72 

Total number of permits granted i,o6j 

Total number of duplicate permits granted I 



Total permits granted for telegraph, telephone and signal wires. 

Total permits granted for electric-light and power wires 

Total permits granted for gas , 



560 

502 

I 



Duplicate permits — 

Electric-light and power wires 

Telegraph, telephone and signal wires. 

Total 



1,063 

6 
3 



1,072 
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Interior IVork. 



Quarter. 



First 

Second 

Third 

Founh 

Total 



Applica- 
tions. 


Certific- 
ates. 


Incan- 
descent 
Lights. 


Arc 
Lights. 


9 



xa7 


loa 


3,666 


ax 


84 


.174 


>83 


4.757 


47 


33 


330 


«39 


5.3»» 


46 


413 


i8a 


»59 


4,I«9 


'3 


• • • 


9«3 


783 


17,906 


X37 


530 



Motor. 
No. OF HP. 



ii-3«M HP. 
3«-55l HP. 

aa-sxji HP. 
xi.945i HP. 



75-934 A HP. 



Gbnerator<«, 
No. or KW. 



I 
X 



2-xa^ KW. 

a. 50 
4.a6 



ZMyi KW. 



.S 



Total number of applications left over , 

Total number of inspections made by Inspectors. 



119 
9.323 



Complaints. 



First quarter. . . 
Second quarter 
Third quarter.. 
Fourth quarter. 



Total. 




Complaints 
Attbnobd To. 



29 
138 

150 
9« 



398 



There are left over 132 complaints which are being attended to. 

Four hundred miles of wire are now placed in subways built during the year of 1899. 

Report of Poles and Wires Removed hy the Different Companies Operating in the Borough 

of Queens during the Year 1899. 



New York and New Jersey Telephone Company... 

Western Union Telegraph Company 

Fire Department 

Electric Illuminating and Power Company 

Jamaica Electric-hght Company 

Queens Borough Electric-Kght and Power Company 
New York and Queens County Railway Company.. 
Brooklyn Heights Railroad Compsuiy 

Total 



Poles. 


1 Miles op 

WiRB. 


xa; 


1 

1 «a4.«9 


5 


.50 


I 


2. as 


xox 


, a.ao 


97 


• • • • 
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6.00 


X96 


X.OO 


a6 


.a7 


700 


X 36.41 



ISO 

It will be noticed by comparison that the business of the Electrical Bureau has greatly 
increased during the year 1899. 



1899. 



Exterior — 

Permits granted 

Interior — 

Applications received 

Certificates granted 

' Certificates granted for incandescent lamps 

Complaints sent to the different companies and contractors. 
Poles smd wires removed by the different companies — 

Poles 

Wires, miles ••. 




9«3 

9«5 

i7,go6 

500 

700 

136 



The various companies in the borough have been instructed to paint and brand their poles, 
v-which has been complied with in nearly every instance. 

The companies complam that after painting and branding poles they are made unsightly by 
hc'mg pasted with bills, etc. 

Over fifty miles of poles have been transferred and reset to straighten the lines, so as to con- 
form with the rules and regulations of the Department. 

Previous to consolidation the same poles were used for signal, electric light and power wires, 
consequently causing a dangerous condition. The companies have been notified to separate their 
lines, which has been done to a great extent. 



DOCUMENT "K." 

New Brighton, Borough of Richmond, ) 

January 2, 1900. f 

//on, Henry S. Kearny, Commissioner, Public Buildings, Lighting and Supplies, New York 
City : 

Dear Sir — I respectfully submit the following report of the transactions of this Department, 
in the Borough of Richmond, for the quarter ending December 31, 1899, also review of year : 

Very respectfully, 

EDWARD I. MILLER, Deputy Commissioner. 

statement of vouchers transmitted during year 1899 TO general office. 

** Supplies and Repairs, " 

Quarter ending March 31, 1899— "Supplies and Repairs,'* 1898 $1,826 45 

March 31, 1899—** Supplies and Repairs," 1899 736 67 
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Quarter ending June 30, 1899—** Supplies and Repairs," 1899 $1,267 47 

** September 30, 1899—** Supplies and Repairs," 1899 4.254 82 



The following is a list of vouchers transmitted during quarter ending December 31, 1899 : 



DATBf 



«« 

Sept. 
«( 

«« 



•< 



Oct. 



<« 



«« 



«( 



Nov. 



4f 



f« 



Dec. 



4( 



«« 



M 



«« 



•« 



«• 



•« 



«« 



«« 



(t 



93, X899 

ao. " 
ai. 
at. 
ai, 
30. 
30. 
a. 

9. 
II. 

XI. 
IX, 

II, 
II. 
zx. 

a7. 
a8. 

31. 
6. 

6. 
13. 
15. 
30. 
30. 

I. 

4* 

7. 
It. 
a6. 



«. 



«< 



** 



<« 



«t 



•t 



«« 



«« 



«( 



In Favor of. 



J.Warren Mead, Agent 

David F.Dobie 

Morey & LaRue 

G. R. Mersereau 

The Bsmks Law Publishins Company 

G. R. Mersereau 

Richmond Ice Company 

Dwyer Sullivan 

Trow Directory Printing and Publishing Company 

New York and New Jeney Telephone Company 

«« 

/ 

•• 

«« 

Hilliax]^ Manufacturing Company 

Kinsey, Ratner & Thompson 

Frank Sheridan 

D.S.MelviUe 

«« 

James Snyder 

William O'Brien 

Thomas F. Quinlan 

New York and New Jersey Telephone Company 

James Snyder 

EUmer G. Willyoung 

William O'Brien 

New York and New Jersey Telephone Company 

Total 



Amount. 



I90 50 

13 7X 

9 00 

6i 00 

54 00 
tx 00 

6 38 

4 00 
la 00 

8 00 

87 55 . 

8a 50 
8a 50 

155 10 

64 50 

55 00 

a4 75 
960 00 

X9 00 

30 00 

54 00 
159 85 
a45 00 
az6 00 

18 as 

5J 00 

5667 

90 00 

60 CO 

66 05 



0.884 31 
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** Lamps and Lighting,'*'* 

Quarter ending March 31, 1S99— *< Lamps and Lighting,*^ 1898 $23,848 45 

*' March 31, 1899 — ** Lamps and Lighting/* 1899 200 00 

** June 30, 1899 — ** Lamps and Lighting/* 1899 342 30 

" September 30, 1899 — ** Lamps and Lighting,'* 1899 320 85 



The following is a list of vouchers transmitted during quarter ending December 31, 1899 : 



Datb. 



Apr. 



Oct. 



Sept. 30, 

Oct. 31 
Nov. 30 



1859 



<< 



•« 



If 



<f 



In Favor of. 



New York and Staten Island Electric Company. 



•• Alexander Van Pelt 

Richmond County Gas-light Company. 



Alexander Van Pelt. 



Toul 



Amount. 



t4x6 so 

40a 81 

416 50 

3,a88 56 

«.707 44 

374 73 
9,^91 16 

a.3a4 44 
a.94« 37 
9.«9« «5 
3,a«5 00 

375 «• 
«.944 50 
2.941 37 

«.73B 44 

3,394 44 

ICO 00 

99 80 

ICO 00 

SCO 00 



•74.5a» 97 



* * Contingencies, ' ' 

Quarter ending June 30, 1899—** Contingencies,** 1899 

** September 30, 1899 — "Contingencies,** 1899. 



$64 60 
86 15 



153 



The following vouchers were transmitted during quarter ending December 31, 1899 : 



Datb. 



Sept. ai, 1899 
Oct a, " 






(« 



*« 



a. 



a. 



Dec. xs, " 



Morey & Larue 

John A.Driacoll 

Dvryer Sullivan 

Hammobd Van Vechten 

George Sheridan 

Edward I. Miller 



Total. 



In Favor of. 



Amount. 



$8 75 
13 00 
8 00 
z8 50 
a6 55 
10 00 



$84 80 



RECAPITULATION. 

Quarter ending March 31, 1899, ** Supplies and Repairs/* 1898. . . . 

March 31, 1899, ** Supplies and Repairs,** 1899. . . . 

June 30, 1899, << Supplies and Repairs,** 1899 

September 30, 1899, ** Supplies and Repairs,** 1899. 
December 31, 1899, ** Supplies and Repairs,** 1899. 
March 31, 1899, *< Lamps and Lighting,'* 1898. . . . 

March 31, 1899, ** Lamps and Lighting,** 1899 

June 30, 1899, ** Lamps and Lighting,*' 1899 

September 30, 1899, ** Lamps and Lighting,** 1899. 
December 31, 1899, ** Lamps and Lighting,** 1899.. 

June 30, 1899, ** Contingencies,** 1899 

September 30, 1899, ** Contingencies," 1899 

December 31, 1899, ** Contingencies,** 1899 



(4 



»i 



41 



44 



4i 



»t 



44 



II 



44 



44 



44 



44 



$1,826 45 


736 67 


1,267 47 


4.254 82 


2,884 31 


23.848 25 


200 00 


342 30 


32085 


74.521 97 


64 50 


86 15 


84 80 


$110,438 54 



ORDERS ISSUED DURING YEAR 1899. 

** Supplies and Repairs.*^ 

Orders issued during quarter ending March 31, 1899 $i>295 97 

Orders issued during quarter ending June 30, 1899 1.583 47 

Orders issued during quarter ending September 30, 1899 2,415 67 
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The following is a list of orders issued during quarter ending December 31, 1899 



Date. 



Oct. 4, 1899 



" 84. 

Nov. j, 

'• 9. 
" 20, 

•• 28, 

•• a8. 

•• 29, 

Dec. 13. 

•• 12, 

" 13. 
" 15. 

" 81. 



*« 



t« 



28, 



a?, 



22, 



33. 



23, 



32. 



87. 
27f 



*• 



«« 



• i 



Description. 



Coal 

Kepairing boiler 

Office furniture 

Building desk 

Repairing typewriter... 

Photometer 

Electrical repairs 

Building fence 

Stoves, etc 

Building oak cabinet. . . . 

Wood and coal 

Coal 

Stoves, etc 

Motor and case 

Installing electric lamps. 

Official seals 

Repairs to windows 

Electrical equipments... 
Saie 



*« 



Letter press 

Time stamp 

Book typewriters. 



Whb: b Furnished. 



Surrogate's office , 

Edgewater Village Hall. 

Receiver of Taxes 

County Clerk 

Public Buildings, etc ... . 



Edgewater Village Hall 

New Brighton Village Hall. 



Highway Department , 

New Brighton Village Hall 

Edgewater Village Hall 

Collector of Assessments and Arrears. 

Public Buildings, etc 

Collector of Assessments and Arrears. 

County Clerk 

New Brighton Village Hall 

Public Buildingc, etc 

Health Department 

Building Department 

Commissioner of Jurors 

Bureau of Licenses 

Board of Cbroners 

Health Department 

County Clerk 



Total. 



Amoukt. 

|3x6 00 

54 03 
23a 35 

60 00 

»4 75 
90 00 
19 00 
60 o» 

159 «5 
16 50 
18 S5 

45 00 
5667 

38 50 

55 00 

7 SO 

39 00 
190 00 

400 CO 

309 00 
300 00 
350 00 
250 00 
30 00 
65 00 

350 00 

/ 

l3,3xa 87 



** Lamps and Lighting,'''* 

Orders issued during quarter ending March 31, 1899 

Orders issued during quarter ending June 30, 1899 , 

Orders issued during quarter ending September 30, 1899 



$3cx) 00 
300 cx> 

929 3» 



I5S 



The following is k list of orders issued quarter ending December 31, 1899 



Date. 



Oct. 3, Z899 



** M *< 



Nov. I, " 

D€C. I. " 



*• TX, " 



Description. 



on lighting. 

Gas 

Oil Ughting. 



Transierring electric lamps. 



WhBRB Ft'KNISHED. 



Village of Tottenville 

New Bright(Mi and Edgewater Village Halls. 
Village of Tottenville 



«« 



Public Buildings, etc. 



Total. 



Amount. 



|xoo oo« 
78 x5 
xoo 00 
xoo 00 

900 oo- 



$578 15 



" Contingencies,'** 
Order issued during quarter ending September 30, 1899 . . 



$17 60 



RECAPITULATION. 

March 31, 1899, *< Supplies and Repairs " $i>295 97 

June 30, 1899, *• Supplies and Repairs ** '1583 47 

September 30, 1899, '* Supplies and Repairs '* 2,415 67 

December 31, 1899, ** Supplies and Repairs " 3*312 27 

March 31, 1899, ** Lamps and Lighting '* 300 00 

June 30, 1899, " Lamps and Lighting ** 300 cx> 

September 30, 1899, ** Lamps and Lighting '* 929 31 

December 31, 1899, ** Lamps and Lighting " 578 15 

September 30, 1899, " Contingencies'* 17 60 

Total f 10, 732 44 



Permits Issued during Year 1899. 



Name of Company. 



New York and New Jer^y Telephone Company 

New York smd Staten Island Electric Company 

Postal Telegraph Cable Company 

Metropolitan Telephone and Telegraph Company 

American Telephone and Telegraph Company 

Western Union Telegraph Company 

Staten Island Electric Railroad Company 

Staten Inland Midland Railroad Company 

Richmond County Ga^-light Company 

Total 



Number of Permits. 



3 

8 

34 



933 



4 
tx 
88 



First 
Quarter. 


Second 
Quarter. 


»34 


109 


50 

• • 


•«5 

• • 


• • 

3 


• • 


X 


• • 



Third 
Quarter. 



X06 

X90 



3 

8 

9 
60 



377 



305 



Fourth 
Quarter. 



137 

98 

X 
X 

X 

3 

7 

6 

55 



399 



156 

Interior Wiring, 



First j Second 
QuAKTER.' Quarter. 



Applications received for interior wiring 
Certificates issued for interior wiring. . . . 



57 
50 



139 

IZI 



Third 

QUAKTER. 


Fourth 

Ql'ARTSR. 


73 
84 


73 

98 

1 



Total. 

33« 
344 



Number of Generators Installed during Year 1899. 



I twenty K. W. 



Number of Motors Installed During Year 1899. 

Quarter ending March 31 — One 20 H. P., one 15 H. P., one lo H. P., three 5 H. P., three 
I H. P., one 3 H. P. and two 2 H. P. 

Qoarter ending June 30 — Four 1-12 H. P., one 5 H. P., one 2 H. P. and one 15 H. P. 

Q)uarter ending September 30— One ^y^ H. P., two 2 H. P., one 5 H. P., one 1% H. P., 
one 1-12 H. P., one i H. P., one ^ H. P., one 3 H. P., one 4 H. P. and one 1-3 H. P. 

Commercial Lightings 1899. 



Arc 

Incande'tccnt. 



First 
Quarter. 



a.077 



Second 
Quarter. 



51 

'.744 



Third 
Quarter. 



8«3 



Fourth 
Quarter. 



4 
af559 



Total arc lamps '. 55 

Total incandescent lamps 7*203 



Amount of Overhead Wire Removed during Year, 

Feet. 

First quarter 9*915 

Second quarter 3»700 

Third quarter 1,550 



ToUl 1 5 , 165 

Number of Lamps Burning at end of Year — Public Lighting, 



Arc lamps. 



382 

Incandescent lamps 2,883 

Oil lamps loo 



•57 



Complaints Issued during Year. 



Name of Company. 



55 

ao 

9 

lO 

o 
94 



33 
3 



Quarter ending June 30. 

New York and Staten Island Electric Company , 

New York and New Jersey Telephone Company , 

Staten Island Midland Railroad Company 

Staten Island Electric Railtoad Company '. . 

American Telephone and Telegraph Company 

Total 

Quarter ending September 30 

New York and Staten Island Flectric Company 

New York and New Jersey Telephone Company 

Staten Island Electric Ra Iroad Company 

Staten I sland Midland Railroad Company 

Total 



N. B. — There were no complaints issued during quarter ending March 31, or quarter ending December 
3T, 1899. 




Attbndko to. 



I 


I 


I 


I 


45 


38 



